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Notices are indexed for first insertion 
only. Letters and figures at end of notice 
signify the last issue in which notice will 
appear in Gazette; i.e., mh26—March 
26. 





SCALE OF CHARGES FOR ADVERTISING 


(Make cheques payable to the Minister of Finance 
and remit to the Queen’s Printer, Parlia- 
ment Buildings, Victoria.) 


For 100 words and under $ 


Over 100 words and under 150 words __ 6.50 
Over 150 words and under 200 words. _-_ 8.00 
Over 200 words and under 250 words. —s-_—« 9.00 
Over 250 words and under 300 words 10.00 
And for every additional 50 words -----——.75 


The above scale of charges will cover the cost 
of from one to five insertions; over five in- 
sertions, 50 cents extra for-each insertion. 

Municipal by-laws requiring only one insertion, 
to be at one-half the above rates. Sr 

Advertisements in tabular form will be charged 
double the above rates. 

Yearly subscription $5 plus 25 cents social ser- 
vices tax, payable in advance. (Tax applies 
to British Columbia subscriptions only.) 


SHAG LOCO yale ee 15 cents 
Where advertisements contain more than 


one application or location, each application or 
notice will be charged for as a separate notice. 





All advertisements intended for publi- 
cation in the Gazette must reach the 
Queen’s Printer not later than 10 a.m. on 
Wednesday. 


Printed by DoN McD1ArMD, 
Printer to the Queen’s Most Excellent Majesty in 
right of the Province of British Columbia. 


EXECUTIVE COUNCIL 


March 20th, 1959. 


HIS HONOUR the Lieutenant-Gover- 
nor has been pleased to make appoint- 
ments as follows:— 

The Honourable Eric Charles Fitz- 
gerald Martin as Minister of Health Ser- 
vices and Hospital Insurance. 

The Honourable Wesley Drewett Black 
as Minister of Social Welfare. 

The Honourable Lyle Wicks as Minis- 
ter of Commercial Transport. 

mh26—2347 


APPOINTMENTS 


March 17th, 1959. 


HIS HONOUR the Lieutenant-Gover- 
nor in Council has been pleased to make 
the following appointments:— 

Fiona Campbell-Sayers, Social Welfare 
Department, Cloverdale, to be a Special 
Commissioner for taking Affidavits within 
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the Province, under section 59 of the 
“ Evidence Act,” only in connection with 
the performance of her official duties. 

Helen Mary Ann Dawson, Social Wel- 
fare Branch, Kamloops, to be a Special 
Commissioner for taking Affidavits within 
the Province, under section 59 of the 
“ Evidence Act,” only in connection with 
the performance of her official duties. 

Tecwyn Evans, Social Welfare Branch, 
Alberni, to be a Special Commissioner for 
taking Affidavits within the Province, un- 
der section 59 of the “Evidence Act,” 
only in connection with the performance 
of his official duties. 

William Roberts, Stipendiary Magis- 
trate, Grand Forks, as such Stipendiary 
Magistrate to exercise the jurisdiction 
conferred by the “Small Debts Courts 
Act” within that portion of the County 
of Yale embraced within the City of 
Grand Forks and a radius of 10 miles 
mh26—2345 


DEPARTMENT OF THE 
PROVINCIAL SECRETARY 


March 17th, 1959. 


The appointment of Roland N. Crowe, 
of Trail, as a Stipendiary Magistrate has 
been amended to read, “ with power to 
exercise the jurisdiction conferred upon 
a Magistrate by Part XVI of the Criminal 
Code.” 


March 20th, 1959. 


The appointment of James Beagley 
Hack, of Spences Bridge, as a Stipendiary 
Magistrate has been amended to read, 
“with power to exercise the jurisdiction 
conferred upon a Magistrate by Part 
XVI of the Criminal Code.” 

The appointment of Michael Share, of 
Lytton, as a Stipendiary Magistrate has 
been amended to read, “with power to 
exercise the jurisdiction conferred upon 
a Magistrate by Part XVI of the Criminal 
Code.” mh26—2345 


HIS HONOUR the Lieutenant-Gover- 
nor in Council has been pleased to rescind 
the following appointments:— 


March 17th, 1959. 
William Edmund Euerby, Grand Forks, 
as a Small Debts Court Magistrate and 
Acting Small Debts Court Magistrate. 


March 20th, 1959. 


Thomas Scott Dobson, formerly of 
Quesnel, as a Deputy Official Administra- 
tor for that portion of the County of 
Cariboo embraced in the Cariboo Elec- 
toral District. 


Theodore Cyril Chapman, Pouce 
Coupe, as a Deputy Official Administrator 
for that portion of the County of Cariboo 


embraced in the Peace River Electoral 
District and all that portion of the Fort 
George Electoral District lying north of 
the 55th parallel of north Jatitude. 
Brendan Kennelly, formerly of Prince 
George, as a Deputy Official Administra- 
tor for that portion of the County of 
Cariboo embraced in the Fort George 
Electoral District lying south of the 55th 
parallel and that portion of the County 
of Cariboo embraced in the Omincea 
Electoral District. 
Alexander Strang, Lytton, as a Stipen- 
diary Magistrate in and for the Province. 
mh26—2346 


NOTICE 


WHEREAS clause 10 of the Letters 
Patent issued on May 8th, 1956, incorpo- 
rating North Peace Hospital Improve- 
ment District No. 13, provides that the 
first tax by-law for capital expenditure 
shall not be passed by the Trustees until 
the views of the voters in the aforesaid 
district have been obtained by a plebiscite 
or general meeting: 

And whereas the Trustees of the dis- 
trict have submitted a request to the un- 
dersigned to have a plebiscite held under 
the direction of the Chief Electoral Offi- 
cer at the expense of the district: 

And whereas it is deemed advisable 
and in the public interest that their re- 
quest be granted: 

Therefore, His Honour the Lieutenant- 
Governor in Council has been pleased to 
order that a plebiscite be held under the 
direction of the Chief Electoral Officer 
on the eighth day of April, 1959, between 
the hours of 8 o'clock in the forenoon 
and 8 ovclock in the afternoon in the 
aforesaid North Peace Hospital Improve- 
ment District No. 13, to obtain an expres- 
sion of opinion of the voters as defined 
in clause 9 of the aforementioned Letters 
Patent, on the following questions: — 


Money By-law: 66% per cent of vote re- 
quired to pass. 


1. Are you in favour of borrowing a 
sum of money not exceeding $1,035,000 
with interest not exceeding 5 per cent per 
annum, repayable by taxes levied over 
a period of twenty years, for the purpose 
of building and equipping a new hospital 
at Fort St. John? 


Referendum: The proposal receiving the 
greater number of votes will be the 
one adopted if the money by-law is 
passed. 


2. Please indicate your choice of the 
following two plans by marking “xX” 
opposite the plan you favour. 
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_ (a) The control of financing, construct- 
ing, equipping, and operation of the hos- 
pital being entirely under the jurisdiction 
of elected officials of the hospital im- 
provement district with the estimated cost 
of constructing and equipping the hospital 
to be borne by the said district, being 
$1,035,000. 

(b) The Sisters of Charity of Provi- 
dence constructing, equipping, and oper- 
ating the hospital and sharing equally 
with the North Peace Hospital Improve- 
ment District No. 13 in the financing, 
with an estimated cost of $450,000 being 
borne by the North Peace Hospital Im- 
provement District No. 13. 

And that Mr. H. G. Atkinson, of 
Montney, B.C., be appointed Returning 
Officer: 

And that regulations be made, in terms 
of the draft regulations attached hereto, 
to govern the procedure to be followed 
in the holding of the said plebiscite, and 
with respect to the powers to be exer- 
cised and the duties to be performed by, 
and with the rights, obligations, liabili- 
ties, qualifications, and disqualifications 
of voters, officers, and other persons. 


W. D. BLACK, 
Provincial Secretary. 


Provincial Secretary’s Office, 
Victoria, B.C., March 24th, 1959. 





REGULATIONS, NORTH PEACE 
HOSPITAL IMPROVEMENT DIS- 
TRICT, No. 13- PLEBISCITE, 
APRIL 8TH, 1959. 


1. The Chief Electoral Officer shall 
direct the Returning Officer as to the pro- 
cedure to be followed in taking the poll, 
counting the votes, and making his return 
of the results of the voting, and shall pre- 
scribe the forms and ballot to be used, 
and shall set the amount of such fees as 
are paid. 

2. Suitable polling-places shall be se- 
lected and established in the following 
locations: Fort St. John, Baldonnel, 
Taylor, Two Rivers, Cecil Lake, Clay- 
hurst, Goodlow, Charlie Lake, Blueberry 
(Mile 101), Hudson Hope, Upper Cache 
Creek, Bear Flat, Rose Prairie, Murdale, 
North Pine, Montney, Upper Halfway. 

3. Every person may vote who is a 
Canadian citizen, 21 years of age or 
older, and is the owner as defined in the 
“Water Act” of land situate in North 
Peace Hospital Improvement District No. 
13, or the authorized agent of any board 
or corporation that is the owner of such 
land, or legal representative of any owner 
of such land, who has died, become in- 
solvent or insane, and is qualified to be 
registered as a voter under the “ Provin- 
cial Elections Act, 1953.” 

4. “Voters list’ means the list of 
owners as compiled for the purpose of 
this plebiscite and certified by the Return- 
ing Officer or other responsible official. 

5. Any owner whose name does not 
appear on the list may vote upon taking 
an affidavit in Form 6, to be signed and 
sworn before the Deputy Returning 
Officer. 

6. Any owner, if challenged as to his 
qualifications by any poll official, quali- 
fied voter, or scrutineer, must take the 
affidavit on Form 6 before being per- 
mitted to vote. 

7. Representatives and agents as re- 
ferred to in Regulation No. 3 must make 
an affidavit in the prescribed form, to be 
signed and sworn before the Deputy 
Returning Officer before voting. 
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8. The Returning Officer shall publish 
his proclamation in the prescribed form, 
in at least one issue of a newspaper cir- 
culating in the district, and shall post up 
copies of his proclamation in public 
places in the vicinity of each polling- 
station in the said district as soon as pos- 
sible after he is notified of his appoint- 
ment. 

9. There shall be no absentee voting, 
nor advance voting. 

10. Voters may vote at any polling- 
station in the improvement district, but 
each voter may vote only once, provided 
that representatives and agents are also 
entitled to vote once on their own behalf 
as owners, if qualified. 

11. The Returning Officer is authorized 
to appoint, for the purposes of this plebi- 
scite, Deputy Returning Officers, Poll 
Clerks, and other persons deemed neces- 
sary, and also to appoint scrutineers, 
without remuneration, if required or re- 
quested so to do. mh26—2342 


DEPARTMENT OF THE 
ATTORNEY-GENERAL 


“SUPREME COURT ACT” 


HIS HONOUR the Lieutenant-Gover- 
nor in Council has been pleased to order 
that, under the provisions of the “Su- 
preme Court Act,” chapter 73 of the 
“Revised Statutes of British Columbia, 
1948,” sittings of the Supreme Court for 
the transaction of the business of Courts 
of Assize, Nisi Prius, Oyer and Terminer, 
and General Gaol Delivery be held at the 
Court-house, at 11 o’clock in the fore- 
noon, at the places and on the dates as 
follows:— 


1959—Vancouver Bi-monthly Assize 


Tuesday, May 5th—Criminal. 
Tuesday, September 8th,—Criminal. 
Tuesday, November 3rd—Criminal. 


1959—Spring Assize 


New Westminster, Tuesday, April 7th— 
Criminal. 

Kamloops, Tuesday, April 14th—Crim- 
inal and Civil. 

Vernon, Wednesday, 
Criminal and Civil. 

Cranbrook, Tuesday, May S5th—Crim- 
inal and Civil. 

Nelson, Monday, May 11th—Criminal 
and Civil. 

Pouce Coupe, Tuesday, May 12th — 
Criminal and Civil. 

Prince George, Tuesday, May 19th — 
Criminal and Civil. 

Quesnel, Monday, June 1st—Criminal 
and Civil. 


April 22nd — 


1959—Fall Assize 

Nanaimo, Tuesday, September 8th — 
Criminal. 

Kamloops, Tuesday, September 15th— 
Criminal and Civil. 

Prince Rupert, Tuesday, 
22nd—Criminal and Civil. 
ee Tuesday, October 6th—Crim- 
inal. 

Cranbrook, Tuesday, October 20th— 
Criminal and Civil. 

Nelson, Monday, October 19th—Crim- 
inal and Civil. 

Pouce Coupe, Tuesday, October 20th— 
Criminal and Civil. 

Prince George, Monday, October 26th— 
Criminal and Civil. 

Quesnel, Monday, November 9th — 
Criminal and Civil. 


September 
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Vernon, Monday, November 9th — 
Criminal and Civil. 
New Westminster, Tuesday, November 


17th—Criminal and Civil. 
L. R. PETERSON, 
Acting Attorney-General. 


Attorney-General’s Department, 
Victoria, B.C., November 26th, 1958. 
nol2—971 


PROCLAMATIONS 


F. M. ROSS, 
Lieutenant-Governor. 


CANADA: 
PROVINCE OF BRITISH COLUMBIA 
ELIZABETH the SECOND, by the Grace 
of God, of the United Kingdom, 
Canada and Her other Realms and 


Territories, Queen, Head of the Com- 
monwealth, Defender of the Faith. 


[L.s.] 


To all to whom these presents shall come— 
Greeting. 


A PROCLAMATION 


WHEREAS it is provided 
oer co | in and by section 30 of 
Gente the “ Department of Com- 
i mercial Transport Act,” 
Statutes of British Columbia, 1959, that 
the said Act shall come into operation on 
such date or dates as are fixed by the 
Lieutenant-Governor by his Proclama- 
tion: 

Now know ye that We do by these 
presents proclaim and declare that the 
said Act shall come into force on the 
twentieth day of March, one thousand 
nine hundred and fifty-nine. 


In testimony whereof, We have caused 
these Our Letters to be made Patent 
and the Great Seal of Our said Prov- 

_ ince to be hereunto affixed. 

Witness, the Honourable Frank Macken- 
zie Ross, Lieutenant-Governor of Our 
said Province of British Columbia, 
in Our City of Victoria, in Our said 
Province, this twentieth day of March, 
in the year of our Lord one thousand 
nine hundred and fifty-nine, and in 
the eighth year of Our Reign. 


By Command. 





W.. Ds BLAOK, 
mh26—2350 Provincial Secretary. 
ft.:sal F. M. ROSS, 
Lieutenant-Governor. 
CANADA: 


PROVINCE OF BRITISH COLUMBIA 


ELIZABETH the SECOND, by the Grace 
of God, of the United Kingdom, 
Canada and Her other Realms and 
Territories, Queen, Head of the Com- 
monwealth, Defender of the Faith. 


To all to whom these presents shall come— 
Greeting. ; 


A PROCLAMATION 


WHEREAS it is provided 

pe het a | in and by section 9 of 

Panerai ae “Department of So- 

F cial Welfare Act,” Stat- 

utes of British Columbia, 1959, that the 

said Act shall come into force on a day 

to be fixed by the Lieutenant-Governor 
by his Proclamation: 


Now know ye that We do by these 


presents proclaim and declare that the 
said Act shall come into force on the 
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twentieth day of March, one thousand 
nine hundred and fifty-nine. 


In testimony whereof, We have caused 
these Our Letters to be made Patent 
and the Great Seal of Our said Prov- 
ince to be hereunto affixed. 


Witness, the Honourable Frank Macken- 
zie Ross, Lieutenant-Governor of Our 
said Province of British Columbia, 
in Our City of Victoria, in Our said 
Province, this twentieth day of March, 
in the year of our Lord one thousand 
nine hundred and fifty-nine, and in 
the eighth year of Our Reign. 


By Command. 
W. D. BLACK, 


mh26—2349 Provincial Secretary. 


F. M. ROSS, 
Lieutenant-Governor. 


CANADA: 
PROVINCE OF BRITISH COLUMBIA 


ELIZABETH the SECOND, by the Grace 
of God, of the United Kingdom, 
Canada and Her other Realms and 
Territories, Queen, Head of the Com- 
monwealth, Defender of the Faith. 


[L.s.] 


Toallto whom these presents shall come— 
Greeting. 


A PROCLAMATION 


{ WHEREAS it is provided 
| in and by section 14 of 
| the “Department of 
| Health Services and Hos- 
pital Insurance Act,” Statutes of British 
Columbia, 1959, that the said Act shall 
come into force on a day to be fixed by 
the Lieutenant-Governor by his Proclama- 
tion: 

Now know ye that We do by these 
presents proclaim and declare that the 
said Act shall come into force on the 
twentieth day of March, one thousand 
nine hundred and fifty-nine. 


R. W. Bonner, 
Attorney- 
General. 


In testimony whereof, We have caused 
these Our Letters to be made Patent 
and the Great Seal of Our said Prov- 
ince to be hereunto affixed. 


Witness, the Honourable Frank Macken- 
zie Ross, Lieutenant-Governor of Our 
said Province of British Columbia, 
in Our City of Victoria, in Our said 
Province, this twentieth day of March, 
in the year of our Lord one thousand 
nine hundred and fifty-nine, and in 
the eighth year of Our Reign. 


By Command. 


iW: D."BEACK, 


mh26—2348 Provincial Secretary. 


DEPARTMENT OF FINANCE 


“ASSESSMENT EQUALIZATION 
ACT 1953/7 


WHEREAS section 37 of the “‘Assess- 
ment Equalization Act, 1953,” requires 
that the Lieutenant-Governor in Council 
specify the base years for the purpose of 
determination by the Assessor of the base- 
year actual value of land and improve- 
ments and the ratios or percentages that 
the assessed values of Jand and improve- 
ments for the purposes of real-property 
taxation under the “ Public Schools Act ” 
bear to the base-year actual values of 
land and improvements: 


Therefore, His Honour the Lieutenant- 
Governor in Council has been pleased to 
order that the base year to be specified 
under subsection (2) of section 37 of the 
“Assessment Equalization Act, 1953,” be 
for land the year 1955, and for improve- 
ments the year 1953: 

And that under subsection (3) of sec- 
tion 37 of the Act, and in respect of the 
assessment rolls for 1960 and each suc- 
ceeding year, the assessed value of land 
shall bear to the base-year actual value of 
land the ratio of 60 to 100, or 60 per 
centum, and the assessed value of im- 
provements shall bear to the base-year 
actual value of improvements the ratio 
of 60 to 100, or 60 per centum. 


W. A. C. BENNETT, 
Minister of Finance. 
Department of Finance, 
Victoria, B.C., March 20th, 1959. 
mh26—2351 


DEPARTMENT OF HIGHWAYS 


PEACE RIVER ELECTORAL 
DISTRICT 





Establishing Road Allowance in S.E. 4, 
Sec. 6, (ip. 625 Ro 72 We oF 6th ML, 
Peace River District. 


NOTICE is given, pursuant to section 
8 of the “Highway Act,” that those por- 
tions of the South-east Quarter of Section 
6, Township 82, Range 17, west of the 
6th meridian, Peace River District, lying 
westerly of a line drawn parallel to and 
distant 50 feet easterly, measured perpen- 
dicularly, from the east boundary of the 
Alaska Highway as defined on Plan A 938 
and those portions of the said South-east 
Quarter of Section 6 lying easterly of a 
line drawn parallel to and distant 50 feet 
westerly, measured perpendicularly, from 
the west boundary of the Alaska High- 
way as defined on Plan A 938 are hereby 
established as a public highway. 


PAS GAGLARDE 
Minister of Highways. 
Department of Highways, 
Parliament Buildings, 
Victoria, B.C., March 16th, 1959. 
File 1307. mh26—2334 


COMOX ELECTORAL, DISTRICT 





Establishing Island Highway 


NOTICE is given, pursuant to section 
8 of the “Highway Act,” that the follow- 
ing described highway in District Lots 15, 
30, and 29, Sayward District, and having 
a width of 100 feet, more or less, is here- 
by established as a public highway, 
namely: Commencing at the south bound- 
ary of District Lot 15, Sayward District; 
thence in a north-westerly direction 
through the said District Lot 15, and 
District Lots 30 and 29, Sayward District, 
to the west boundary of the said District 
Lot 29, Sayward District, and having a 
length of 3.18 miles, more or Jess, and an 
area of 38.69 acres, more or less, as 
shown outlined in red on a plan recorded 
in the Provincial Department of High- 
ways, Victoria, B.C., under Road Surveys 
2665. 
P. A. GAGLARDI, 
Minister of Highways. 
Department of Highways, 
Parliament Buildings, 
Victoria, B.C., March 13th, 1959. 
File 4632. mh26—2333 


DEPARTMENT OF HIGHWAYS 


COMOX ELECTORAL DISTRICT 


Headquarters Road 


NOTICE is given, pursuant to section 
8 of the “Highway Act,” that the follow- 
ing described highway in Section 36, 
Comox District, is hereby established 66 
feet in width, namely: All that part of 
Section 36, Comox District, which lies 
between the easterly boundary of Plan 
1532 and the easterly boundary of Parcel 
B of said Section 36, as described in D.D. 
4459N, on the one side, and lines drawn 
parallel and distant 66 feet easterly and 
perpendicularly from the aforesaid bound- 
aries on the other side, and as indicated 
as Lower Campbell River Road on said 
Plan 1532. 


P. A. GAGLARDI, 
Minister of Highways. 
Department of Highways, 
Parliament Buildings, 
Victoria, B.C., March I 1th, 1959. 
File 636. mh26—2335 


PEACE RIVER ELECTORAL 
DISTRICT 





Establishing Road Allowance in Lot 545, 
Peace River District 


NOTICE is given, pursuant to section 
8 of the “Highway Act,” that the portion 
of Lot 545, Peace River District, lying 
north of a line drawn parallel to and dis- 
tant 50 feet southerly, measured perpen- 
dicularly, from the southerly boundary of 
the Alaska Highway is hereby established 
as a public highway. 


P. A. GAGLARDI, 
Minister of Highways. 
Department of Highways, 
Parliament Buildings, 
Victoria, B.C., March 12th, 1959. 
File 5697. mh26—2336 


DELTA ELECTORAL DISTRICT 








Establishing Road Allowances in the 
Township of Langley 


NOTICE is given, pursuant to section 
8 of the “Highway Act,” that the follow- 
ing described areas within the municipal 
limits of The Corporation of the Town- 
ship of Langley are hereby established as 
public highways, namely: — 

(1) The south 33 feet of Lot 25 of the 
South-west Quarter of Section 35, Town- 
snip 7, Plan 2931, New Westminster Dis- 
rict. 

(2) The west 33 feet of Lot 2 of Blocks 
11 and 14 of the East Half of Section 10, 
Township 7, Plan 6394, New Westminster 
District. 


(3) The east 33 feet of the North Half 
of the North Half of the North-west 
Quarter of Section 6, Township 10, New 
Westminster District. 


(4) The south 33 feet of Lot 239, 
Group 2, New Westminster District. 


(5) Part 1.246 acres, more or less, of 
the North-west Quarter of Section B55 
Township 8, as shown outlined red on 
Sketch 12995, New Westminster District. 


(6) The east 33 feet of Lot 22 of the 
North-west Quarter of Section 23, Town- 
oe 7, Plan 2515, New Westminster Dis- 
iC, 


(7) The north 33 feet of Lot 22 of the 
North-east Quarter of Section 22, Town- 


ship 7, Plan 1168, New Westminster Dis- 
trict. 
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(8) The east 33 feet of Block 3 of the 
South-west Quarter of Section 22, Town- 
ship 11, Plan 2981, New Westminster Dis- 
trict. 

(9) The west 33 feet and the north 33 
feet of the North Half of the South-east 
Quarter of Section 24, Township 7, New 
Westminster District. 


(10) The east 33 feet of Lot 8 of the 
North-west Quarter of Section 22, Town- 
ship 11, Plan 3255, extending from Tele- 
graph Trail to the south boundary of said 
Lot 8, said 33 feet being measured at 
right angles to the said east boundary of 
said Lot 8, New Westminster District. 


P. A. GAGLARDI, 
Minister of Highways. 
Department of Highways, 
Parliament Buildings, 
Victoria, B.C., March 2nd, 1959. 
File 5448-7. mh26—2338 


CARIBOO ELECTORAL DISTRICT 





Discontinuing and Closing Abandoned 
Portion of Blackwater Road 


NOTICE is given, pursuant to section 
11 of the “Highway Act,” that all the 
abandoned portion of Blackwater Road 
along Whittier Creek extending in a west- 
erly direction from its intersection with 
the Blackwater Road in the North-east 
Quarter of District Lot 3230, Cariboo 
District, to its intersection with the said 
Blackwater Road in District Lot 6162, 
Cariboo District, east of Herkyelthtie 
Lake, a distance of 9.00 miles, more or 
less, is hereby discontinued and closed. 
A plan showing the road allowance so 
discontinued and closed is recorded on 
File 2070-4 in the Provincial Department 
of Highways, Victoria, B.C. 


P. A. GAGLARDI, 
Minister of Highways. 
Department of Highways, 
Parliament Buildings, 
Victoria, B.C., March 2nd, 1959. 
File 2070-4. mh26—2337 


SAANICH ELECTORAL DISTRICT 








James Island Road 


NOTICE is given, pursuant to section 
8 of the “Highway Act,” that the follow- 
ing described portions of James Island 
Road in Section 4, Range 4 east, South 
Saanich District, are hereby established as 
a public highway, namely:— _ ; 

(1) Commencing at a point in Section 
4, Range 4 east, South Saanich District, 
said point being N. 89° 57’ E. a distance 
of 2,057.50 feet from the south-west cor- 
ner of said Section 4 and N. 0° 03’ W. 
400.00 feet from the south boundary of 
said Section 4; thence N. 89° 57’ E. a 
distance of 1,415.00 feet, more or less, to 
high-water mark at Saanichton Bay, and 
having a width of 20 feet on each side of 
the above-described centre line, and being 
part of the parcel shown on plan in the 
Land Registry Office at Victoria, B.C., 
under number 233861. > i 

(2) Commencing at a point in Section 
4, Range 4 east, South Saanich District, 
said point being situate S. 14° 37’ W. a 
distance of 971.50 feet from the north- 
east corner of said Section 4; thence S. 
89° 57’ W. a distance of 394.00 feet, more 
or less, to the easterly boundary of the 
right-of-way of the Canadian Northern 
Pacific Railway as said right-of-way is 
shown on Plan 3RW; thence southerly 
along the said easterly boundary of said 
right-of-way a distance of 20.01 feet; 


thence N. 89° 57’ E. a distance of 394.65 
feet, more or less; thence N. 0° 03’ W. 
a distance of 20.00 feet, to point of com- 
mencement, as shown on plan deposited 
under number 1032981 in the Land Regis- 
try Office at Victoria, B.C. 


P. A. GAGLARDI, 
Minister of Highways. 
Department of Highways, 
Parliament Buildings, 
Victoria, B.C., March 18th, 1959. 
File 3776. mh26—2331 


ESQUIMALT ELECTORAL DISTRICT 





Discontinuing and Closing Portion of 
Trans-Canada Highway 


NOTICE is given, pursuant to section 
11 of the “Highway Act,” that all those 
portions of District Lot 157, having areas 
of 0.35 acre and 0.02 acre, together with 
all those portions of Lot 139 and Parcel 
A, Lot 140, having areas of 0.31 acre and 
0.61 acre respectively, all in Malahat Dis- 
trict, as shown outlined in green on a 
plan prepared by J. H. Drewry, B.C.L.S., 
and filed in the Land Registry Office at 
Victoria, B.C., under Plan 1004RW are 
hereby discontinued and closed. A copy 
of the said plan is recorded in the Pro- 
vincial Department of Highways under 
Road Surveys No. 1847-7. 


P. A. GAGEARDI, 
Minister of Highways. 
Department of Highways, 
Parliament Buildings, 
Victoria, B.C., March 19th, 1959. 
File 5045. mh26—2332 


DELTA ELECTORAL DISTRICT 





Vancouver—Blaine Highway 


NOTICE is given, pursuant to section 
8 of the “Highway Act,” that all that part 
of Parcel A of the South-east Quarter of 
Section 18, Block 4 north, Range 5 west, 
New Westminster District, Explanatory 
Plan 11068, as shown coloured red on a 
plan recorded on File 409 in the Provin- 
cial Department of Highways, Victoria, 
B.C., is hereby established as a public 
highway. 


P. A. GAGLARDI, 
Minister of Highways. 
Department of Highways, 
Parliament Buildings, 
Victoria, B.C., March 12th, 1959. 
File 409. mh26—2328 


SAANICH ELECTORAL DISTRICT 





Scott Road 


NOTICE is given, pursuant to section 
8 of the “Highway Act,” that the follow- 
ing described parcels in Sections 4 and 5, 
Range 4 east, South Saanich District, are 
hereby established as a public highway, 
namely :— 

(1) Commencing at a point on the 
boundary-line between Sections 4 and 5, 
Range 4 east, South Saanich District, dis- 
tant 2,077.50 feet east of the north-west 
corner of said Section 5; thence at right 
angles to said boundary-line on a bearing 
S. 0° 03’ E. a distance of 1,320.00 feet to 
the north boundary of Mount Newton 
Crossroad between said Section 5 and the 
Indian reserve in Section 6, Range 4 east, 
and having a width of 20 feet on each 
side of the above-described centre line, 
all as shown on plan filed in the Land 
Registry Office at Victoria, B.C., under 
number 229681. 


(2) Commencing at a point on the 
boundary-line between Sections 4 and 5, 
Range 4 east, South Saanich District, dis- 
tant 2,077.50 feet east of the north-west 
corner of said Section 5; thence at right 
angles to said boundary on a bearing N. 
0° 03’ W. a distance of 380.00 feet to the 
southerly boundary of the road leading to 
Saanichton Bay, and having a width of 
20 feet on each side of the above-de- 
scribed centre line, and being part of the 
parcel shown on plan filed in the Land 
Registry Office at Victoria, B.C., under 
number 233861. 


P. A. GAGLARDI, 
Minister of Highways. 
Department of Highways, 
Parliament Buildings, 
Victoria, B.C., March 18th, 1959. 
File 3776. mh26—2329 


BURNABY ELECTORAL DISTRICT 





Discontinuing and Closing Portion of the 
Lougheed Highway within Burnaby 


NOTICE is given, pursuant to section 
11 of the “Highway Act,” that all that 
part of the Lougheed Highway being part 
of Lot 5 of Lot 2 of Lot 6 of the east part 
of Lot 5 of Blocks 1 to 6, inclusive, of 
Lot 125, Group 1, Plan 11003, New 
Westminster District, as shown outlined 
in red on a plan recorded in the Depart- 
ment of Highways, at Victoria, B.C., 
under File 5448-1 is hereby discontinued 
and closed. 


P. A. GAGLARDI, 
Minister of Highways. 
Department of Highways, 
Parliament Buildings, 
Victoria, B.C., March 16th, 1959, 
File 5448-1. mh26—2330 


NOTICE TO CONTRACTORS 





Yale Electoral District 





Project No. 972—Trans-Canada Highway, 
Reconstruction: Boston Bar—China 
Bar Section, Mile 210.07 to Mile 
205.26, Station 57+ 55.2 to Station 
0+ 00= Station 0+ 98.1, Station 
0+98.1 to Station 197+50 (4.81 
Miles). 


SEALED TENDERS, marked “ Tender 
for Project No. 972—Trans-Canada High- 
way, Boston Bar—China Bar Section,” will 
be received by the Minister of Highways, 
Parliament Buildings, Victoria, B.C., up 
to 2 p.m. (Pacific Standard time) on 
Thursday, the 9th day of April, 1959, and 
opened in public at that time and date. 
Contractors who are residents of Canada 
at date of tender are eligible, or if the 
contractor is a corporation it must have 
been incorporated and carrying on busi- 
ness in Canada for at least one year prior 
to date of tender. 


Plans, specifications, and conditions of 
tender may be obtained from the Depart- 
ment of Highways, 635 Burrard Street, 
Vancouver 1, B.C., or from the under- 
signed, for the sum of ten dollars ($10), 
which is not refundable. 

Each tender must be accompanied by 
a certified cheque on a chartered Cana- 
dian bank, payable to the order of the 
Minister of Finance for British Columbia, 
In an amount equal to five per cent (5% ) 
of the tender price as specified in the 
form of tender. This deposit shall be 
forfeited if the tenderer declines to enter 
into contract, or if he fails to complete 
the work contracted for. 
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ens 


The cheques of unsuccessful tenderers 
will be returned to them when the con- 
tract has been awarded. 

Tenders must be made out on the 
forms supplied and enclosed in the enve- 
lope furnished. 

Tenderers must submit with their ten- 
ders a list stating the type, capacity, and 
present location (so that inspection can 
be made if necessary) of the equipment 
in their possession or at their disposal 
which is immediately available for the 
carrying-out of the work within the time- 
limit specified without in any way curtail- 
ing or delaying any Departmental project 
that may be under contract at this date. 
No tender will be considered which does 
not contain this information. 

Tenderers should submit with their ten- 
ders a schedule of proposed construction 
operations showing estimated monthly 
progress for each phase of the construc- 
tion work. 

No tender will be accepted or consid- 
ered which contains an escalator clause 
or any other qualifying conditions, and 
the lowest or any tender will not neces- 
sarily be accepted. 


F. T. BROWN, 
Chief Engineer. 
Department of Highways, 
Parliament Buildings, 
Victoria, B.C., March, 1959. 
File 3464-7. 


Dom. Code No. C.K. 35. mh26—2341 


DEPARTMENT OF MINES 


* COAL AGE 


NOTICE is hereby given that, under 
authority of Order in Council No. 501, 
approved on the 17th day of March, 
1959, a reservation under the “Coal Act” 
was placed upon all Crown coal in that 
portion of the Osoyoos Mining Division 
described as follows: Commencing at the 
north-east corner of Lot 195 (S.), Simil- 
kameen Division of Yale District; thence 
westerly along the northerly boundaries 
of Lots 195 (S.), 2457 (S.), and 2458 (S.) 
to the north-west corner of said Lot 
2458 (S.); thence southerly along the 
westerly boundary of said Lot 2458 (S.) 
to the north-east corner of Lot 2464 (S.); 
thence westerly along the northerly 
boundary of said Lot 2464 (S.) to the 
north-west corner thereof; thence west- 
erly in a straight line to the north-east 
corner of Lot 2463 (S.); thence westerly 
along the northerly boundary of said Lot 
2463 (S.) to the north-west corner 
thereof; thence westerly in a straight line 
to the south-east corner of Lot 411; 
thence westerly along the southerly 
boundary of said Lot 411 to the most 
easterly north-east corner of Block A of 
Lot 228 (S.); thence southerly and west- 
erly along the easterly and southerly 
boundaries of said Block A of Lot 
228 (S.) to the north-east corner of Lot 
2169 (formerly Osoyoos); thence south- 
erly along the easterly boundary of said 
Lot 2169 to the most easterly south-east 
corner thereof; thence southerly in a 
straight line to the north-west corner of 
Lot 906 (S.); thence southerly along the 
westerly boundaries of Lots 906 (S.) and 
281 to the north-east corner of Lot 2834; 
thence southerly, easterly, southerly, and 
westerly along the boundaries of said 
Lot 2834 to the north-west corner of Lot 
2357 (S.); thence southerly along the 
westerly boundaries of Lots 2357 (S.) 
and 2356 (S.) to the south-west corner 
of said Lot 2356 (S.); thence westerly 
and southerly along the northerly and 


westerly boundaries of Lot 2112 (S.) to 
the south-west corner thereof; thence 
southerly in a straight line to the north- 
west corner of Lot 1458 (S.); thence 
southerly and easterly along the westerly 
and southerly boundaries of Lot 1458 (S.) 
to the south-east corner thereof; thence 
due south a distance of 5 chains; thence 
due east to a point due south of the 
south-west corner of Lot 2355 (S.); 
thence north to the said south-west cor- 
ner; thence easterly along the southerly 
boundaries of Lots 2355 (S.), 525 (S.), 
2346 (S.), 2345 (S.), and 400 (S.) to the 
south-east corner of said Lot 400 (S.); 
thence southerly along the easterly bound- 
ary of Lot 674(S.) to the south-east 
corner thereof; thence easterly along the 
northerly boundaries of Lots 2000 (S.) 
and 2165 (S.) to the north-east corner of 
said Lot 2165 (S.); thence northerly and 
easterly along the westerly and northerly 
boundaries of Lot 28 to the north-east 
corner thereof; thence northerly along 
the westerly boundary of Lot 3098 a dis- 
tance of 10 chains; thence due east to 
the easterly boundary of said Lot 3098; 
thence northerly along the easterly bound- 
aries of Lots 3098, 520 (S.), 521 (S.), and 
2468 (S.) to the north-east corner of 
said Lot 2468 (S.); thence westerly along 
the northerly boundary of said Lot 2468 
(S.) to a point due south of the south- 
east corner of Section 36, Township 53; 
thence north to the said south-east corner 
of Section 36; thence northerly along the 
easterly boundaries of Section 36, Town- 
ship 53, and Section 1, Township 88, to 
the southerly boundary of Lot 195 (S.): 
thence due north to the southerly bound- 
ary of Indian Reserve No. 2 (cut-off), 
being a point on the most easterly portion 
of the northerly boundary of Lot 195 (S.); 
thence westerly and northerly along the 
boundaries of said Lot 195 (S.) to the 
aforesaid north-east corner thereof, being 
the point of commencement. 
mh26—2344 





DEPARTMENT OF RECREATION 
AND CONSERVATION 


“DEPARTMENT OF RECREATION 
AND CONSERVATION ACT ” 


WHEREAS the following described 
lands have been acquired by Her Majesty 
the Queen in the right of the Province of 
British Columbia for park purposes: Lot 
35, Galiano Island, Cowichan Land Dis- 
trict, containing 160.0 acres, more or 
less: 

And whereas the following described 
foreshore areas which are reserved for 
the use, recreation, and enjoyment of the 
public and are vacant Crown land adja- 
cent to the above-described area have 
been examined and found to be suitable 
and needed for park purposes: — 

Firstly, commencing at the south-east 
corner of Lot 35, Galiano Island, 
Cowichan Land District, being a 
point on the high-water mark of the 
north shore of Montague Harbour; 
thence south 33° west 26 chains, 
more or less, to the high-water mark 
of the harbour; thence north and 
east along said high-water mark to 
the point of commencement, and 
containing 25.2 acres, more or less: 

Secondly, commencing at the south-west 
corner of Lot 35, Galiano Island, 
Cowichan Land District, being a 
point on the high-water mark of the 
north shore of Trincomali Channel; 
thence south 39 chains, more or less, 
to the said high-water ‘mark: thence 





north and west along said high-water 
mark to the point of commencement, 
and containing 28.4 acres, more or 
less: 

Therefore, His Honour the Lieutenant- 
Governor in Council has been pleased to 
order that, under authority of the “ De- 
partment of Recreation and Conservation 
Act,” being chapter 53, Statutes of British 
Columbia, 1957, all the above-described 
lands and foreshore lands be constituted 
a Provincial park of Class “A” to be 
known as “ Montague Harbour Park.” 


E. WESTWOOD, 
Minister of Recreation and 
Conservation, 
Department of Recreation and 
Conservation, 
Victoria, B.C., March 6th, 1959. 
mh26—2308 


“DEPARTMENT OF RECREATION 
AND CONSERVATION ACT” 


WHEREAS under the provisions of 
the “Land Act” the following described 
lands are reserved for public recreational 
use by Order in Council No. 307, ap- 
proved February 15th, 1954: Legal Sub- 
division 10, Section 8, Township 18, east 
of the Coast meridian, situated south of 
Steelhead, B.C., comprising 40 acres, 
more or less: 

And whereas The Corporation of the 
District of Mission has petitioned that the 
above-described lands be constituted a 
Provincial park of Class “C”: 

And whereas the above-mentioned area 
has been examined and found to be suit- 
able and needed for development and 
use as a Provincial park of Class “C”: 

Therefore, His Honour the Lieutenant- 
Governor in Council has been pleased to 
order that Order in Council No. 307, 
approved February 15th, 1954, be can- 
celled: 

And further to order that, under the 
provisions of the “ Department of Recrea- 
tion and Conservation Act,” the above- 
described lands be constituted a Provin- 
cial park of Class “C” to be known as 
= Silvers Greeks anke 


E. WESTWOOD, 
Minister of Recreation and 
Conservation. 
Department of Recreation and 
Conservation, 
Victoria, B.C., March 6th, 1959. 
mh26—2307 


DEPARTMENT OF HEALTH 
AND WELFARE 


CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 16th day 
of March, 1959, at the hour of 1.40 
o'clock in the afternoon, the following 
change of name was effected under the 
provisions of the “Change of Name Act” 
of British Columbia:— 

Name changed from Leonard Carmen 
Antonio Pisacreta. 

Name changed to Leonard Carmen 
Antonio Pasacreta. 

Domiciled at 2157 Second Avenue, 
Trail, in the Province of British Co- 
lumbia. 


Given under my hand at Victoria, B. ee 
this 16th day of March, 1959. 





PERCY W. WESTON, 
Acting Director of Vital Statistics. 
mh26—2325 
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DEPARTMENT OF HEALTH 
AND WELFARE 


NOTICE OF APPLICATION FOR 
CHANGE OF NAME 


NOTICE is hereby given that an appli- 
cation will be made to the Director of 
Vital Statistics for changes of name, pur- 
suant to the provisions of the “ Change of 
Name Act,” by me, Lee Roy Duncan 
Miller, of 751 Prairie Road, Port Coquit- 
lam, in the Province of British Columbia, 
as follows:— 

To change my name from Lee Roy 
Duncan Miller to LeeRoy Duncan Vance; 
my wife’s name from Sylvia Anny Mil- 
ler to Sylvia Anny Vance; and my minor 
unmarried children’s names from Ernest 
John Miller to Ernest John Vance and 
from Roy Duncan Miller to Roy Duncan 
Vance. 


Dated this 17th day of November, 1958. 


LEE ROY D. MILLER. 
mh26—1146 


NOTICE OF APPLICATION FOR 
CHANGE OF NAME 


NOTICE is hereby given that an appli- 
cation will be made to the Director of 
Vital Statistics for changes of name, pur- 
suant to the provisions of the “ Change of 
Name Act,” by me, Ian David Penny- 
cook, of 2740 Trinity Street, Vancouver, 
in the Province of British Columbia, as 
follows :— 

To change my name from Ian David 
Pennycook to Ian David Wilson; my 
wife’s name from Grace Bernice Penny- 
cook to Grace Bernice Wilson; and my 
minor unmarried children’s names from 
Leslie Doreen Pennycook to Leslie Do- 
reen Wilson and from Donna Lynn Pen- 
nycook to Donna Lynn Wilson. 


Dated this 11th day of March, 1959. 
mh26—1147 IAN PENNYCOOK. 





NOTICE OF APPLICATION FOR 
CHANGE OF NAME 


NOTICE is hereby given that an appli- 
cation will be made to the Director of 
Vital Statistics for a change of name, pur- 
suant to the provisions of the “ Change of 
Name Act,” by me, James Belsek, of Fort 
Nelson, in the Province of British Co- 
lumbia, as follows:— 

To change my name from James Bel- 
sek to Metro James Koroluk. 


Dated this 20th day of March, 1959. 
mh26—1148 JAMES BELSEK. 





NOTICE OF APPLICATION FOR 
CHANGE OF NAME 


NOTICE is hereby given that an appli- 
cation will be made to the Director of 
Vital Statistics for changes of name, pur- 
suant to the provisions of the “ Change of 
Name Act,” by me, Siegfried Anton 
Frank Kaczmarski, of 4847 Argyle Street, 
Vancouver, in the Province of British 
Columbia, as follows:— i 

To change my name from Siegfried 
Anton Frank Kaczmarski to Siegfried 
Anton Frank Kendall; my wife’s name 
from Giesela Kaczmarski to Giesela Ken- 
dall; and my minor unmarried child’s 
name from Norman Daniel Kaczmarski 
to Norman Daniel Kendall. 


Dated this 20th day of March, 1959. 


SIEGFRIED KACZMARSKI. 
mh26—1151 


DEPARTMENT OF HEALTH 
AND WELFARE 


NOTICE OF APPLICATION FOR 
CHANGE OF NAME 


NOTICE is hereby given that an appli- 
cation will be made to the Director of 
Vital Statistics for a change of name, pur- 
suant to the provisions of the “ Change of 
Name Act,” by me, Willie Dick Sidonio 
Gianbattista, of 2345 East Third Avenue, 
Vancouver, in the Province of British 
Columbia, as follows:— 

To change my name from Willie Dick 
Sidonio Gianbattista to William Richard 
Sidoni. 

Dated this 19th day of March, 1959. 


WILLIE D. S. GIANBATTISTA. 
mh26—1 149 


NOTICE OF APPLICATION FOR 
CHANGE OF NAME 


NOTICE is hereby given that an appli- 
cation will be made to the Director of 
Vital Statistics for changes of name, pur- 
suant to the provisions of the “ Change of 
Name Act,” by me, Alexandrs Janis 
Karaynieks, of 2885 West Sixth Avenue, 
Vancouver 9, in the Province of British 
Columbia, as follows:— 

To change my name from Alexandrs 
Janis Karavnieks to John Alexander and 
my wife’s name from Margaret Karav- 
nieks to Margaret Alexander. 


Dated this 20th day of March, 1959. 
mh26—1137 A. J. KARAVNIEKS. 


NOTICE OF APPLICATION FOR 
CHANGE OF NAME 


NOTICE is hereby given that an appli- 
cation will be made to the Director of 
Vital Statistics for changes of name, pur- 
suant to the provisions of the “ Change of 
Name Act,” by me, George Alfred Minks, 
of 6915 Quebec Street, Vancouver 15, in 
the Province of British Columbia, as fol- 
lows:— 

To change my name from George 
Alfred Minks to George Alfred Kilkenny 
and my wife’s name from Doreen Marion 
Minks to Doreen Marion Kilkenny. 


Dated this 23rd day of March, 1959. 


mh26—1160 GEORGE A. MINKS. 


CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 19th day 
of March, 1959, at the hour of 10.39 
o’clock in the forenoon, the following 
changes of name were effected under the 
provisions of the “Change of Name Act” 
of British Columbia:— 

Name changed from Charles Jackson 
(known as Charles Hardie). 

Name changed to Charles Hardie. 

Domiciled at 4187 West Sixteenth 
Avenue, Vancouver, in the Province of 
British Columbia. 

Name of wife: Rose Josephine Jack- 
son changed to Rose Josephine Hardie. 

Names of children: John Charles Jack- 
son changed to John Charles Hardie, and 
Laura Lea Jackson changed to Laura Lea 
Hardie. 


Given under my hand at Victoria, B.C., 
this 20th day of March, 1959. 


J: E.DOUGEHTY, 
mh26—2325 Director of Vital Statistics. 


DEPARTMENT OF HEALTH 
AND WELFARE 


NOTICE OF APPLICATION FOR 
CHANGE OF NAME 


NOTICE is hereby given that an appli- 
cation will be made to the Director of 
Vital Statistics for changes of name, pur- 
suant to the provisions of the “Change of 
Name Act,” by me, Kenneth James 
Sahlen, of 11866 Ninety-ninth Avenue, 
North Surrey, in the Province of British 
Columbia, as follows:— 

To change my name from Kenneth 
James Sahlen to Kenneth James Flett; my 
wife’s name from Sally Elizabeth Sahlen 
to Sally Elizabeth Flett; and my minor 
unmarried child’s name from Teresa 
Suzan Sahlen to Teresa Suzan Flett. 


Dated this 18th day of March, 1959. 


mh26—1119 K. J. SAHLEN, 


CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 19th day 
of March, 1959, at the hour of 10.37 
o’clock in the forenoon, the following 
change of name was effected under the 
provisions of the “Change of Name Act” 
of British Columbia:— 

Name changed from Phyllis Audrey 
Thompson. 

_ Name changed to Phyllis Audrey Rob- 
inson. 

Domiciled at 2088 West Forty-seventh 
Avenue, Vancouver, in the Province of 
British Columbia. 

Given under my hand at Victoria, B.C., 
this 20th day of March, 1959. 


J. HW. DOUGHTY, 
mh26—2325 Director of Vital Statistics. 


CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 19th day 
of March, 1959, at the hour of 10.38 
o’clock in the forenoon, the following 
changes of name were effected under the 
provisions of the “Change of Name Act” 
of British Columbia:— 

Name changed from Francis Kiss. 

Name changed to Francis Kish. 

Domiciled at 3469 Mons Drive, Van- 
couver, in the Province of British Co- 
lumbia. 

Name of wife: Magdlina Kiss changed 
to Magdlina Kish. 

Given under my hand at Victoria, B.C., 
this 20th day of March, 1959. 


J. H. DOUGHTY; 
Director of Vital Statistics. 


CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 19th day 
of March, 1959, at the hour of 10.40 
o’clock in the forenoon, the following 
change of name was effected under the 
provisions of the “Change of Name Act” 
of British Columbia:— 

pane changed from Miyeko Taka- 
gaki. 

Name changed to Miyeko Mae Yo- 
shida. 

Domiciled at 356 Garry Street, Steves- 
ton, in the Province of British Columbia. 


Given under my hand at Victoria, B.C., 
this 20th day of March, 1959. 


J..H) DOUGHTY, 
mh26—2325 Director of Vital Statistics, 


mh26—2325 
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DEPARTMENT OF HEALTH 
AND WELFARE 


CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 18th day 
of March, 1959, at the hour of 1.45 
o’clock in the afternoon, the following 
change of name was effected under the 
provisions of the “Change of Name Act” 
of British Columbia:— 


Name changed from Sydney Deane 
Rushton. 

Name changed to Deane Sydney 
Schroter. 


Domiciled at 2192 Otter Road South, 
R.R. 3, Aldergrove, in the Province of 
British Columbia. 

Given under my hand at Victoria, B.C., 
this 19th day of March, 1959. 


ko Ee DOUGETY, 
mh26—2325 Director of Vital Statistics. 
CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 13th day 
of March, 1959, at the hour of 11.40 
o’clock in the forenoon, the following 
change of name was effected under the 
provisions of the “Change of Name Act” 
of British Columbia:— 

Name changed from Anna Slobodian 
(known as Annette Slobodian). 

Name changed to Annette Raby. 

Domiciled at 1216 Rudlin Street, 
Victoria, in the Province of British 
Columbia. 

Given under my hand at Victoria, B.C., 
this 16th day of March, 1959, 


i. BH. DOUGHTY, 


mh26—2325 Director of Vital Statistics. 


CERTIFICATE OF CHANGE 
OF NAME 

THIS is to certify that on the 13th day 
of March, 1959, at the hour of 2.39 
o’clock in the afternoon, the following 
change of name was effected under the 
provisions of the “Change of Name Act” 
of British Columbia:— 

Name changed from Joseph Edouard 
Roger Petitpas. 

Name changed to Roger Paterson. 

Domiciled at Ashcroft, in the Province 
of British Columbia. 

Given under my hand at Victoria, B.C., 
this 16th day of March, 1959. 


fol DOUGHTY, 


mh26—2325 Director of Vital Statistics. 


CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 17th day 
of March. 19595 )at the hour of 2:33 
o’clock in the afternoon, the following 
change of name was effected under the 
provisions of the “Change of Name Act” 
of British Columbia :— 

Name changed from Allan Barton. 

Name changed to Kenneth Carson. 

Domiciled at General Delivery, Prince 
George, in the Province of British Co- 
lumbia. 

Given under my hand at Victoria, B.C., 
this 19th day of March, 1959. 


PERCY W. WESTON, 
Acting Director of Vital Statistics. 
mh26—2325 


DEPARTMENT OF HEALTH 
AND WELFARE 


CERTIFICATE OF CHANGE 
OF NAME 

THIS is to certify that on the 16th day 
of March, 1959, at the hour of 4.52 
o'clock in the afternoon, the following 
change of name was effected under the 
provisions of the “Change of Name Act” 
of British Columbia:— 

Name changed from Minnie Sankey. 

Name changed to Kay Minnie Sankey. 

Domiciled at No. 2, Bay Apartments, 
Cow Bay, Prince Rupert, in the Province 
of British Columbia. 


Given under my hand at Victoria, B.C., 
this 17th day of March, 1959. 


PERCY W. WESTON, 
Acting Director of Vital Statistics. 
mh26—2325 


CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 17th day 
of March, 1959, at the hour of 2.32 
o’clock in the afternoon, the following 
change of name was effected under the 
provisions of the “Change of Name Act” 
of British Columbia :— 

Name changed from Jane Ann Hopper. 

Name changed to Jane Ann Robinson. 

Domiciled at 45 Chancellor Avenue, 
Victoria, in the Province of British Co- 
lumbia. 


Given under my hand at Victoria, B.C., 
this 19th day of March, 1959. 


PERCY W. WESTON, 
Acting Director of Vital Statistics. 
mh26—2325 


CERTIFICATE OF CHANGE 
OF NAME 

THIS is to certify that on the 19th day 
of March, 1959, at the hour of 10.40 
o’clock in the forenoon, the following 
change of name was effected under the 
provisions of the “Change of Name Act” 
of British Columbia:— 

Name changed from Gerhard Wall 
(known as George Wall). 

Name changed to George Wall. 

Domiciled at Box 5174 Riverside, Kiti- 
mat, in the Province of British Columbia. 


Given under my hand at Victoria, B.C.., 
this 20th day of March, 1959. 


Ye Jal, IDXYOWKGIEN NY 
mh26—-2325 Director of Vital Statistics. 


CERTIFICATE OF CHANGE 
OF NAME 

THIS is to certify that on the 20th day 
of March, 1959, at the hour of 1.27 
o’clock in the afternoon, the following 
change of name was effected under the 
provisions of the “Change of Name Act” 
of British Columbia:— 

Name changed from Agnes Helen Lee. 

Name changed to Agnes Helen Smith. 

Domiciled at 1050 Stewart Road, Yar- 
row, in the Province of British Columbia. 


Given under my hand at Victoria, B.C., 
this 20th day of March, 1959, 


iE. DOUGHTY, 
mh26—2325 Director of Vital Statistics. 


DEPARTMENT OF HEALTH 
AND WELFARE 


NOTICE OF APPLICATION FOR 
CHANGE OF NAME 

NOTICE is hereby given that an appli- 
cation will be made to the Director of 
Vital Statistics for a change of name, pur- 
suant to the provisions of the “ Change of 
Name Act,” by me, Donald Glen Blake, 
of Box 466, Maple Street, Cumberland, 
in the Province of British Columbia, as 
follows:— 

To change my name from Donald 
Glen Blake to Donald Glen Briggs. 

Dated this 26th day of March, 1959. 


mh26—1150 DONALD G. BLAKE. 








CERTIFICATES OF 
IMPROVEMENTS 


LUCKY BOY FR., LUCKY BOY No. 
i, LUCKY BOY Nor an 
LUCKY BOY No. 3 FR:~ MIN- 
ERAL CLAIMS. 





Situate in the Nelson Mining Division. 
Where located: 1 mile south-west of 
Salmo. Lawful holder: Lincoln R. 
Clubine. Number of the holder’s 
free miner’s certificate: 63044F. 


TAKE NOTICE that Boyd C. Affleck, 
agent for Lincoln R. Clubine, Free 
Miner’s Certificate No. 630448, intends, 
at the end of sixty days, but not later than 
one year, from the date hereof, to apply 
to the Mining Recorder for Certificates of 
Improvements for the purpose of obtain- 
ing Crown grants of the above claims. 

And further take notice that action, 
under section 85 of the “Mineral Act,” 
must be commenced before the issuance 
of such Certificates of Improvements. 


Dated this 9th day of February, 1959. 
ap2—853 BOYD C. AFFLECK. 





LUCKY BOY FR., LUCKY BOY No. 
5 LUCKY BOY Ne: 2,°AND 
LUCKY BOY No.°3 FR. MIN- 
ERAL CLAIMS. 





Situate in the Nelson Mining Division. 
Where located: 1 mile south-west of 
Salmo. Lawful holder: Lincoln R. 
Clubine. Number of the holder’s 
free miner’s certificate: 63044F. 


TAKE NOTICE that Boyd C. Affleck, 
agent for Lincoln R. Clubine, Free 
Miner’s Certificate No. 63044F, intends, 
at the end of sixty days, but not later than 
one year, from the date hereof, to apply 
to the Mining Recorder for Certificates of 
Improvements for the purpose of obtain- 
ing Crown grants of the above claims. 

And further take notice that action, 
under section 85 of the “ Mineral Act,” 
must be commenced before the issuance 
of such Certificates of Improvements. 


Dated this 9th day of February, 1959. 
my7—1099 BOYD C. AFFLECK. 





KATHLEEN MINERAL CLAIM 





Situate in the Kamloops Mining Division. 
Where located: At the headwaters of 
Seven Mile Creek, east of Toketic 
Siding and one-quarter mile south of 
Calling Lake and one-half mile east 
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of Empire Mineral Claim. Lawful 
holder: Maxwell James Cameron. 
Number of the holder’s free miner’s 
certificate: 96373R. 


TAKE NOTICE that Maxwell James 
Cameron, Free Miner’s Certificate No. 
96373F, intends, at the end of sixty days, 
but not later than one year, from the date 
hereof, to apply to the Mining Recorder 
for a Certificate of Improvements for the 
purpose of obtaining a Crown grant of 
the above claim. 

And further take notice that action, 
under section 85 of the “Mineral Act,” 
must be commenced before the issuance 
of such Certificate of Improvements. 


Dated this 9th day of February, 1959. 
ap2—852 M. J. CAMERON. 


COPPER QUEEN AND COPPER 
QUEEN NOS. 1 TO 4 MINERAL 
CLAIMS. 





Situate in the Nelson Mining Division. 
Where located: Monk Creek. Law- 


ful holder: L. R. Clubine. Number 
of the holder’s free miner’s certifi- 
cate: 63044F. 


TAKE NOTICE that G. W. Baerg, 
B.C.L.S., Free Miner’s Certificate No. 
63133, acting as agent for the lawful 
holder, intends, at the end of sixty days 
from the date hereof, to apply to the 
Mining Recorder for certificates of im- 
provements for the purpose of obtaining 
Crown grants of the above claims. 

And further take notice that action, 
under section 85 of the “Mineral Act,” 
must be commenced before the issuance 
of such certificates of improvements. 


Dated this 2nd day of March, 1959. 


G. W. BAERG,, B.C.LS., 


ap23—1016 Agent. 


BOB. ER.,, REX ER., AER. TENT FR., 
AND TOM FR. MINERAL CLAIMS 





Situate in the Liard Mining Division. 
Where located: On the headwaters 
of Kutcho Creek. Lawful holder: 
Conwest Exploration Company Lim- 
ited. Number of the holder’s free 
miner’s certificate: 96672F. 


TAKE NOTICE that W. H. Forrest, 
of Victoria, B.C., acting as agent for Con- 
west Exploration Company Limited, Free 
Miner’s Certificate No. 5516cG, intends at 
the end of sixty days, but not later than 
one year, from the date hereof, to apply 
to the Mining Recorder for Certificates of 
Improvements for the purpose of obtain- 
ing Crown grants of the above claims. 

And further take notice that action, 
under section 85 of the “Mineral Act,” 
must be commenced before the issuance 
of such Certificates of Improvements. 


Dated this 18th day of August, 1958. 


W. H. FORREST, 
Agent for Conwest Exploration 


ap23—985 Company Limited. 





RIB Nos. 1 TO 6, RIB No. 1 FR., 
RIB No. 2 FR., RIDGE Nos. 7 
Tern At AT AS AG AS, 
BOB 1, BOB 2, BOB 3, BOB 4, 
AND BOB 5 MINERAL CLAIMS. 





Situate in the Liard Mining Division. 
Where located: On the headwaters 
of Kutcho Creek. Lawful holder: 


Conwest Exploration Company Lim- 
ited. Number of the holder’s free 
miner’s certificate: 96672F. 


TAKE NOTICE that W. H. Forrest, 
of Victoria, B.C., acting as agent for Con- 
west Exploration Company Limited, Free 
Miner’s Certificate No. 5516G, intends at 
the end of sixty days, but not later than 
one year, from the date hereof, to apply 
to the Mining Recorder for Certificates of 
Improvements for the purpose of obtain- 
ing Crown grants of the above claims. 

And further take notice that action, 
under section 85 of the “Mineral Act,” 
must be commenced before the issuance 
of such Certificates of Improvements. 


Dated this 15th day of July, 1958. 


W. H. FORREST, 
Agent for Conwest Exploration 


ap23—985 Company Limited. 
LAND LEASES 
PEACE RIVER LAND RECORDING 


DISTRICT 


TAKE NOTICE that Roland A. Pelle- 
tier, of Edmonton, Alta., farmer, intends 
to apply for a lease of the following de- 
scribed lands, situate northerly of Mo- 
berly Lake: Commencing at post planted 
at the north-east corner of Township 81, 
Range 23, west of the 6th meridian; 
thence south 5 miles; thence west 6 
miles; thence north 5 miles; thence east 
6 miles to point of commencement, and 
containing 19,200 acres, more or less, 
for the purpose of ranching and small- 
seeds production. 


Dated February 13th, 1959, 


ROLAND A. PELLETIER. 
mh26—1002 M. Martinuik, Agent. 


VANCOUVER LAND RECORDING 
DISTRICT 


TAKE NOTICE that Van West Logging 
Co. Ltd., of 980 West Pender Street, Van- 
couver, B.C., logging, intends to apply for 
a lease of the following described lands, 
situate fronting Lot 3801, Group 1, New 
Westminster District: Commencing at a 
post planted at high-water mark approxi- 
mately 100 feet north-westerly from the 
north-west corner of the said Lot 3801, 
Group 1, New Westminster District; 
thence west 330 feet; thence south 1,550 
feet, more or less, to the south-west corner 
of the said Lot 3801, Group 1, New West- 
minster District; thence northerly and 
following high-water mark to the point 
of commencement, and containing 13.8 
acres, more or less, for the purpose of 
booming-ground. 


Dated January 16th, 1959, 


VAN WEST LOGGING CO, LID; 


McElhanney, McRae, Smith & Nash, 
mh26—973 Agents. 


NANAIMO LAND RECORDING 
DISTRICT 


TAKE NOTICE that Leonard J. Pol- 
son, Verna F. Polson, and Agnes M. Mur- 
ray, of Campbell River, B.C., tourist-re- 
sort operators, intend to apply for a lease 
of the following described lands, situate 
in Discovery Passage fronting Plan 828R, 
a subdivision of Parcel L of District Lot 


69, Sayward District: Commencing at a 


post planted near the north-west corner 
of said Plan 828R; thence N. 37’ E. for 
600 feet; thence south-easterly in a 
straight line to the most north-easterly 
corner of application to purchase by 


Campbell River Development Corpora- 
tion Ltd; thence west for 1,000 feet to 
the shore-line of Discovery Passage; 
thence northerly along the said shore-line 
to point of commencement, and contain- 
ing 13 acres, more or less, for the purpose 
of constructing and maintaining facilities 
for small-boat launching and landings. 


Dated February 27th, 1959. 


LEONARD J. POLSON. 
VERNA F. POLSON. 
AGNES M. MURRAY. 


mh26—993 V. Schjelderup, Agent. 


VANCOUVER LAND RECORDING 
DISTRICT 


TAKE NOTICE that St. Richard’s 
Anglican Church, of North Vancouver 
District, intends to apply for a lease of the 
following described lands, situate on Cat 
Lake, north of Alice Lake, in Squamish 
Valley: Commencing at a post planted 
32 chains north and 13 chains east, more 
or less, from the south-west corner of 
Lot 2420, I.E. 972P; thence 10 chains 
east; thence 5 chains south; thence 10 
chains west; thence 5 chains north, and 
containing 5 acres, more or less, for the 
purpose of a boys’ camp. 


Dated February 11th, 1959. 


ST. RICHARD’S ANGLICAN 
CHURCH. 


.nh26—1001 D. Yarker, Agent. 


PEACE RIVER LAND RECORDING 


DISTRICT 


TAKE NOTICE that Alfred LaTrace, 
of 816 First Avenue North, Saskatoon, 
Sask., farmer, intends to apply for a lease 
of the following described lands, situate 
westerly of the junction of the Moberly 
and Peace Rivers: Commencing at a post 
planted at the south-west corner of Town- 
ship 83, Range 20, west of the 6th merid- 
ian, thence north 3 miles; thence east 
7 miles; thence south 3 miles; thence 
west 7 miles to point of commencement, 
covering Sections 1 to 18, inclusive, of 
Township 83, Range 20, and Sections 6, 
7, and 8 of Township 83, Range 19, west 
of the 6th meridian, and containing 13,440 
acres, more or less, for the purpose of 
ranching and seed production. 


Dated February 13th, 1959. 


ALFRED LaTRACE. 


mh26—1002 M. Martinuik, Agent. 





PEACE RIVER LAND RECORDING 
DISTRICT 


TAKE NOTICE that Alfred Pelletier, 
of Lulu Island, B.C., farmer, intends to 
apply for a lease of the following de- 
scribed lands, situate northerly of Mo- 
berly Lake: Commencing at a_ post 
planted at the south-east corner of Town- 
ship 82, Range 23, west of the 6th merid- 
ian; thence west 6 miles; thence north 
4 miles; thence east 1 mile; thence north 
| mile; thence east 2 miles; thence north 
| mile; thence east 3 miles; thence south 
6 miles to point of commencement, cov- 
ering Township 82, Range 23, except 
Sections 30 to 33, inclusive, and contain- 
ing 20,480 acres, more or less, for the 
pores of ranching and small-seeds cul- 
ure, 


Dated February 13th, 1959, 


ALFRED PELLETIER. 


mh26—1002 M. Martinuik, Agent. 
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LAND LEASES 


PEACE RIVER LAND RECORDING 
DISTRICT 


TAKE NOTICE that Alvin Hutton, 
of Hanna, Alta., farmer, intends to apply 
for a lease of the following described 
lands, situate north-easterly of Moberly 
Lake: Commencing at a post planted at 
the north-west corner of Township 81, 
Range 22, west of the 6th meridian; 
thence south 5 miles; thence east 6 
miles; thence north 5 miles: thence west 
6 miles to point of commencement, coy- 
ering Township 81, Range 22, except Sec- 
tions | to 6, inclusive, and containing 
19,200 acres, more or less, for the pur- 
pose of ranching and small-seeds produc- 
tion, 


Dated February 13th, 1959. 


ALVIN HUTTON. 
mh26—1002 M. Martinuik, Agent. 


VANCOUVER LAND RECORDING 
DISTRICT 


TAKE NOTICE that The Canadian 
Fishing Company Ltd., of Vancouver, 
B.C., fish-processors, intends to apply for 
a lease of the following described lands, 
situate in Growler Cove, Cracroft Island, 
Range 1, Coast District: Commencing at 
a post planted at a point on the northerly 
shore of Growler Cove distant 10 chains 
west of the south-east corner of S.T.L. 
45053, Range 1, Coast District; thence 
westerly 10 chains along the said north- 
erly shore of Growler Cove; thence south 
4 chains; thence south-easterly in a 
straight line to a point 4 chains due south 
of the point of commencement; thence 

north to said point of commencement, 
and containing 4 acres, more or less, for 
the purpose of a floating fish camp. 


Dated February 28th, 1959. 


THE CANADIAN FISHING 
COMPANY LTD. 


ap9—1115 F. C. Underhill, Agent. 


PEACE RIVER LAND RECORDING 
DISTRICT 


TAKE NOTICE that Robert Beavis, of 
Conquest, Sask., farmer, intends to apply 
for a lease of the following described 
lands, situate north-easterly of Moberly 
Lake: Commencing at a post planted at 
a point 1144 miles east of a post planted 
at the south-west corner of Township 83, 
Range 20, west of the 6th meridian; 
thence 434 miles west; thence 6 miles 
south; thence approximately 3 miles 
north-easterly along the P.G.E. right-of- 
way; thence approximately 4% miles 
north; thence 114 miles west to point of 
commencement, and containing 21,760 
acres, more or less, for the purpose of 
ranching and small-seeds culture. 


Dated February 13th, 1959. 


ROBERT BEAVIS. 


mh26—1002 M. Martinuik, Agent. 


PEACE RIVER LAND RECORDING 
DISTRICT 


TAKE NOTICE that J. Leonard Wans- 
brough, of Superb, Sask., farmer, intends 
to apply for a lease of the following de- 
scribed lands, situate north-easterly of 
Moberly Lake: Commencing at a point 
114% miles east of a post planted at the 
south-west corner of Township 83, Range 
20, west of the 6th meridian; thence east 
6 miles; thence south approximately 134 
miles to P.G.E. right-of-way; thence south- 
westerly along the P.G.E. right-of-way 


Z 


approximately 6 miles; thence north ap-| at a post planted at the most southerly 


proximately 44% miles to point of com- 
mencement, and containing 10,880 acres, 
more or less, for the purpose of ranch- 
ing and forage production. 

Dated February 13th, 1959. 


J. LEONARD WANSBROUGH. 
mh26—1002 M. Martinuik, Agent. 


PEACE RIVER LAND RECORDING 
DISTRICT 

TAKE NOTICE that Hector Oliver 
Jamieson, of Fort St. John, B.C., game 
warden, intends to apply for a lease of 
the following described lands, situate at 
McFarlane Flats, Halfway River, and 
directly east of Lot 230: Commencing at 
a post planted approximately 45 chains 
south of north-east corner of Lot 230; 
thence south 35 chains; thence east 40 
chains; thence north 80 chains; thence 
west 40 chains to north-east corner of 
Lot 230; thence south 45 chains to point 
of commencement, and containing 320 
acres, more or less. 


Dated February 27th, 1959. 
mh26—1013 H. O. JAMIESON. 


ALBERNI LAND RECORDING 
DISTRICT 


TAKE NOTICE that Canadian Col- 
lieries Ltd., of Vancouver, B.C., mining, 
intends to apply for a lease of the follow- 
ing described lands, being foreshore lease 
on Special Use Permit 2093, Nootka Dis- 
trict, situate on Head Bay, Tlupana Inlet: 
Commencing at a post planted at high- 
water mark 1,600 feet S. 45° E. from the 
south-east corner of Lot 62, Nootka Dis- 
trict; thence 1,000 feet about S. 45° E. 
along the shore-line to the south-east 
corner post; thence N. 83° E. for 400 
feet; thence about N. 45° W. for 1,000 
feet; thence S. 83° W. to the shore-line 
to the point of commencement, and con- 
taining 18 acres, more or less, for the 
purpose of ore-shipping wharf. 


Dated February Sth, 1959. 


CANADIAN COLLIERIES LTD. 
Frank Otto McCarthy, 
Agent. 


KASLO LAND RECORDING 
DISTRICT 


TAKE NOTICE that H. R. Stafford & 
Sons Ltd., of R.R. 1, Nelson, B.C., lum- 
bermen, intends to apply for a lease of 
the following described lands, situate at 
Verandah Point, Kootenay Lake: Com- 
mencing at a post planted at the north- 
west corner of the lease applied for by 
Kootenay Forest Products Ltd., fronting 
Lot 7393; thence westerly 800 feet along 
shore of Kootenay Lake; thence south- 
erly 200 feet; thence easterly 800 feet; 
thence northerly 200 feet, to point of 
commencement, and containing 4 acres, 
more or less, for the purpose of boom- 
ing logs. 


Dated March 6th, 1959. 


H. R. STAFFORD & SONS LTD. 
ap2—1035 B. R. Stafford, Agent. 


ALBERNI LAND RECORDING 
DISTRICT 


TAKE NOTICE that Tulloch-Western 
Fisheries Ltd., of 2199 Commissioner 
Street, Vancouver, B.C., wholesale fish 
and fish-processors, intends to apply for 
a lease of the following described lands, 
situate in the Village of Ucluelet, Ucluelet 
Arm, Clayoquot District: 





ap2—939 





Commencing | ap16—1157 


corner of Lot 1887, Clayoquot District; 
thence N. 51° 35’ E. 220 feet; thence E. 
30° S. 200 feet; thence S. 51° W. 50 feet; 
thence W. 30° N. 135 feet; thence S. 51° 
W. to high-water line; thence back to 
point of commencement, and containing 
one-half acre, more or less, for the pur- 
pose of fish camp and marine service. 
Dated February 18th, 1959. 


TULLOCH-WESTERN 
FISHERIES LTD. 
mh26—1009 W. H. Parry, Agent. 


PEACE RIVER LAND RECORD- 
ING DISTRICT 


TAKE NOTICE that Dr. Otto Schae- 
fer, of 12815 One Hundred and Sixteenth 
Avenue, Edmonton, Alta., medical doctor, 
intends to apply for a lease of the follow- 
ing described lands, situate in Township 
80, Range 22, west of the 6th meridian: 
Commencing at a post planted on the 


north-west corner of the North-east 
Quarter of Section 34, Township 80, 
Range 22, west of the 6th meridian; 


thence south 80 chains; thence east 80 
chains; thence north 80 chains; thence 
west 80 chains to point of commence- 
ment, and containing 640 acres, more or 
less, for ranching purposes. 


Dated March 9th, 1959. 


OTTO: SCHAEFER. 
Mrs. Erwa M. Pruckl, Agent. 
ap16—1129 


PEACE RIVER LAND RECORD- 
ING DISTRICT 


TAKE NOTICE that Mrs. Erwa Maria 
Pruckl, of Box 88, Little Prairie, B.C., 
housewife, intends to apply for a lease of 
the following described lands, situate in 
Township 81, Range 22, west of the 6th 
meridian: Commencing at a post planted 
at the south-west corner of the South-east 
Quarter of Section 3, Township 81, Range 
22, west of the 6th meridian; thence 
north 80 chains; thence east 80 chains; 
thence south 80 chains; thence west 80 
chains to point of commencement, and 
containing 640 acres, more or less, for 
ranching purposes. 


Dated March 9th, 1959. 
(MRS.) ERWA M. PRUCKL. 





QUESNEL LAND RECORDING 
DISTRICT 


TAKE NOTICE that the Corporation 
of the Town of Quesnel intends to apply 
for a lease of the following described 
lands, situate in the Town of Quesnel, 
south of the confluence of Baker Creek 
and the Fraser River: Commencing at a 
post planted at the north-east corner of 
Block 4, District Lot 704, Plan 5833, 
Town of Quesnel, Cariboo District; thence 
in a southerly direction 720 feet along 
the high-water mark shown on Plan 5833 
to an iron pin set at the south-east corner 
of Plan 5833; thence due east 200 feet; 
thence approximately 750 feet in a north- 
erly direction; thence due west 200 feet 
to the point of commencement, and con- 
taining 3 acres, more or less, for the pur- 
pose of removal of gravel. 


Dated February 27th, 1959. 


CORPORATION OF THE 
TOWN OF QUESNEL. 


C. Mickey, 
Superintendent of Works. 


Liz 
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LAND LEASES 


NANAIMO LAND RECORDING 
DISTRICT 


TAKE NOTICE that Valsamo Mala- 
mos, of Ladysmith, B.C., oyster-culturer, 
intends to apply for a lease of the follow- 
ing described lands, situate adjacent to 
Lot 3 of District Lot 82, Oyster District, 
Plan 4742: Commencing at a post planted 
at the most northerly corner of Lot 2, 
District Lot 82, Oyster District, Plan 
4742; thence westerly along high-water 
mark a distance of 55 feet, more or less; 
thence N. 30° E. a distance of 155 feet, 
more or less, to a point on the southerly 
boundary of Lot 76, Cowichan District, 
said point being 30 feet, more or less, 
from the most southerly corner of said 
Lot 76; thence south-easterly along the 
southerly boundaries of Lots 76 and 119, 
Cowichan District, respectively, a dis- 
tance of 78 feet, more or less; thence S. 
40° W. a distance of 135 feet, more or 
less, to the point of commencement, con- 
taining 0.25 acre, more or less, for the 
purpose of commercial use incidental to 
oyster-culture. 


Dated March 13th, 1959. 


VALSAMO MALAMOS. 
John Clarkson, Agent. 





ap16—1126 


VICTORIA LAND RECORDING 
DISTRICT 


TAKE NOTICE that G. R. S. Mathews, 
of Randle’s Landing, R.R. 1, Sidney, B.C., 
marina operator, intends to apply for a 
lease of the following described lands, 
situate on Tsehum (Shoal) Harbour:— 

Area 1: Commencing at the north-west 
corner of Lot 4 of Section 19, Range 3 
east, North Saanich District, Plan 6621, 
said north-west corner being a point on 
the easterly high-water mark at Tsehum 
(Shoal) Harbour; thence westerly along 
the prolongation of the northerly bound- 
ary of the aforesaid Lot 4 a distance of 
50 feet; thence south-westerly in a 
straight line to a point on the westerly 
prolongation of the southerly boundary 
of the said Lot 4 a distance of 120 feet 
from the south-west corner thereof; thence 
easterly along the said westerly prolonga- 
tion to the said south-west corner of Lot 
4; thence in a general northerly direction 
along the easterly high-water mark of 
Tsehum (Shoal) Harbour to the point of 
commencement, and containing 0.9 acre, 
more or less. 

Area 2: Commencing at a point on the 
easterly boundary of Lot 334, Cowichan 
District, said point being at the intersec- 
tion of the westerly prolongation of the 
north boundary of Lot 4 of Section 19, 
Range 3 east, North Saanich District, 
Plan 6621, with the aforesaid easterly 
boundary of Lot 334; thence S. 7° W. a 
distance of 75 feet; thence S. 9° 10’ E. 
a distance of 353 feet; thence S. 80° 50’ 
W. a distance of 50 feet; thence N. 9° 
10’ W. a distance of 360 feet; thence S. 
80° 50’ W. a distance of 20 feet; thence 
S. 9° 10’ E. a distance of 380 feet; thence 
S. 30° E. for a distance of 30 feet; thence 
N. 80° 50’ E. for a distance of 65 feet, 
more or less; thence N. 4° E. in a straight 
line to the point of intersection with the 
westerly prolongation of the north bound- 
ary of the aforesaid Lot 4 of Section 19; 
thence westerly along the said prolonga- 
tion to the point of commencement, and 
containing 0.7 acre, more or less. 


Area 3: Commencing at the north-west 
corner of Lot 334, Cowichan District, 
said corner being a point on the northerly 


high-water mark of Tsehum (Shoal) Har- 
bour; thence S. 14° 53’ W. a distance of 
263.4 feet; thence S. 7° W. a distance of 
255 feet; thence northerly in a straight 
line to the south-east corner of Lot 2 of 
Section 20, Range 3 east, North Saanich 
District, Plan 7336, being a point on the 
aforesaid northerly high-water mark of 
Tsehum (Shoal) Harbour; thence in a 
general easterly direction along said high- 
water mark to the point of commence- 
ment, and containing 0.5 acre, more or 
less. 

The above-described land is required 
for the purpose of a marina. 


Dated March 6th, 1959. 
ap9—1086 G. R. S. MATHEWS. 


LILLOOET LAND RECORDING 
DISTRICT 


TAKE NOTICE that Charles S. Dick- 
son, of Savona, B.C., prospector, intends 
to apply for a lease of the following de- 
scribed lands, situate on the east shore 
of Snohoosh Lake: Commencing at a 
post planted approximately 70 chains 
north of the north-east corner of Lot 
486; thence south 20 chains; thence east 
20 chains; thence north 20 chains; thence 
west 20 chains, and containing 40 acres, 
more or less, for the purpose of quarrying 
volcanic ash and pozzuolana materials. 


Dated February 23rd, 1959. 
ap2—1045 C. S. DICKSON. 


NEW WESTMINSTER LAND RE- 
CORDING DISTRICT 


TAKE NOTICE that Frank Frisby, of 
Box 252, Langley, B.C., logger, intends 
to apply for a lease of the following 
described lands, situate on the foreshore 
of the north bank of the Fraser River at 
the north-west corner of Lot G, Sketch 
2895, Municipality of Maple Ridge: Com- 
mencing at a post planted at the north- 
west corner of Lot G, Sketch 2895, Mu- 
nicipality of Maple Ridge; thence south- 
east 46 chains, more or less, to the south- 
west corner of a parcel of land owned 
by Harry B. Wright, Sketch 20420c; 
thence south-west 5 chains; thence north- 
west 46 chains; thence north-east 5 
chains to point of commencement, and 
containing 23 acres, more or less, for the 
purpose of log booming and sorting. 


Dated March 3rd, 1959. 


ap2—1028 FRANK FRISBY. 


LILLOOET LAND RECORDING 
DISTRICT 


TAKE NOTICE that Cascade Fir 
Products Limited, of 1100 Lonsdale Ave- 
nue, North Vancouver, B.C., private log- 
ging and lumber company, intends to ap- 
ply for a lease of the following described 
lands, situate within Timber Licence 
1418P (expired) and adjacent to Lot 905, 
Lillooet Land District: Commencing at 
a post planted 18.5 chains north and 7 
chains west of that angle corner of Lot 
905 which is 38.5 chains west and 16 
chains north of the south-east corner of 
Timber Licence 1418P (expired), Lillooet 
District; thence 4 chains west; thence 7 
chains north; thence 4 chains east; thence 
7 chains south, and containing 2.8 acres, 
more or less, for the purpose of a mill- 
site. 


Dated March 10th, 1959. 


CASCADE FIR PRODUCTS 
ap2—1052 LIMITED. 


LAND LEASES 


PEACE RIVER LAND RECORDING 
DISTRICT 


TAKE NOTICE that Fred B. Ham- 
mond, of Elrose, Sask., farmer, intends to 
apply for a lease of the following de- 
scribed lands, situate north-easterly of 
Moberly Lake and bordering the Pine 
River: Commencing at a post planted at 
the north-east corner of Section 33, 
Township 81, Range 21, west of the 6th 
meridian; thence west 3 miles; thence 
south 5 miles; thence east 3 miles; thence 
north 5 miles to point of commencement, 
and containing 9,600 acres, more or less. 


Dated February 13th, 1959. 


FRED B. HAMMOND. 
M. Martinuik, Agent. 





mh26—1002 


PEACE RIVER LAND RECORDING 
DISTRICT 


TAKE NOTICE that Stanley N. 
Creighton, of 2139 Halifax Crescent, Cal- 
gary, Alta., farmer, intends to apply for 
a lease of the following described lands, 
situate north-easterly of Moberly Lake: 
Commencing at a post planted on the 
south-east corner of Township 83, Range 
21, west of the 6th meridian; thence west 
11 miles; thence north 3 miles; thence 
east 11 miles; thence south 3 miles to 
point of commencement, and containing 
21,120 acres, more or less, for the pur- 
pose of ranching and forage production. 


Dated February 13th, 1959. 


STANLEY N. CREIGHTON. 


mh26—1002 4 


M. Martinuik, Agent. 


VANCOUVER LAND RECORDING 
DISTRICT 


TAKE NOTICE that the Greater Van- 
couver Sewerage and Drainage District, 
of Vancouver, B.C., sewerage and drain- 
age system constructors and operators, in- 
tends to apply for a lease of the follow- 
ing described lands, situate in the south 
branch of the North Arm of the Fraser 
River and Sturgeon Bank and lying be- 
tween and adjacent to District Lots 236 
and 3513, Group 1, New Westminster 
District, and Musqueam Indian Reserve 
No. 3: Commencing at a post planted on 
the southerly boundary of District Lot 
3513, Group 1, New Westminster Dis- 
trict (original high-water mark), said post 
being north 5,168.0 feet and west 4,861.0 
feet from the south-east corner of Section 
9, Block 5 north, Range 7 west, New 
Westminster District; thence south-south- 
easterly and following the southerly 
boundaries of District Lots 3513 and 236, 
Group 1, New Westminster District, to 
a point on the southerly boundary of the 
said District Lot 236, which is north 
2,764.2 feet and west 352.6 feet from the 
said south-east corner of Section 9; thence 
N. 75° 29’ W. 1,593.03 feet; thence S. 
15° 09’ W. 1,432.15 feet; thence S. 00° 
41’ E. 1,364.0 feet, more or less, to an 
intersection with the westerly boundary 
of the Musqueam Indian Reserve No. 3; 
thence south-south-westerly and following 
the said westerly boundary of the Mus- 
queam Indian Reserve No. 3 to the 
south-west corner of the said Musqueam 
Indian Reserve No. 3, which is the’ 
southerly boundary of the said Section 9; 
thence westerly and following the south- 
erly boundaries of Sections 9 and 8, 
Block 5 north, Range 7 west, 440.18 feet; 
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thence N. 00° 41’ W. 1,788.91 feet; 
thence N. 15° 09’ E, 1,508.95 feet; thence 
N,, 75° 29’ W. 310,52 feet: thence S. 72° 
26’ W. 24,473.6 feet; thence N. 17° 34’ 
W. 1,000.0 feet; thence N. 72° 26’ E. 
22,878.4 feet; thence N. 75° 29’ W. 
580.71 feet; thence N. 14° 31’ E. 1,196.7 
feet, more or less, to the point of com- 
mencement, and containing 643.3 acres, 
more or less, for the purpose of sewerage- 
treatment plant and accompanying works. 


Dated March 3rd, 1959. 


GREATER VANCOUVER SEWER- 


AGE AND DRAINAGE DISTRICT. 
ap2—1036 


NELSON LAND RECORDING 
DISTRICT 


TAKE NOTICE that Omer Lightle, 
on his own behalf and as agent for Roy 
Crain, of Castlegar, B.C., contractor, in- 
tends to apply for a lease of the following 
described lands, situate on Sullivan Creek, 
in the South-east Quarter of Lot 7177, 
Kootenay District: Commencing at a 
post planted at the north-east corner; 
thence 20 chains south; thence 20 chains 
west; thence 20 chains north; thence 
20 chains east to point of commencement, 
and containing 40 acres, more or less, 
for the purpose of a limestone quarry. 

Dated February 23rd, 1959. 


ap2—2193 OMER LIGHTLE. 


WILLIAMS LAKE LAND RECORD- 
ING DISTRICT 


TAKE NOTICE that Kenneth L. and 
Annie E. James, of Big Lake Ranch P.O., 
B.C., ranchers, intend to apply for a lease 
of the following described lands, situate 
on the north shore of George Lake: 
Commencing at a post planted 10 chains 
north of the north-west corner of Lot 
9684, Cariboo District; thence 80 chains 
north; thence 70 chains west; thence 70 
chains south to lake-shore; thence east- 
erly along lake-shore to point of com- 
mencement, and containing 540 acres, 
more or less, for grazing purposes. 


Dated March 11th, 1959. 


KENNETH L. JAMES. 
ap9—1074 ANNIE E. JAMES. 


ALBERNI LAND RECORDING 
DISTRICT 


TAKE NOTICE that Tofino Oyster 
Farms, Ltd., of Tofino Bay, B.C., oyster- 
culture, intends to apply for a lease of 
the following described lands, situate in 
Lemmens Inlet, Clayoquot District, to 
the east of Lot 1995 and adjacent to Lot 
2000, Clayoquot District, in the vicinity 
of the Village of Tofino: Commencing 
at the north-west corner of Lot 2000, 
Clayoquot District, which corner is about 
7.6 chains east from this reference post; 
thence about S. 5° 42’ W. 36.363 chains, 
more or less, to the south-west corner of 
the said Lot 2000; thence N. 13° 30’ W. 
40.0 chains; thence N. 27° 30’ BE. 9.5 
chains; thence east 25.5 chains; thence 
south 5 chains; thence east 4 chains; 
thence north 4 chains; thence N. 45° W. 
10 chains; thence north 14.605 chains; 
thence east 13.409 chains; thence S. 5° E. 
23.674 chains to the north-west corner of 
Lot 1995, Clayoquot District; thence 
about S. 5° E. 40 chains, more or less, to 
the south-west corner of the said Lot 
1995; thence S. 5° E. 6.629 chains; 
thence S. 57° W. 19.058 chains; thence 
N. 8° 15’ 20” E. 9.074 chains to the 
south-east corner of the said Lot 2000; 


thence about N. 8° 15’ 20” E. 37.602 
chains, more or less, to the north-east 
corner of the said Lot 2000; thence about 
N. 84° 18’ W. 24.242 chains, more or less, 
to the point of commencement, and con- 
taining 127 acres, more or less, for the 
purpose of oyster-culture. 


Dated February 25th, 1959. 


TOFINO OYSTER FARMS, LTD. 
ap9—2231 Joseph H. MacLeod, Agent. 





ALBERNI LAND RECORDING 
DISTRICT 


TAKE NOTICE that Tofino Oyster 
Farms, Ltd., of Tofino Bay, B.C., oyster- 
culture, intends to apply for a lease of 
the following described lands, situate in 
Lemmens Inlet, Clayoquot District, to 
the north of Lot 1995, Clayoquot District, 
in the vicinity of the Village of Tofino: 
Commencing at the north-east corner of 
Lot 1995, Clayoquot District, which cor- 
ner is about 3.5 chains west from this 
reference post; thence about S. 53° 52’ 
20” W. 40 chains, more or less, to the 
north-west corner of the said Lot 1995; 
thence N. 5° W. 23.674 chains; thence 
east 34.371 chains to the point of com- 
mencement, and containing 40.5 acres, 
more or less, for the purpose of oyster- 
culture. 


Dated February 25th, 1959. 


TOFINO OYSTER FARMS, LTD. 
ap9—2231 Joseph H. MacLeod, Agent. 


ALBERNI LAND RECORDING 
DISTRICT 


TAKE NOTICE that Tofino Oyster 
Farms, Ltd., of Tofino Bay, B.C., oyster- 
culture, intends to apply for a lease of 
the following described lands, situate in 
Lemmens Inlet, Clayoquot District, to 
the south of Lot 1995, Clayoquot Dis- 
trict, in the vicinity of the Village of 
Tofino: Commencing at the south-east 
corner of Lot 1995, Clayoquot District, 
which corner is about 8.1 chains west 
from this reference post; thence S. 5° E. 
52 chains; thence S. 57° W. 16 chains; 
thence N. 33° W. 37.877 chains; thence 
S. 57° W. 2.64 chains; thence N. 5° W. 
6.629 chains to the south-west corner of 
the said Lot 1995; thence about N. 53° 
52’ 20” E. 40 chains, more or less, to the 
point of commencement, containing 125.7 
acres, more or less, for the purpose of 
oyster-culture. 


Dated February 25th, 1959. 


TOFINO OYSTER FARMS, LTD. 
ap9—2231 Joseph H. MacLeod, Agent. 


PEACE RIVER LAND RECORDING 
DISTRICT 


TAKE NOTICE that Lavina Helen 
Morton, of Little Prairie, B.C., house- 
wife, intends to apply for a lease of 
the following described lands, situate 
2 miles north-east of Big Lake: Com- 
mencing at a post planted 100 yards east 
of oil road (south-west corner of lake 
east of slough known as Lloyd Meadows); 
thence west 40 chains to Pacific Great 
Eastern Railway grade; thence north 20 
chains; thence east 40 chains; thence 
north 33 chains; thence east 40 chains: 
thence south 50 chains; thence west 40 
chains; thence south 13 chains to point 
of commencement, and containing 240 
acres, more or less, for ranching purposes. 


Dated March 4th, 1959. 
ap9—1102 (MRS.) L. H. MORTON. 


LAND LEASES 


PEACE RIVER LAND RECORDING 
DISTRICT 


TAKE NOTICE that Clarence Arnold 
Stokke, of Fort St. John, B.C., carpenter, 
intends to apply for a lease of the follow- 
ing described lands, situate 300 feet south 
of the Pacific Great Eastern Railway 
bridge on Hart Highway, approximately 
at Mile 613 on P.G.E. Railway: Com- 
mencing at a post planted 300 feet south 
of the Pacific Great Eastern Railway; 
thence south 80 chains; thence west 80 
chains; thence north 80 chains; thence 
east 80 chains to point of commencement, 
and containing 640 acres, more or less. 


Dated February 27th, 1959. 
Cc, A. STOKKE. 





mh26—992 





PEACE RIVER LAND RECORDING 
DISTRICT 


TAKE NOTICE that Ford A. Beavis, 
of Saskatoon, Sask., farmer, intends to 
apply for a lease of the following de- 
scribed lands, situate north-easterly of 
Moberly Lake: Commencing at a post 
planted at the south-west corner of Town- 
ship 82, Range 22, west of the 6th merid- 
jan; thence north 6 miles; thence east 6 
miles; thence south 6 miles; thence west 
6 miles to point of commencement, and 
containing 23,040 acres, more or less, for 
the purpose of ranching and forage-seed 
production. 


Dated February 13th, 1959. 


FORD A. BEAVIS. 


mh26—1002 M. Martinuik, Agent. 


LAND NOTICES 


NEW WESTMINSTER LAND RE- 
CORDING DISTRICT 


TAKE NOTICE that John Turnbull 
Calder, of R.R. 1, Halfmoon Bay, B.C., 
retired, intends to apply for permission 
to purchase the following described lands, 
situate directly east of Lot 5857, Group 1, 
New Westminster District: Commencing 
at a post planted in the north-west corner 
adjacent to No. 6728 B.C. Surveyor’s 
Post; thence east 20 chains: thence south 
10 chains; thence west 20 chains: thence 
north 10 chains, and containing 20 acres, 
more or less, for the purpose of a home- 
site. 


Dated March 21st, 1959. 


ap16—1156 JOHN T. CALDER. 





PEACE RIVER LAND RECORD- 
ING DISTRICT 


TAKE NOTICE that Harry Ralph Lef- 
ferson, of Montney, B.C., farmer, intends 
to apply for permission to purchase the 
following described lands, situate in 
Township 85, Range 22, west of the 6th 
meridian, North Fork of Cache Creek: 
Commencing at a post planted at the 
north-east corner of Section 33, Township 
84, Range 22, west of the 6th meridian; 
thence 40 chains north; thence 40 chains 
west; thence 40 chains south; thence 40 
chains east, and containing 160 acres, 
more or less, for the purpose of farming 
(general farming purposes). 


Dated March 2nd, 1959. 


HARRY R. LEFFERSON. 
| ap16—1153 


1114 





THE BRITISH COLUMBIA GAZETTE 


[March 26th, 1959 





LAND NOTICES 


OSOYOOS LAND RECORDING 
DISTRICT 


TAKE NOTICE that George Luchak, 
of Vernon, B.C., gang-sawyer, and his 
wife, Elsie Luchak, intend to apply for 
permission to purchase the following 
described lands, situate in the old bed of 
Long Lake Creek, adjacent to Mission 
Street, City of Vernon: Commencing at 
a post set at the south-east corner of Lot 
5 of Block 86 of Plan 327F of Lot 72, 
Group 1, Osoyoos; thence northerly and 
easterly along the easterly and southerly 
boundaries of Lots 5, 4, 10, and 11 of 
the said Block 86 to the south-east corner 
of the said Lot 11; thence southerly to 
the north-east corner of Lot 1 of Block 1 
of Plan 327F of Lot 73, Group 1, Osoy- 
oos; thence westerly and southerly along 
the northerly and westerly boundaries of 
Lots 1 and 2 of the said Block 1 to the 
south-west corner of the said Lot 2; 
thence northerly to the point of com- 
mencement, and containing one-third of 
an acre, more or less. 


Dated March 2\Ist, 1959. 


GEORGE LUCHAK. 
ELSIE LUCHAK. 
Gilbert C. Tassie, Agent. 





ap16—1159 


PEACE RIVER LAND RECORD- 
ING DISTRICT 


TAKE NOTICE that Michael Delmont 
and Gordon Pickering, of Fort Nelson, 
B.C., trucking, intend to apply for per- 
mission to purchase the following de- 
scribed lands, situate 2 miles west of 
Fort Nelson: Commencing at a post 
planted at Mile-post 302; thence 20 chains 
north-west; thence 20 chains north-east; 
thence 20 chains south-east; thence 20 
chains south-west, and containing 15 
acres, more or less, for the purpose of 
a garage. 


Dated March 3rd, 1959. 





MICHAEL DELMONT. 
GORDON F. PICKERING. 
ap16—1125 


PEACE RIVER LAND RECORD- 
ING DISTRICT 


TAKE NOTICE that Dr. Otto Schae- 
fer, of 12815 One Hundred and Sixteenth 
Avenue, Edmonton, Alta., medical doc- 
tor, intends to apply for permission to 
purchase the following described lands, 
situate in Township 80, Range 22, west 
of the 6th meridian: Commencing at a 
post planted at the south-west corner of 
section 27, Township 80, Range 22, west 
of the 6th meridian; thence north 80 
chains; thence east 80 chains; thence 
south 80 chains; thence west 80 chains, 
and containing 640 acres, more or less, 
for ranching purposes. 


Dated March 9th, 1959. 


OTTO SCHAEFER. 
Mrs. Erwa M. Pruckl, Agent. 
ap 16—1128 








SIMILKAMEEN LAND RECORDING 
DISTRICT 


TAKE NOTICE that Alvin W. and 
Elsie G. Scott, of Tulameen, B.C., bull- 
dozer operator and housewife, intend to 
apply for permission to purchase the fol- 
lowing described lands, situate in the 
vicinity of Otter Lake: Commencing at 
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a post planted at the north-west corner of 
Lot 363, Y.D.Y.D.; thence due west 5 
chains, more or less; thence due north 
10 chains, more or less; thence due east 
5 chains, more or less; thence due south 
10 chains, more or less, to the point of 
commencement, and containing 5 acres, 
more or less, to round out home-site re- 
quirements. 


Dated February 16th, 1959. 


A, W. SCOTT. 


mh26—1011 ELSIE G. SCOTT. 


LILLOOET LAND RECORDING 
DISTRICT 


TAKE NOTICE that Moha Planing 
Mills Ltd., of Lillooet, B.C., manufac- 
turers of forest products, intends to apply 
for permission to purchase the following 
described lands, situate on the north side 
of the junction of the Yalakom River and 
Four Mile (Ore) Creek, about 25 miles 
north of Lillooet: Commencing at a post 
planted at the north-west corner of Lot 
3103, Lillooet District, being the junction 
of Yalakom River and Four Mile (Ore) 
Creek; thence north 20 chains; thence 
west approximately 10 chains to Yalakom 
River; thence southerly down said river 
to point of commencement, save and ex- 
cepting thereout Yalakom Road, and con- 
taining 8 acres, more or less, for the pur- 
pose of a logging camp and vehicle ser- 
vice centre. 


Dated February 5th, 1959. 


MOHA PLANING MILLS LTD. 
mh26—989 G. B. Boulton, Agent. 


FORT GEORGE LAND RECORDING 
DISTRICT 


TAKE NOTICE that Kenneth G. 
Wheeler, of McLeod Lake, B.C., me- 
chanic, intends to apply for permission to 
purchase the following described lands, 
situate approximately eight-tenths of a 
mile south along Hart Highway from 
Half-way Lodge, lying on the west side 
of the highway: Commencing at a post 
planted on the west side of the highway, 
50 feet to south of small creek; thence 
500 feet north; thence 500 feet west; 
thence 500 feet south; thence 500 feet 
2zast to point of commencement, and con- 
taining 53%4 acres, more or less, for the 
purpose of a garage. 


Dated February 26th, 1959. 


mh26—1000 K. G. WHEELER. 


PEACE RIVER LAND RECORDING 
DISTRICT 


TAKE NOTICE that Edwin Cantello 
Bagnall, of Westlock, Alta., retired farm- 
er, intends to apply for permission to pur- 
chase the following described lands, situ- 
ate at Mile 543, Alaska Highway: Com- 
mencing at a post planted approximately 
100 feet east of the north-east corner of 
Lot 6389; thence 300 feet easterly along 
Alaska Highway; thence 500 feet south- 
easterly to bank of Liard River; thence 
along bank of Liard River north-westerly 
300 feet; thence back to point of com- 
mencement, and containing 5 acres, more 
or less, for the purpose of tourist facilities. 


Dated February 21st, 1959. 


E. C.. BAGNALL, 


mh26—999 Carter L. Bagnall, Agent. 


LAND NOTICES 


PEACE RIVER LAND RECORDING 
DISTRICT 


TAKE NOTICE that Ben Abel, of Fort 
St. John, B.C., caterpillar operator, in- 
tends to apply for permission to purchase 
the following described lands, situate in 
the vicinity of Lot 208, Peace River 
District: Commencing at a post planted 
at the north-east corner of Lot 208; 
thence 20 chains east; thence 40 chains 
south; thence 20 chains west; thence 40 
chains north along easterly line of Lot 
208 to point of commencement, and con- 
taining 80 acres, more or less, for the 
purpose of home-site and grazing. 


Dated February 24th, 1959. 
ap2—1049 BEN ABEL. 





FORT GEORGE LAND RECORD- 
ING DISTRICT 


TAKE NOTICE that Cornel Sawmills 
Ltd., of Cornel Mills, B.C., milling com- 
pany, intends to apply for permission to 
purchase the following described lands, 
situate in the vicinity of Cornel Mills, be- 
ing the South-west Quarter of the South- 
west Quarter of Lot 3111A, Cariboo Dis- 
trict: Commencing at a post planted at 
the south-west corner of Lot 31114, Cari- 
boo District; thence 20 chains north; 
thence 20 chains east; thence 20 chains 
south; thence 20 chains west, and con- 
taining 40 acres, more or less, for purpose 
of a lumber-yard and camp. 


Dated March 2nd, 1959. 


CORNEL SAWMILLS LTD. 
ap2—1048 R. D. Darnall, Agent. 


CRANBROOK LAND RECORDING 
DISTRICT 


TAKE NOTICE that the Cranbrook 
Flying Service Ltd., of Cranbrook, B.C., 
intends to apply for permission to pur- 
chase the following described lands: 
Commencing at a post planted at the 
north-west corner of Plan 2771, Koote- 
nay District; thence west 20 chains; 
thence south 46 chains; thence east to 
the westerly boundary of the road shown 
on Plan 2357; thence north along the 
westerly boundary of the road as shown 
on Plans 2357 and 2771 to the point of 
commencement, and containing 92 acres, 
more or less, for the purpose of an air- 
port. 


CRANBROOK FLYING 


ap2—2197 SERVICE LTD. 


NEW WESTMINSTER LAND RE- 
CORDING DISTRICT 


TAKE NOTICE that Henry Norman 
Burrows, of 2837 West Forty-first Avenue, 
Vancouver 13, B.C., sales representative, 
intends to apply for permission to pur- 
chase the following described lands, situ- 
ate on part of Lot 439 on Mount Baker 
Road north of Chilliwack River, about 4 
miles from Chilliwack and 5 miles from 
Vedder Crossing: Commencing at a post 
planted at the south-east corner of Lot 
763; thence east approximately 10 chains; 
thence north approximately 5 chains; 
thence north-west approximately 15 
chains; thence south 15 chains to point 
of commencement, and containing 10 
acres, more or less, for the purpose of a 
summer-home site. 


Dated March Ist, 1959. 
mh26—1020 H. N. BURROWS. 
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LEGISLATIVE ASSEMBLY 





PRIVATE BILLS 





Excerpt from Standing Orders Relating 
to Private Bills 


100. (1) All applications to the Legis- 
lative Assembly for Private Bills of any 
nature whatsoever shall require the pub- 
lication of a notice clearly and distinctly 
specifying the nature and object of the 
application, and when the application re- 
fers to any proposed work, indicating 
sufficiently the location of the work, to 
be signed by or on behalf of the applicant. 


(2) Such notice shall be published in 
The British Columbia Gazette and once 
a week in one leading daily newspaper 
freely circulating in all parts of the Prov- 
ince. The notice in such newspaper to 
appear on Wednesday of each week. 

(3) When the proposed Bill is of such 
a nature that it may particularly affect 
one or more electoral districts, the notice 
shall furthermore be published once a 
week if possible in some newspaper in 
every electoral district affected, or if there 
be no newspaper published therein, then 
in a newspaper published in the electoral 
district nearest thereto. 

(4) The publication of such notice shall 
in all cases be continued for a period of 
four weeks during the interval of time 
between the close of the next preceding 
Session and the consideration of the peti- 
tion. 


97. No petition for any Private Bill 
shall be received by the House after the 
first ten day of each Session, nor may 
any Private Bill be presented to the House 
after the first three weeks of each Ses- 
sion, nor may any report of any Standing 
or Select Committee upon a Private Bill 
be received after the first four weeks of 
each Session, and no motion for the sus- 
pension or modification of this Standing 
Order shall be entertained by the House 
until the same has been reported on by 
the Committee on Standing Orders, or 
after reference made thereof at a previous 
sitting of the House to the Standing Com- 
mittees charged with the consideration of 
Private Bills, who shall report thereon to 
the House. And if this rule shall be sus- 
pended or modified as aforesaid, the pro- 
moters of any Private Bill which is pre- 
sented after the time hereinbefore limited, 
or for which the petition has been received 
after the time hereinbefore limited, shall 
in either case pay double the fees required 
in respect of such Bill by this rule, unless 
the House shall order to the contrary. 

98. (1) Any person seeking to obtain 
any Private Bill shall deposit with the 
Clerk of the House, eight clear days be- 
fore the opening of the Session:— 

(a) A printed copy of such Bill: 


(b) A copy of the petition to be pre- 
sented to the House: 


(c) Copies of the notices published, 
with publication proved by a statu- 
tory declaration or affidavit to the 
satisfaction of the Clerk of the 
House. 

(2) At the time of depositing the Bill 
and petition the applicant shall also pay 
to the Clerk of the House the sum of 
three hundred dollars. 

(3) If a copy of the Bill, petition, and 
notices proved as aforesaid shall not have 
been so deposited in the hands of the 
Clerk of the House at lesst eight clear 
days before the opening of the Session or 
if the petition has not been presented to 
the House within the first ten days of the 


Session, the amount to be paid to the 
Clerk shall be six hundred dollars. If 
the Bill shall not pass second reading one- 
half of the fees shall be returned. 


101. Every petition signed by an agent 
or attorney in fact shall be accompanied 
by the authority of such agent or attorney 
in fact, and the petition shall not be 
deemed to be filed with the Clerk until 
this is done. 

102. Before any petition praying for 
leave to bring in a Private Bill for the 
erection of a toll-bridge is received by the 
House, the person or persons intending 
to petition for such Bill shall, upon giving 
the notice prescribed by Standing Order 
100, also at the same time and in the 
same manner give notice of the rates 
which they intend to ask, the extent of 
the privilege, the height of the arches, the 
interval between the abutments or piers 
for the passage of rafts or vessels, and 
mentioning also whether they intend to 
erect a drawbridge or not, and the dimen- 
sions of the same. 


103. (1) All Private Bills for Acts of 
incorporation shall be so framed as to 
incorporate by reference to the clauses 
ot the general Acts relating to the details 
to be provided for by such Bills: Special 
grounds shall be established for any pro- 
posed departure from this principle, or 
for the introduction of other provisions 
as to such details, and a note shall be ap- 
pended to the Bill indicating the provi- 
sions thereof in which the general Act is 
proposed to be departed from. Bills 
which are not framed in accordance with 
this Standing Order shall be recast by the 
promoters and reprinted at their expense 
before any Committee passes upon the 
clauses. 


(2) Every Bill for an Act of incorpora- 
tion, where a form of model Bill has been 
adopted, shall be drawn in accordance 
with the model Bill (copies of model Bills 
may be obtained from the Clerk of the 
House). Any provisions contained in any 
such Bill which are not in accord with 
the model Bill shall be inserted between 
brackets or underlined, and shall be so 
printed. 

(3) Any exceptional provisions that it 
may be proposed to insert in any Bill 
shall be clearly specified in the notice of 
application for same. 


107. All Private Bills shall be prepared 
by the parties applying for the same, and 
printed in small-pica type, twenty-six ems 
by fifty ems, on good paper, in imperial 
octavo form, each page when folded mea- 
suring 1034 inches by 72 inches. There 
shall be a marginal number every fifth line 
of each page; the numbering of the lines 
is not to run on through the Bill, but the 
lines of each page are to be numbered sep- 
arately. Three hundred copies of each Bill 
shall be deposited with the Clerk of the 
House immediately before the first read- 
ing. If amendments are made to any Bill 
during its progress before the Committee 
on Private Bills, or through the House, 
such Bill shall be reprinted by the pro- 
moters thereof. 

In the case of Bills to incorporate com- 
panies, in addition to the fee of $300 
mentioned in Rule 98, fees calculated on 
the capital of the company are payable at 
the same time. Further particulars can 
be had on application to the undersigned. 


All cheques in payment of fees must be 
certified. 


Dated January 5th, 1949, 


E. K. DEBECK, 


Clerk, Legislative Assembly. 





CERTIFICATES OF 
INCORPORATION 


“COMPANIES ACT” 
No. 44071. 

NOTICE is hereby given that “Kechika 
Estates Ltd.” was incorporated under the 
“Companies Act” on the Sth day of 
March, 1959. 

The authorized capital of the Company 
is eighty thousand dollars, divided into 
eighty thousand preference shares with a 
nominal or par value of one dollar each. 

The Company is also authorized to is- 
sue one hundred Class A common shares 
and four thousand nine hundred Class B 
common shares without nominal or par 
value. 

The address of its registered office is 
1014 Howe Street, Vancouver, B.C. 

The objects for which the Company is 
established are: — 

(a) To purchase for investment only all 
kinds of property, real, personal, and 
mixed, and from time to time sell any or 
all of its property, and to reinvest the pro- 
ceeds of the same, but not to deal in prop- 
erty except by way of investment: 

(b) To borrow moneys upon such se- 
curity as the directors may from time to 
time determine and in particular by the 
granting of mortgages in respect of the 
Company’s real and personal assets. 


S. W. TAYLOR, 
Registrar of Companies. 





ap9—2229 


“COMPANIES ACT ” 
No. 44066. 


NOTICE is hereby given that “ Trevos 
Holdings Ltd.” was incorporated under 
the “Companies Act” on the 4th day of 
March, 1959. 


The authorized capital of the Company 
is thirty thousand dollars, divided into ten 
thousand common shares and_ twenty 
thousand preference shares, both of a 
nominal or par value of one dollar each. 


The address of its registered office is 
634 No. 3 Road, Richmond, B.C. 


The objects for which the Company is 
established are:— 


(a) To carry on the trade or business 
of builders and building contractors: 


_ (b) To enter into any contracts in rela- 
tion to, and to erect, construct, maintain, 
alter, repair, pull down, and _ restore, 
either alone or jointly with any other 
companies or persons, works of all de- 
scriptions, including wharves, docks, piers, 
roads, bridges, warehouses, factories, 
mills, engines, machinery, vehicles and 
vessels, gas-works, electric works, water- 
works, drainage and sewerage works, 
dwelling-houses, hotels, apartment build- 
ings, and buildings of every description: 

(c) To manufacture, buy, sell, or 
otherwise acquire and dispose of, hold, 
own, export and import, repair and main- 
tain, and otherwise deal with or in, both 
wholesale and retail, either as principal 
or agent, and upon commission, consign- 
ment, or otherwise, or as jobbers or 
brokers, goods, wares, products, and 
merchandise of any kind, nature, and 
description: 


(d) To build, acquire, possess, hold, 
operate, lease, sell, purchase, manage, 
own, and convey stores, warehouses, 
buildings, dwellings, apartments, erec- 
tions and plants, lands, land or water 
privileges, and all other kinds of real and 
personal property, or any interest or 
equity therein or privilege, easement, or 
option relating thereto: 
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(e) _To carry on business as capitalists, 
financiers, mortgage brokers, and finan- 
cial agents, to transact all kinds of agency 
business, to advance money on the secu- 
rity of stocks, shares, bonds, debentures, 
real property, agreements, bills of lading, 
warehouse receipts, choses in action, 
coupons, and other negotiable security 
or non-negotiable security or documents 
and to seek for and secure openings for 
the employment of capital in British 
Columbia and elsewhere and carry on the 
business of promoters, and to form, assist, 
and float and control companies and 
undertakings and generally to carry on 
any business or undertake any transac- 
tion usually carried on or undertaken by 
financial agents, capitalists, or financiers: 

(f) At the discretion of the directors, 
to borrow such sums of money for the 
purposes of the Company as shall from 
time to time be required, either unsecured 


or secured by hypothecation of the Com- 


pany’s assets: 


(g) To allot, credited as fully or partly 
paid up, shares (of one or more kinds or 
classes), or bonds, or debenture stock of 
the Company, as the whole or part of the 
purchase price of any property acquired 
by the Company, or debentures for the 
same, or for services or other valuable 


consideration: 


(h) To make gifts and donations to 
any person, firm, or corporation for any 
purpose whatsoever, whether such per- 
son, firm, or corporation be a member of 


the Company or not: 


(i) To issue and allot shares in the 
Company of more than one class, includ- 
ing, if required from time to time, pref- 


erence shares conferring special privileges 


and imposing special restrictions upon the 


holders thereof. 
S. W. TAYLOR, 


ap9—2224 Registrar of Companies. 


“COMPANIES. ACT ” 
No. 44065. 


NOTICE is hereby given that “ Laudin 
Holdings Limited” was _ incorporated 


under the “Companies Act” on the 4th 


day of March, 1959. 
The authorized capital of the Company 


is ten thousand dollars, divided into one 


hundred common shares with a nominal 
or par value of one hundred dollars each. 

The address of its registered office is 
at the office of Wetmore & McGauley, 
baristers and solicitors, Castlegar, B.C. 

The objects for which the Company is 
established are:— 

(a) To purchase or otherwise acquire 
and to hold, sell, exchange, or otherwise 
dispose of and deal in the property, real 
or personal, rights and assets of, and 
bonds, debentures, debenture stock, shares 
of all classes, and securities of any form 
or type issued by any individual, corpora- 
tion, or company, public or private, in- 
corporated or unincorporated: 

(b) To take part in the management, 
supervision, or control of the business or 
operations of any company or under- 
taking of which the Company holds any 
shares, bonds, debentures, or any other 
securities, or of which the Company owns 
any property, assets, or rights, and for 
that purpose to appoint and remunerate 
any managers, accountants, or any other 
experts or agents: 

(c) To employ any individual, firm, or 
corporation to manage in whole or in 
part the affairs of the Company and to 
employ experts to investigate and examine 
into the conditions, prospects, value, 
character, and circumstances of any busi- 


ness, concerns, and undertakings, and 
generally of any assets, property, or 
rights: 


(d) To acquire by purchase, lease, or 
otherwise, and to take over and (or) 
manage and carry on all or any of the 
businesses, undertakings, properties, fran- 
chises, goodwill, contracts, rights, powers, 
and privileges held, enjoyed, or carried 
on by any person, firm, or corporation, 
or by any business, the carrying-on of 
which will, in the opinion of the Com- 
pany, promote the carrying-out of the 
undertakings of the Company, or any of 
them, or possessed of any property suit- 
able for the objects of the Company, as 
the Company may deem advisable, and, 
in particular, for shares, bonds, deben- 
tures, or other securities of the Company, 
and to let and sublet any property and 
to sell these or otherwise dispose of the 
whole or any part of the Company’s 
business, property, and assets of any 
kind, for such consideration as the Com- 
pany may deem advisable, and, in particu- 
lar, for shares, bonds, debentures, or 
other securities of any other company, 
and to undertake the liabilities of any 
such person, firm, or corporation: 

(e) To construct or have constructed 
upon any lands purchased or leased by 
the Company, or by lease or leases as- 
signed to the Company, or upon land 
purchased by the Company, a building or 
buildings and to lease the said building or 
buildings or parts thereof to individuals 
or corporations, for such period or peri- 
ods of time as the Company shall so 
desire: 

(f) To borrow or raise money for 
any purpose of the Company and for the 
purpose of securing the same or for any 
other purpose to mortgage or charge the 
undertaking of all or any part of the 
property of the Company present or after 
acquired or its incurred capital, and to 
create, issue, make, draw, negotiate, and 
discount cheques, drafts, bills of ex- 
change, promissory notes, and other ne- 
gotiable and transferable instruments. 


S. W. TAYLOR, 
ap9—2224 Registrar of Companies. 


“COMPANIES ACT” 
No. 44072. 


NOTICE is hereby given that “ Western 
Allied Home Services Ltd.” was incorpo- 
rated under the ‘“ Companies Act ” on the 
Sth day of March, 1959, 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
1411 West Broadway, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To enter into contracts with home 
owners and occupiers of houses, apart- 
ments, tenements, and like residences and 
charge a fee therefor whereby the Com- 
pany will at the summons of the home 
owner or occupier provide a tradesman, 


workman, or like person to perform such | B 


service or services as required by the 
home owner or occupier at his premises, 
which shall include, but not be limited to, 
plumbing, carpentry, electrical work, re- 
pair, and maintenance work: 

(b) To enter into contracts with per- 
sons and companies to perform the neces- 
sary services, repairs, or trades provided 
in the contracts made by the Company 
with the home owners and occupiers of 
houses, apartments, tenements, and simi- 
lar residences: 


(c) To collect accounts for contractors 
referred to in clause (b) from the home 
owners and occupiers of houses, apart- 
ments, tenements, and similar residences, 
and to charge a fee for such collection: 

(d) To act as brokers insofar as ar- 
ranging any and all services supplied to 
the home owners and occupiers afore- 
said by the tradesmen, workmen, or simi- 
lar persons under contract to the Com- 
pany: 

(e) To do all such other things as are 
incidental or conducive to the attainment 
of the above objects, or any of them, and 
to exercise generally all such powers as 
may from time to time be exercisable by 
it under and by virtue of the “ Companies 
Act” of British Columbia, or of any 
other governmental Act or authority. 


So We TAL LOR. 


ap9—2242 Registrar of Companies. 


CERTIFICATE OF INCORPORATION 








“Societies Act” 
Canada: 
Province of British Columbia. 
No. 5618. 


I HEREBY CERTIFY that “ Dawson 
Creek & District Society for Handicapped 
Children ” has this day been incorporated 
as a Society under the “ Societies Act.” 

The locality in which the operations of 
the Society will be chiefly carried on is 
area of South Peace River District, Prov- 
ince of British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this fifth day of March, one thousand nine 
hundred and fifty-nine. 


S. W. TAYLOR, 
Registrar of Companies. 


The objects of the Society are: — 

(a) To promote the education, training, 
development, and welfare of all mentally 
handicapped children: 

(b) To co-operate with public and 
private agencies, governmental depart- 
ments, and other groups and organiza- 
tions interested in the projects of the 
Society: 

(c) To affiliate with and become a 
member of the Association for Retarded 
Children of British Columbia: 

(d) To develop a better understanding 
by the general public of the problem of 
the handicapped child and of mental 


[L.s.] 





retardation. ap9—2229 
“COMPANIES ACT” 
No. 44067. 


NOTICE is hereby given that “J. Olund 

Construction Ltd.” was incorporated un- 
der the “ Companies Act” on the Sth day 
of March, 1959, 
_ The authorized capital of the Company 
is ten thousand dollars, divided into nine 
thousand preference shares and one thou- 
sand common shares, all having a nom- 
inal or par value of one dollar each. 

The address of its registered office is 
61 es Twelfth Street, New Westminster, 


The object for which the Company is 
established is: To conduct and carry on 
the business of builders and contractors 
for the purpose of building, erecting, al- 
tering, repairing, or doing any other work 
im connection with any and all classes of 
building and improvements of any kind 
and nature whatsoever, including the 
building, rebuilding, alteration, repairing, 
or improvement of houses, factories, 
buildings, works, or erections of every 
kind and description whatsoever, and the 
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locating, laying out, and constructing of 
roads, avenues, docks, slips, sewers, 
bridges, wells, walls, canals, and power 
plants, and generally all classes of build- 
ings, erections, and works, both public 
and private, or integral parts thereof, and 
generally to do and perform any and all 
work as builders and contractors, and 
with that end in view to solicit, obtain, 
make, perform, and carry out contracts 
covering the building and contracting 
business and the work connected there- 


with, 
S. W. TAYLOR, 
ap9—2229 Registrar of Companies. 


“COMPANIES ACT” 
No. 44073. 


NOTICE is hereby given that “M & H 
Logging Co. Ltd.” was incorporated under 
the “ Companies Act” on the Sth day of 
March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
thousand common shares and nine thou- 
sand preference shares, both with a nom- 
inal or par value of one dollar each, 

The address of its registered office is 
1318 Standard Building, 510 West Has- 
tings Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To conduct logging operations of 
all kinds, types, and descriptions whatso- 
ever, and to produce, get out, boom, 
transport, manufacture, and deal in logs, 
sawlogs, lumber, veneer, plywood, 
shingles, shakes, pulp, paper, and other 
pulp products, and all products and by- 
products of the forest whatsoever: 

(b) To do all other business incidental 
or deemed beneficial to the objects of the 
Company: 

(c) To invest, for the purpose of earn- 
ing interest and dividends, in shares, 
stocks, bonds, warrants, debentures, de- 
benture stock, securities, and other evi- 
dences of indebtedness, and obligations 
issued or guaranteed by any corporation, 
company, chartered bank, association, 
partnership, syndicate, governmental, mu- 
nicipal, or other public authority or body, 
domestic or foreign, or other person or 


entity. 
S. W. TAYLOR, 
ap9—2227 Registrar of Companies. 


“COMPANIES ACT” 
No. 44099. 


NOTICE is hereby given that “H. K. 
Mueller Ltd.” was incorporated under the 
“Companies Act” on the 10th day of 
March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares of a nominal 
or par value of one dollar each. 

The address of its registered office is 
at the law office of Thomas M. Suther- 
land, B, 4480 Main Street, Vancouver, 
BG 

The objects for which the Company is 
established are:— 

(a) To purchase, acquire, take over, 
and carry on as a going concern the busi- 
ness, stock, goods, materials, goodwill, 
fixtures, machinery, equipment, chattels, 
leases, and other interests and rights of 
Mueller Heating and Plumbing, a busi- 
ness carried on at 4651 Walden Street, 
Vancouver, B.C.: 

(b) To carry on business, wholesale or 
retail, of plumbers, tinsmiths, sheet-metal 
workers, contractors for plumbing and 
sanitary fixtures and supplies, pipes, fit- 
tings, and repairs for plumbing systems, 
and as general contractors and builders: 





(c) To carry on business, wholesale or 
retail, of heating and ventilating plant 
and supplies, pipes, fittings, furnaces, 
heating systems, and ventilating systems, 
and repairs for heating and ventilating 
systems: 

(d) For the purposes aforesaid, to 
build, repair, maintain, acquire, purchase, 
own, hold, and deal with all such build- 
ings, works, property, machinery, and 
appliances as may be required in connec- 
tion with the business of the Company: 

(e) To do all such things as may 
appear to be incidental or conducive to 
the attainment of the above objects, or 


any of them. 

S. W. TAYLOR, 
ap9—2245 Registrar of Companies. 
“COMPANIES ACT” 

No. 44100. 

NOTICE is hereby given that “ Rain- 
bow Investments Ltd.” was incorporated 
under the “ Companies Act” on the 10th 
day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares at one dollar 
each. 

The address of its registered office is 
414, 713 Columbia Street, New Westmin- 
Sic bec. 

The object for which the Company is 
established is: To invest in all kinds of 
real and personal property. 


S. W. TAYLOR, 
ap9—2245 Registrar of Companies. 


“COMPANIES ACT” 
No. 44008. 


NOTICE is hereby given that “ Peace 
Portal Motel Ltd.” was incorporated un- 
der the “Companies Act” on the 26th 
day of February, 1959. 

The authorized capital of the Company 
is seventy thousand dollars, divided into 
ten thousand common shares of a par 
value of one dollar each and six thousand 
preference shares of a par value of ten 
dollars each. 

The address of its registered office is 
1141 Vidal Street, White Rock, B.C. 


The objects for which the Company is 
established are:— 


(a) To purchase, build, or otherwise ac- 
quire, and to operate for the production 
of revenue any form of real property, and 
in particular, but without limiting the 
generality of the foregoing, to acquire, 
and operate hotels, motels, auto-courts, 
apartment buildings, and other forms of 
lodging accommodation: 


(b) To carry on the business of hotel, 
restaurant, café, tavern, licensed beer- 
house, refreshment-room, and lodging- 
house keepers, licensed victuallers, ven- 
dors of and dealers in aerated, mineral, 
and artificial waters and other drinks, 
purveyors and caterers for public amuse- 
ments generally, automobile proprietors, 
carriage proprietors, garage keepers, im- 
porters and brokers of food, proprietors 
of baths, dressing-rooms, laundries, read- 
ing, writing, and newspaper rooms, li- 
braries, grounds, and places of amuse- 
ment and recreation and sport, entertain- 
ment, and instruction of all kinds, tobac- 
co and cigar and cigarette merchants, 
agents for public carriers, vendors, and 
dealers in books, papers, magazines, post- 
cards, and general agents: 


(c) To acquire, manage, and operate 
swimming pools, golf courses, riding 
stables, and other similar forms of amuse- 
ment for the purpose of obtaining revenue 
therefrom, or for the purpose of operating 





the same as a form of attraction of clien- 
tele to the other enterprises of the Com- 
pany: if 

(d) To acquire and take over specifi- 
cally the store, motel, and swimming-pool 
now carried on in the name of Peace 
Portal Motel: 

(e) To borrow or raise or secure pay- 
ment or repayment of money on the se- 
curity of real or personal property and 
to mortgage and charge the same for the 
purpose of obtaining funds to carry out 
the other objects of the Company: 

(f) To do all such things as may be in- 
cidental to or conducive to the attainment 
of the foregoing objects and to carry on 
any other business which may seem to 
the Company capable of being benefici- 
ally carried on in connection with the 
foregoing objects, calculated directly or 
indirectly to enhance the value of or 
render profitable any of the Company’s 


property or rights. 
S. W. TAYLOR, 
ap9—2230 Registrar of Companies. 


CERTIFICATE OF INCORPORATION 





“Societies Act” 
Canada: 
Province of British Columbia. 
No. 5617. 


I HEREBY CERTIFY that “Osoyoos 
Lodge No. 436, Benevolent & Protective 
Order of Elks” has this day been incorpo- 
rated as a Society under the “ Societies 
Act.” 

The locality in which the operations of 
the Society will be chiefly carried on is 
the Village of Osoyoos, and the surround- 
ing district, in the County of Yale, in the 
Province of British Columbia. 


Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this fifth day of March, one thousand nine 
hundred and fifty-nine. 


S. W. TAYLOR; 
Registrar of Companies. 


The objects of the Society are: — 


(a) To promote patriotism and mutual 
happiness and encourage the study of 
religion, science, literature, and the fine 
arts: 


(b) To assist those members who, or 
whose dependents, may be in need, and 
whom the Society may deem entitled to 
such assistance upon such terms as the 


[L.s.] 





directors may decide upon. ap9—2230 
“COMPANIES ACT” 
No. 43979. 


NOTICE is hereby given that “ Waldie 

Enterprises Ltd.” was incorporated under 
the “ Companies Act ” on the 25th day of 
February, 1959. 
_ The authorized capital of the Company 
is one hundred and fifty thousand dollars, 
divided into one hundred and fifty thou- 
sand preference shares of the par value 
of one dollar each. 


_ The Company is also authorized to 
issue one hundred Class A common 
shares and ten thousand Class B common 
shares without nominal or par value. 

The address of its registered office is 
1442 Bay Avenue, Trail, B.C. 


The objects for which the Co , 
established are:— mpany 1s 


(a) To organize, manage, or develop, 
or to assist in the organization, manage- 
ment or development of any corporation, 
company, syndicate, firm, partnership, 
enterprise, or undertaking, and to take 
over, manage, or dispose of in any man- 
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ner whatsoever, any business or under- 
taking in which the Company may be so 
interested: 

(b) To purchase or otherwise acquire 
and hold real property or any interest 
therein for the purpose of earning rents 
or occupying the premises: 

(c) To acquire and hold for the pur- 
pose of earning interest and dividends, 
but not trade in the same as a business or 
plan for profit, shares, stocks, debentures, 
bonds, obligations, and securities of all 
kinds issued or guaranteed by any com- 
pany wheresoever situate or carrying on 
business, and debentures, bonds, obliga- 
tions, and securities issued or guaranteed 
by any government, commissioners, pub- 
lic body or authority, supreme, munici- 
pal, local, or otherwise, whether in Can- 
ada or elsewhere, or any right, title, or 
interest therein. 

(d) To guarantee to any bank, person, 
firm, or corporation, the due payment of 
any moneys by any other person, firm, 
or corporation, and the due fufilment, 
performance, and carrying-out by any 
person, firm, or corporation of the cove- 
nants, agreements, provisions, stipula- 
tions, and conditions of any contract or 
obligation; this power shall be exercised 
by the Company subject to the provisions 
of the “Insurance Act”: 

(e) To acquire, own, and carry on the 
business of a wholesale and retail dealer 
in and purchaser, manufacturer, and ven- 
dor of all kinds and classes of goods, 
wares, and merchandise. 


5: We) LANALOR= 
ap9—2207 Registrar of Companies. 


“COMPANIES ACT” 
No. 44057. 


NOTICE is hereby given that “ H. Wy- 
born & Sons Ltd.” was incorporated under 
the “Companies Act” on the 4th day of 
March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares of a nominal or par value 
of one dollar each. 

The address of its registered office is 
17951 Zero Avenue, R.R. 2, White Rock, 
Be, 

The objects for which the Company is 
established are: — 

(a) To carry on business as loggers, 
timber merchants, sawmill, shingle-mill, 
and pulp-mill proprietors, manufacturers 
of and dealers in timber, lumber, shingles, 
pulp-wood, paper, and all other products 
or by-products of wood in any and all 
their branches: 

(b) To buy, sell, prepare for market, 
manipulate, import, export, and deal in 
timber, lumber, shingles, pulp-wood, 
paper, and all other products or by-prod- 
ucts of wood in any and all their branches: 


(c) To purchase or otherwise acquire, 
maintain, keep, and improve all kinds of 
mills and other buildings, plant, and ma- 
chinery of every description, timber leases, 
licences, and lands, and to dispose of 
same from time to time by way of sale, 
lease, or otherwise: 

(d) To construct, carry out, acquire by 
purchase, or otherwise maintain, improve, 
manage, and control, and superintend, 
and to sell, lease, or otherwise dispose of 
all logging railways, tramways, on lands 
owned or controlled by the Company, and 
trails, roads, streets, skidways, bridges, 
reservoirs, flumes, water courses, aque- 
ducts, wharves, piers, trucks, factories, 
mills, warehouses, houses, and other 
works and conveniences which the Com- 
pany may think, directly or indirectly, 
conducive to any of its objects, and to 





contribute or otherwise assist or take part 
in the construction, maintenance, develop- 
ment, working, control, and management 
thereof: 

(e) To clear and remove obstructions 
from any lake, river, creek, or stream; to 
deepen channels, remove shoals, or other- 
wise improve the floatability of any river, 
lake, creek, or stream: 

(f) To buy, sell, hire, lease, or in any 
way deal in bulldozers, road-construction 
equipment, trucks, and machinery used in 
any way in connection with the objects 
of the Company: 

(g) To secure by purchase, licence, or 
otherwise howsoever, water and water 
power: 

(h) To carry on business as wholesale 
or retail dealers, manufacturers’ agents, 
brokers, jobbers, and distributers in all 
lines of equipment, builders’ supplies, 
goods, and merchandise: 

(i) To buy, sell, exchange, manufac- 
ture, alter, or improve, repair and rebuild, 
store and deal in equipment, builders’ 
supplies, goods, and merchandise of all 
kinds: 

(j) To acquire and take over as a going 
concern the whole or any part of the busi- 
ness, property, and liabilities of any per- 
son, persons, or company carrying on any 
business which the Company is authorized 
to carry on, and to pay for the same 
either wholly or partly in cash or wholly 
or partly in shares and (or) debentures of 
the Company: 

(k) To carry on any other business 
which may from time to time be deemed 
by the directors capable of being con- 
veniently carried on in connection with 
the above objects, or calculated directly 
or.indirectly to enhance the value or 
render profitable any of the Company’s 
properties or undertakings. 


S. W. TAYLOR, 
Registrar of Companies. 


“COMPANIES ACT” 
No. 43988. 
NOTICE is hereby given that “Cascade 
Lumber and Development Limited” was 


incorporated under the “Companies Act” 
on the 25th day of February, 1959. 


The Company is authorized to issue 
fifty thousand shares without nominal or 
par value. 


The address of its registered office is 
902 Birks Building, 718 Granville Street, 
Vancouver, B.C. 


The objects for which the Company is 
established are:— 


(a) To carry on the business of lumber- 
ing and the lumber trade in all its 
branches, and all other business incidental 
thereto, including buying, selling, and 
dealing in all kinds of sawed, squared, 
and hewed lumber and timber, sawlogs, 
ties, piling, telegraph and telephone poles, 
fence posts, wood, and all other products 
of the forest; to carry on in all its 
branches the business of a manufacturer 
and dealer in logs, lumber, timber, pulp, 
pulp-wood, paper, and other products or 
by-products of wood, and all other articles 
and materials into which wood, pulp, 
pulp-board, or paper enter or form part, 
and to carry on the business of general 
manufacturers and millers, and to estab- 
lish shops or stores, and to purchase, 
sell, and deal in general merchandise: 


(b) To manufacture, buy, sell, and deal 
in peat, wood, and alcohol, calcium car- 
bide, and all kinds of chemicals, and to 
purchase, erect, or otherwise acquire such 
factories and works as may be deemed 
necessary for such purposes: 
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(c) To mine for minerals; to acquire 
by purchase or otherwise, and to manage, 
develop, operate, sell, and lease mines 
or mining claims, and to deal in the 
products thereof, and to smelt, treat, re- 
fine, and deal with ores, minerals, and 
metals: 

(d) To acquire by purchase, lease, hire, 
exchange, or otherwise, and hold lands, 
timber limits or licences, water lots, water 
privileges and powers and rights and in- 
terests therein, and to build upon, de- 
velop, cultivate, farm, settle, and other- 
wise improve and utilize the same. 


S.. W.. TAYLOR, 
ap9—2208 Registrar of Companies. 


“COMPANIES ACT” 
No. 44079. 


NOTICE is hereby given that “ Bishop 
Estates Ltd.” was incorporated under the 
“Companies Act” on the 6th day of 
March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 


‘value of one dollar each. 


The address of its registered office is 
Suite 71, 553 Granville Street, Vancouver, 
BEG 


The object for which the Company is 
established is: To acquire by purchase, 
lease, exchange, or otherwise, land and 
any estate or interest therein, any rights 
over and connected with land, and any 
buildings or structures, and to turn the 
same to account as may seem expedient, 
and in particular by constructing, recon- 
structing, altering, improving, decorating, 
furnishing, maintaining, and operating 
nursing homes, rest homes, apartment 
houses, flats, houses, shops, buildings, 
works, and conveniences of all kinds, and 
by consolidating, connecting, or subdivid- 


ing properties. 
S. W. TAYLOR, 
ap9—2235 Registrar of Companies. 


CERTIFICATE OF INCORPORATION 





“Societies Act” 
Canada: 
Province of British Columbia. 
No. 5621. 

I HEREBY CERTIFY that “ Canadian 
Youth Hostels Association, Pacific Re- 
gion,” has this day been incorporated as 
a Society under the “ Societies Act.” 

The locality in which the operations of 
the Society will be chiefly carried on is 


Lower Mainland, Province of British 
Columbia. 


Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this sixth day of March, one thousand 
nine hundred and fifty-nine. 


S. W. TAYLOR, 
Registrar of Companies. 


The objects of the Society are:— 

1. To help all, and especially young 
people, to a greater knowledge, care, and 
love of the countryside, and to bring 
about international understanding and 
friendship, regardless of race, creed, or 
means: 

2. The association shall keep as its 
primary aim the establishment and main- 
tenance of hostels and an organization of 
members who will keep alive the ideals 
of hostelling: 

3. The association will be subject to 
the provisions and general supervision of 
the National Executive Council for Can- 
ada of the Canadian Youth Hostels Asso- 
ciation. ap9—2234 


[L.s.] 
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CERTIFICATES OF 
INCORPORATION 


“COMPANIES ACT” 
No. 43931. 


NOTICE is hereby given that “ Hope 
Enterprises Ltd.” was incorporated under 
the “ Companies Act” on the 18th day of 
February, 1959. 

The authorized capital of the Company 
is fifty thousand dollars, divided into ten 
thousand common shares with a par value 
of one dollar each and four thousand pre- 
ferred shares with a par value of ten 
dollars each. 

The address of its registered office is 
Suite 1, Royal Bank Building, 10302 
Tenth Street, Dawson Creek, B.C. 

The objects for which the Company is 
established are: — 

(a) To carry on the business of a gen- 
eral advertising agency and to engage in 
and conduct the business of an advertising 
agency in all its branches, including ad- 
vertising in newspapers, magazines, and 
all other publications, street-cars, murals, 
bill-posting, fence-painting, and sign ad- 
vertising, and advertising by radio, tele- 
vision, or any other means: 

(6) To print, publish, buy and sell 
books, newspapers, magazines, or periodi- 
cals, and generally to do printing, publish- 
ing, binding, engraving, lithographing, 
electrotyping, and stereotyping business, 
including the furnishing of plate material 
to publishers: 

(c) To act as agent for any individual, 
firm, or corporation having advertising 
space, rights, privileges, franchises, or 
other business to be leased, disposed of, 
done, or undertaken: 

(d) To carry on a general agency busi- 
ness in any and all of its branches, includ- 
ing the acting as agents, both local and 
general, or as managers, superintendents, 
supervisors, and sales agents for the buy- 
ing and selling of lands, buildings, and 
real and personal property of every kind 
and description; acting as agents for the 
sale of coal, wood, grain, and all other 
natural and manufactured products, in- 
cluding machinery, equipment, lumber, 
hardware, or other commodities of every 
kind and description, and to buy and sell 
merchandise and commodities, and to 
buy, sell, underwrite, subscribe for, own, 
hold, sell, in any other manner deal in or 
dispose of real estate, or any interest in 
lands, shares, stocks, bonds, debenture 
stock, or other securities of any kind or 
description of any company, corporation, 
or body corporate, including government, 
municipal corporation, school district, or 
public utility, and generally without limi- 
tation by reason of foregoing enumera- 
tions to carry on a general agency busi- 
ness in any and all of its branches: 


(e) To carry on generally the business 
of furnishing amusement to the public; 
to carry on the business of hippodrome, 
circus, race course, amusement park, 
theatre, exhibitions, and performances of 
all kinds, in all its branches, and in par- 
ticular to lay out and prepare any lands 
or emplacements for running of horse, 
automobile, motor-cycle, bicycle, aero- 
plane, and all kinds of races, and for the 
drilling or reviewing of troops, and for 
any kind of athletic sports and games, in- 
cluding boxing, wrestling, baseball, crick- 
et, curling, lawn-tennis, polo, lacrosse, or 
any other kind of amusement, recreation, 
sport, and entertainment; to construct 
grand or other stands, arenas, booths, 
stabling for horses, paddocks, garages, 
hangars, sheds, refreshment-rooms, and 
other erections, buildings, and con- 
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| 
veniences whether of a permanent or tem- 


porary nature which may seem directly 
or indirectly conducive to the Company’s 
objects: 

(f) To conduct, hold, and promote race 
meetings and athletic sports, matches of 
all kinds, agricultural, horse, automobile, 
aeroplane, experimental farm, manufac- 
turers, industrial, flower, and other shows, 
exhibitions, and expositions, and other- 
wise utilize the Company’s property, 
rights, and assets, and to give and con- 
tribute towards prizes, cups, stakes, and 
other rewards: 

(g) To acquire by purchase or other- 
wise, build, erect, maintain, and provide 
halls, theatres, hippodromes, booths, en- 
closures, parks, grounds, arenas, landing 
places for airships, and other suitable 
erections, buildings, and places, and to 
use these, and to permit the same or any 
part thereof to be used on such terms as 
the Company shall think fit, for any pur- 
poses, public or private, and in particular 
for public, political, and other gatherings 
and meetings, exhibitions, concerts, lec- 
tures, dinners, picnics, theatrical, vaude- 
ville, music hall, boxing, acrobatics, artis- 
tic, musical, dancing, roller and ice 
skating, and other performances, enter- 
tainments, and shows, and for reading, 
writing, and newspaper rooms, libraries, 
baths, dressing-rooms, and shops: 

(h) To provide, engage, and employ 
actors, dancers, singers, acrobats, variety 
performers, athletes, theatrical and musical 
artists, and to charge entrance and other 
fees to the public for said exhibitions, 
shows, entertainments, meetings, and for 
any of the activities and business of the 
Company: 

(i) To manufacture, buy, sell, and deal 
in all products and supplies used in build- 
ing and construction, including bricks, 
terra cotta, tiles and pipes, and hardware, 
cement, lumber, plumbers’ supplies, fix- 
tures and all other similar products: 


(j) To carry on business of common 
carriers by land, water, or air, and in 
connection therewith to contract with 
corporations, firms, and (cr) individuals 
for the carriage and transport of any 
goods, chattels, and merchandise, money, 
packages, or parcels that may be entrusted 
to them for conveyance, whether by land, 
water, or air: 

(k) To carry on the business of for- 
warders, custom-house brokers, and ware- 
housemen: 


() To manufacture, import, export, 
buy, sell, and deal in goods, wares, and 
merchandise of all kinds, and without 
limiting the generality of the foregoing 
to manufacture, compound, refine, pur- 
chase, and sell chemicals, dyestuffs, ce- 
ments, minerals, superphosphates, soaps, 
stains, fertilizers, paints, pigments, pol- 
ishes, oils, varnishes, acids, alcohols, coal, 
coke, coal-tar products, pharmaceutical 
supplies, chemical and medicinal prepara- 
tions, articles, and compounds, separately 
or in combination, and under all condi- 
tions and at all stages of preparation and 
manufacture: 

(m) To apply for, obtain, register, pur- 
chase, lease or license, or otherwise ac- 
quire, and hold, use, own, introduce, and 
sell, assign, lease or license, or otherwise 
dispose of licences, concessions, and the 
like, conferring any exclusive or non-ex- 
clusive or limited right to use any secret 
or other information or other right with 
respect to inventions, processes, copy- 
rights, patents, trade-marks, formule, 
trade names, designs, and distinctive 
marks or similar rights of any and all 
kinds: 


(n) To undertake, organize, and carry 
out research of all kinds, including, with- 
Out limiting the generality of the fore- 
going, chemical and industrial research 
and analytical investigations, and to enter 
into contracts with and on behalf of other 
persons, firms, or corporations for like 
purposes: 

(0) To carry on the business of a 
wholesale and retail merchant, importer 
and exporter of and dealer generally in 
coal, coke, peat, oil, wood, fuel of all 
kinds, and of a timber and lumber mer- 
chant and manufacturer, and in connec- 
tion therewith to search for, get, work, 
mine, quarry, raise, prepare for sale, re- 
fine, and make merchantable by any pro- 
cess coal, oil, coke, shale, peat, and all 
other like minerals and substances, and 
to manufacture patent fuel, and to cut, 
saw, mill, and prepare for market timber, 
lumber, logs, firewood, ties, shingles, pil- 
ing, telegraph and telephone poles, fence 
posts, wood, pulpwood, and all other 
products of the forest: 

(p) To carry on the business of general 
contractors and to enter into contracts 
for, construct, execute, own, and carry 
on all description of works, and to carry 
on for the purposes aforesaid the busi- 
nesses of a general construction company 
and contractors for the construction of 
works, public and private: 

(gq) To import, export, buy, sell, lease, 
rent, and otherwise deal in and deal with 
motor-trucks, tractors, motor-cars, auto- 
mobiles, conveyances of all kinds, and all 
parts used in the construction thereof, as 
well as motors, engines, machinery of all 
kinds, and electrical accessories and sup- 
plies, and to carry on a general machine- 
shop, general repair, and garage business: 

(r) Either directly or through the own- 

ership of shares of the capital stock of 
one Or more companies now or hereafter 
incorporated to carry on the business of 
wholesale, retail, and departmental store, 
and to carry on generally the business of 
buying, selling, importing, manufacturing, 
and generally dealing in goods, wares, 
and merchandise: 
_ (s) To receive from its customers or 
intended customers deposits of money to 
be applied to the account of such persons 
in view of future purchases, and to pay 
interest on such deposits at the rate and 
on the conditions found advisable: 

(t) To buy, sell, and otherwise deal in 
goods, wares, and merchandise of all 
kinds and descriptions whatsoever, and 
to carry on a general exporting and im- 
porting business: 

(u) To manufacture or otherwise pro- 
duce or deal in any of the goods, wares, 
or merchandise referred to in the fore- 
going paragraph, together with all ma- 
terials, Taw or otherwise, which may be 
used in connection therewith or form 
component parts thereof, and to acquire, 
maintain, and operate factories, mills, or 
plants which may be required in connec- 
tion therewith: 


(v) To carry on business as factors and 
commission merchants: 


(w) To keep, maintain, operate, and 
Manage garages, storehouses, storerooms, 
warehouses, and other like places for the 
safekeeping, cleaning, repairing, and care 
generally of automobiles and motor-cars 
of all and every kind, description, and 
class, and of all the accessories thereof 
and thereto of any and every kind and 
description, and to rent and lease and hire 
motor-cars, trucks, and automobiles of 
all kinds, carry and transport passengers 
and freight in same upon such terms and 
conditions as the Company may consider 
advisable: 
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(x) To carry on the business of import- 
ers and exporters and dealers generally in 
men’s, women’s and children’s clothing, 
dry goods, boots and shoes, farm produce, 
and general merchandise, and to own and 
operate general stores: 


(y) To manufacture, refine, purchase, 
sell, and deal in groceries, coffees, cocoa, 
spices, baking powder, flavouring extracts, 
catsups, jelly powder, mustards, blackings, 
soaps, washing compounds, confectionery, 
grocers’, confectioners’, and druggists’ 
supplies, and other similar commodities, 
and such other products and by-products 
as are incidental to the foregoing, or any 
of them: 


(z) To purchase, lease, take in ex- 
change, or otherwise acquire lands and 
real estate, and any right, title, or interest 
therein, and any buildings, erections, or 
structures thereon, and to construct, erect, 
and operate hotels, restaurants, garages, 
apartment-houses, office buildings, dwell- 
ing-houses, residences, and other buildings 
and works, and to use, convert, adapt, and 
maintain all or any of such buildings and 
premises to and for any one or more of 
the foregoing purposes, or other like pur- 
poses: 

(aa) To carry on the business of hotel, 
inn, restaurant, café, tavern, beer-house, 
refreshment-room, and lodging-house 
keepers, licensed victuallers, wine, beer, 
and tobacco purveyors, and caterers for 
public amusements generally: 


(bb) To carry on the business of an in- 
vestment company and to invest in shares, 
stocks, bonds, debentures, debenture stock 
and other evidences of indebtedness and 
obligations issued or guaranteed by any 
corporation, company, chartered bank, 
association, partnership, syndicate, entity, 
person, or governmental, municipal, or 
public authority, domestic or foreign, 
and evidences of any interest in respect of 
any such shares, stocks, bonds, deben- 
tures, debenture stock and other evidences 
of indebtedness and obligations, and to 
lend money without security or upon the 
security of personal property; provided 
that this power shall not be construed as 
authorizing the Company to carry on the 
business of a money-lender as defined by 
paragraph (e) of section 2 of the Small 
Loans Act, R.S.C. 1952, chapter 251, and 
to change, alter, or realize upon any in- 
vestments, and to reinvest any moneys 
which may at any time be available for 
that purpose: 

(cc) To acquire by original subscrip- 
tion, tender, purchase, exchange, or other- 
wise, and to hold, either as principal or 
agent, and absolutely as owner or by way 
of collateral security, and to enjoy, sell, 
and, subject to the provisions of section 
63 of the Companies Act, R.S.C. 1952, 
chapter 53, to hypothecate and to ex- 
change or otherwise dispose of and deal 
in any such shares, stocks, bonds, deben- 
tures, debenture stock and other evidences 
of indebtedness and obligations, and while 
the owner or holder thereof to exercise 
all rights, powers, and privileges of own- 
ership, including all voting rights, if any, 
with respect thereto: 

(dd) To promote, organize, manage, or 
develop, or to assist in the promotion, 
organization, management, or develop- 
ment of any corporation, company, syndi- 
cate, firm, partnership, enterprise, or un- 
dertaking, or to take over, manage, and 
dispose of in any manner whatsoever 
any business or undertaking in which the 
Company may be interested or in the 
securities of which it may have invested 
its funds or with which it may have busi- 


ness relations: 


(ee) To purchase or otherwise acquire, 
and hold or otherwise deal in real and 
personal property and rights, and, in par- 
ticular, lands, buildings, hereditaments, 
business or industrial concerns and under- 
takings, mortgages, charges, contracts, 
concessions, franchises, annuities, patents, 
licences, securities, policies, book debts, 
and any interest in real or personal prop- 
erty, and claims against such property or 
against any person or company, and any 
privileges and choses in action of all 
kinds: 


(ff) To procure capital, credit, or other 
assistance for establishing, extending, or 
reorganizing any enterprise or industry 
carried on or intended to be carried on by 
any person, firm, corporation, or com- 
pany: 

(gg) To issue paid-up shares, bonds, de- 
benture stock, and (or) other securities for 
the payment either in whole or in part of 
any property, real or personal, claims, 
privileges, concessions, or other advan- 
tages to or work performed for it, and 
also to issue such paid-up shares, bonds, 
debenture stock, and (or) other securities 
in payment or part payment or exchange 
for the shares, bonds, or debenture stock, 
and (or) securities of any other company: 


(hh) To cause or allow the legal title, 
estate, and interest in any investments, 
assets, or business acquired, owned, held, 
established, or carried on by the Company 
to remain or to be vested or registered in 
the name of or carried on by another 
company or companies formed or to be 
formed, or any person or persons, associa- 
tion, or entity, and either upon trust for 
or as agents or nominees of the Company 
Or upon any other terms or conditions 
which may be for the benefit of the Com- 
pany, and to manage the affairs or take 
over and carry on the business of such 
company or companies so formed or to 
be formed, either by acquiring shares, 
stocks, or other securities thereof, or 
otherwise howsoever, and to exercise all 
or any of the powers of holders of shares, 
stocks, or securities thereof, and to receive 
and distribute the dividends and interest 
on such shares, stocks, or securities: 

(ii) To take part in the management, 
supervision, or control] of the business or 
operations of any company or undertak- 
ing having objects altogether or in part 
similar to those of the Company or in 
which the Company may be interested, 
and for that purpose to appoint and re- 
munerate any directors, accountants, or 
other experts or agents to manage, op- 
erate, and carry on as managers the prop- 
erty, franchises, undertakings, and busi- 
ness of any corporation any of whose 
shares, bonds, debentures or other securi- 
ties are held by the Company for such 
remuneration as may be deemed reason- 
able and proper: 


(jj) To purchase or otherwise acquire 
and undertake all or any of the assets, 
business, property, goodwill, franchises, 
privileges, contracts, rights, obligations, 
and liabilities of any company, society, 
partnership, or person carrying on any 
part of the business which the Company 
is authorized to carry on or possessed of 
property suitable for the purposes of the 
Company or of any company in which the 
Company holds shares, bonds, debentures, 
debenture stock, or other securities, and 
to pay for the same in cash or in shares 
or securities of the Company or partly in 
cash and partly in shares or securities or 
any other consideration, and to carry on 
the business of any such company, society, 
partnership, or person whose assets are 


so acquired: 


(kk) Upon any issue of shares, bonds, 
debentures, debenture stock, or other 
securities of the Company to employ 
brokers, commission agents, and under- 
writers, and to provide for the remunera- 
tion of such persons for their services by 
payment in cash, or with the approval of 
the shareholders if required by law, or 
otherwise by the issue of shares, bonds, 
debentures, debenture stock, or other 
securities of the Company, or by the 
granting of options to take the same, or 
in any other manner: 

(lJ) To carry on the business of a land 
company, and in connection therewith to 
acquire by purchase, lease, exchange, 
grant, concession, or otherwise, and to 
hold, subdivide, lay out in building lots, 
streets, lanes, squares, and otherwise to 
improve, develop, rent, sell, convey, ex- 
change, lease, and otherwise dispose of, 
and generally deal in lands and real estate 
of all and every kind and description, 
whether vacant, improved, or otherwise, 
as also any right, title, or interest therein, 
as also property of any other kind or de- 
scription, including personal and movable 
property, and any rights and privileges 
that the Company may consider necessary 
for the purposes of its business, and in 
and upon such lands and real estate, or 
any part thereof, to make, erect, con- 
struct, build, operate, and maintain roads, 
streets, lanes, bridges, and other means of 
communication, houses, dwellings, stables, 
factories, mills, plants, manufactories, and 
all other buildings and works and im- 
provements that may be considered advis- 
able in connection with the purposes of 
the Company, including the construction 
in and on such lands, or any part thereof, 
of sidewalks, drains, water mains, sewers, 
lighting plants and accessories, and all 
and other improvements of a nature to 
enhance the value of the Company’s prop- 
erty, or any part thereof, and to carry on 
business as real-estate agents, experts, 
valuators, realty brokers, contractors, and 
builders, and do a general real-estate 
agency business, including the undertak- 
ing of investigations, valuations, sales, ex- 
changes, and the like, and negotiable 
leases, and all other forms of contract in 
respect of real estate: 

(mm) To make advances by way of 
loans for building purposes or other im- 
provements to purchasers or lessees of 
any part of the Company’s property, and 
aid by way of advance or otherwise in 
the construction and maintenance of 
roads, streets, bridges, sidewalks, water- 
works, sewers, lighting plant or plants 
and other improvements calculated to 
render the Company’s property more ac- 
cessible or enhance its value: 

(nn) To take and hold mortgages, 
hypothecs, liens, and charges to secure 
payment of the purchase price of any part 
of the Company’s property sold by the 
Company, or any money due to the Com- 
pany from purchasers, or advances made 
by the Company to purchasers for build- 
ing purposes, or other improvements: 


(00) To build, install, maintain, and 
operate one or more systems of water- 
works for the proper supply of water to 
the holders and purchasers of the prop- 
erty of the Company and others, and in 
connection therewith aqueducts, filtration 
plants, pumping-stations, mains, connec- 
tions, and other accessories and adjuncts 
to such waterworks; to sell and dispose 
of said water, and for such purposes to 
enter into any contracts that may be con- 
sidered advisable by the Company: 


_ (pp) To carry on the business of a 
light, heat, and power company in all its 
branches, and in connection therewith to 
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manufacture, buy, or otherwise acquire, 
produce, develop, transmit, distribute, and 
dispose of in any manner whatsoever gas, 
whether natural or artificial, electricity, 
or other source of heat, light, and power, 
and all kinds of apparatus and supplies 
used in connection therewith, and make 
and dispose of any by-products arising 
from their manufacture: 

(qq) To acquire by purchase, exchange, 
licence, lease, or otherwise, and to own 
and hold all such property of any and 
every nature whatsoever, personal or real, 
movable or immovable, water powers, 
water rights, hydraulic privileges, riparian 
rights, rights of passage, rights to con- 
struct dams, canals, aqueducts, and other 
reservoirs, transmission lines, conduits, 
pipe-lines, and all other rights and privi- 
leges required by the Company in con- 
nection with its business, and generally 
all such buildings, plants, stations, appa- 
ratus, and machinery as it may deem ex- 
pedient to have or use in connection with 
its business, and to build, erect, construct, 
lay down, manufacture, and operate same, 
or any part thereof: 

(rr) To acquire by purchase, exchange, 
lease, or otherwise own, and hold timber 
lands, timber limits, rights to cut timber, 
float same, and timber and lumber of all 
kinds; to exploit such rights and manu- 
facture wood and lumber of all kinds 
and the by-products of the same: 

(ss) To acquire by purchase, exchange, 
lease, or otherwise, and own, hold, and 
exploit sawmills, planing-mills, and ross- 
ing mills; to manufacture pulpwood and 
paper and all wooden articles and mer- 
chandise in which wood or the products 
of same are necessary or useful: 

(tt) To acquire by purchase, exchange, 
lease, or otherwise manufacture, and treat 
mechanically, chemically, or otherwise all 
kinds of wood, and make and manufac- 
ture with such wood or extract from same 
gases, acids, alcohol, and other products: 

(uu) To make, build, construct, erect, 
lav down, and maintain reservoirs, water- 
works, cisterns, dams, canals, tunnels, cul- 
verts, flumes, conduits, pipes, and appli- 
ances, and to execute and do all other 
works and things necessary or convenient 
for obtaining, storing, selling, delivering, 
measuring, and distributing water for the 
creation, maintenance, or development of 
hydraulic, electrical, or other mechanical 
powers, or for irrigating lands, or for any 
other purpose of the Company: 

(vv) To construct, maintain, improve, 
work, manage, carry out, purchase, lease, 
control, or otherwise acquire, and to hold, 
use, sell, lease, or otherwise dispose of 
any lands, works, mains, machinery, or 
any roads, ways, and tramways, branches, 
and siding on lands owned or controlled 
by the Company or over which the Com- 
pany may acquire a licence, and bridges, 
reservoirs, water courses, wharves, manu- 
factories, warehouses, electric works, 
shops, stores, and other works and con- 
veniences which may seem calculated to 
advance the Company’s interests, and to 
equip, maintain, and operate by electric, 
hydraulic, or other mechanical power all 
works belonging to the Company or in 
which the Company may be interested, 
and to contribute to, subsidize, or other- 
wise assist or take part in the construc- 
tion, improvement, maintenance, work- 
ing, management, carrying out, or con- 
trol thereof: 

(ww) From time to time to apply for, 
purchase, or acquire by enactment, grant, 
assignment, transfer, lease, or otherwise, 
and to exercise, carry out, and enjoy any 
concession, licence, franchise, rights, privi- 
lege, or power relating to the generation, 


accumulation, development, distribution, 
supply, use, and employment of electric 
energy, water powers or water OF gas, and 
to pay for, aid in, and contribute towards 
carrying the same into effect, and to ap- 
propriate any of the Company’s stock, 
bonds, and assets to defray the necessary 
costs, charges, and expenses thereof: 

(xx) To carry on in all its branches the 
business of a manufacturer of and dealer 
in logs, lumber, timber, pulp, pulpwood, 
paper, and materials into which wood, 
pulp, pulpboard, or paper enter, or of 
other products or by-products of wood 
and pulp, and all other articles of which 
they form part: 

(yy) To manufacture, buy, sell, import, 
export, and deal in all kinds of goods, 
wares, and merchandise: 

(zz) To manufacture, buy, sell, and 
otherwise acquire, equip, set up, repair, 
deal in and deal with engines, boilers, 
power-plant equipment, hydraulic equip- 
ment of all kinds, electrical, mining, and 
industrial equipment, tools, implements 
of all kinds, automobile trucks and sup- 
plies, aeroplanes and supplies, steamboats, 
tugs, and other floating equipment, and 
generally to buy, sell, exchange, and deal 
in all materials, metals, and articles used 
in the manufacture, operation, and repair 
of the said property, or any of same; to 
carry on the business of general contrac- 
tors, and of engineers, and to construct, 
execute, carry out, equip, improve, work, 
and develop public and private works and 
conveniences of all kinds, and the equip- 
ment thereof, in all their branches: 


(aaa) To buy, sell, hire, lease, hold, or 
Operate motion-picture theatres or other 
theatres and places of amusements or in- 
struction of every kind, character and 
description: 

(bbb) To manufacture, buy, hire, lease, 
deal in, or otherwise acquire or dispose 
of or use photographic and other nega- 
tives and positives of objects in motion 
and objects at rest: 


(ccc) To manufacture, buy, hire, lease, 
sell, deal in or otherwise acquire, or dis- 
pose of, or use any and all materials, ap- 
paratus, equipment, and supplies of every 
description, and processes, patents, trade- 
marks, trade names, trade rights, and 
rights relating to the production, licens- 
ing, hiring, leasing, sale, and use of photo- 
graphic and other negatives and positives 
of objects in motion and objects at rest, 
whether in connection with or appertain- 
ing to the building, hiring, leasing, or op- 
eration of motion-picture theatres or other 
theatres and places of amusement and in- 
struction of every nature, character, and 
description, or otherwise: 


(ddd) To apply for, purchase, or other- 
wise acquire, hire, lease, hold, own, use, 
operate, sell, assign, and otherwise dispose 
of any and all trade-marks, trade names, 
and trade rights, letters patent, licences, 
concession, processes, or information with 
respect thereto, or interest therein, and 
any and all inventions, improvements, 
and processes, and to use, exercise, de- 
velop, grant licences in respect of, or 
otherwise turn to account any such letters 
patent, licences, concessions, processes, or 
information with respect thereto, or in- 
terest therein: 


(eee) To trade in, buy, sell, lease, use, 
operate, maintain, let or hire, deal in and 
with, dispose of, manufacture and repair 
automobiles, trucks, tractors, motor- 
cycles, and motor-vehicles of all kinds, 
and the accessories and parts thereof of 
every kind and description, and to carry 
on the business of dealers in and manu- 
facturers of any of the said articles: 


(/ff) To manufacture, assemble, im- 
port, export, buy, sell, lease, rent, and 
otherwise deal in and deal with motor- 
trucks, trucks, tractors, motor-cars, auto- 
mobiles, cycles, motor-boats, aeroplanes, 
carriages, conveyances of all kinds, trans- 
portation systems of all kinds, and all 
parts used in the construction thereof, as 
well as motors, engines, machinery of all 
kinds, and motor and electrical acces- 
sories and supplies, and to carry on a gen- 
eral machine-shop business; to repair, 
improve, and deal in all kinds of trucks, 
carriages, vehicles, automobiles, and con- 
veyances of all kinds, wheels, springs, 
axles, lamps, automobile supplies, rims, 
and lumber, and to carry on a general 
repair and garage business: 

(ggg) For the purposes of the Company 
to carry on the business of truckmen, 
draymen, mechanical engineers, and 
manufacturers and workers and dealers 
in motive power, and any business in 
which the use or application of gasoline, 
compressed air, electricity, or any other 
power is or may be useful or convenient: 

(hhh) To carry on business as investors 
(capitalists, financiers), and promoters, 
and to execute and carry on all kinds of 
financial, commercial, trading, and other 
operations, and to carry on the business 
of promoting, organizing, establishing, 
administering, operating, purchasing, ac- 
quiring, disposing of, and otherwise deal- 
ing in and with financial, commercial, 
industrial, manufacturing, transportation, 
agricultural, mining, and other enterprises 
with a view to profit: 

(iii) To promote, organize, develop, 
manage, or assist in the promotion, or- 
ganization, development, and manage- 
ment, of any corporation, company, syn- 
dicate, enterprise, or undertaking, and as 
incidental thereto to undertake, manage, 
control, or otherwise deal with the busi- 
ness and undertaking of any corporation, 
company, firm, or individual for the pur- 
pose of protecting securities issued there- 
by and realizing upon the claims thereon: 

(jj) To procure capital, credit, or other 
assistance for establishing, extending, or 
reorganizing any enterprise or industry 
carried on or intended to be carried on 
by any person, firm, corporation, or 
company: 

(kkk) To underwrite, subscribe for, and 
acquire by exchange, purchase, or other- 
wise, and to hold, sell, transfer, assign, 
or otherwise dispose of, and turn to ac- 
count the stock, shares, bonds, debentures, 
debenture stock, notes, and other securi- 
ties and evidences of interest in or indebt- 
edness of, and all other interest in and 
claims upon any person, firm, voluntary 
association, trust, company, or corpora- 
tion, and while the owner or holder there- 
of to exercise all the rights, powers, and 
privileges of ownership, including all vot- 
ing rights, if any, with respect thereto: 

(1) To carry on the business of res- 
taurateurs; to sell food and beverages to 
the public, and to deal in foods and pro- 
visions of every kind and description: 

(mmm) To carry on the business of 
Owners and operators of restaurants, 
cafés, lunch-rooms, and dining-rooms: 

(nnn) To engage in and carry on all or 
any of the businesses, both at wholesale 
and retail, of bakers, confectioners, 
butchers, dairymen, grocers, news ven- 
dors, and tobacconists: 

(000) To operate retail stores for the 
sale of candy, cigarettes, newspapers, and 
such other articles as may be necessary 
for the convenience of the customers and 
others dealing with the Company: 
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(ppp) To build, acquire, own, operate, 
manage, and conduct refreshment-rooms, 
lunch-bars, coffee-rooms, cafeterias, and 
sandwich-bars: 

(qqq) To buy, sell, and otherwise ac- 
quire, dispose of, and deal in, and to treat, 
refine, process, or otherwise deal in rub- 
ber and rubber products, whether natural 
or synthetic, and all other goods, wares, 
and merchandise, and to manufacture 
articles of every kind and description 
made wholly or in part of rubber, and to 
act as agents for dealers in rubber and 
rubber goods on commission or other- 
wise: 

(rrr) To acquire, buy, purchase, lease, 
or otherwise, mills, factories, and ware- 
houses for the manufacture, preparation, 
treating, and storing of rubber and rubber 
products: 

(sss) To mine, quarry, excavate, and 
otherwise acquire gravel, sand, limestone, 
sandstone, building stone, and building 
materials of all kinds: 

(ttt) To buy, sell, or otherwise acquire, 
dispose of, and deal in sandstone, gravel, 
brick, building material, builders’ and 
contractors’ supplies, plant, and acces- 
sories of whatsoever kind and description: 

(uuu) To carry on business as quarry 
masters and stone merchants, and to 
manufacture, buy, sell, and deal in, get, 
work, shape, hew, carve, polish, crush, 
saw, and prepare for market or use stone, 
lime, cement, sand, ore, minerals, and 
building materials of all kinds, and to 
acquire, open up, and work stone and 
marble quarries, and generally to manu- 
facture and otherwise operate as builders 
and contractors for the execution of 
works and buildings of all kinds: 

(vvv) To construct, purchase, lease, or 
otherwise acquire, charter, own, maintain, 
operate, and manage steamships, vessels, 
tugs, dredges, lighters, barges, boats, and 
water craft of every description, and 
lands, water lots, docks, wharves, basins, 
slips, harbour and port works, and ter- 
minal and other facilities, easements, and 
privileges of every description: 

(www) To make traffic or other ar- 
rangements with any railway, steam boat, 
navigation, or other company, or any gov- 
ernment or municipal organization whose 
line of railway or vessels, or any part of 
its undertaking communicates with or is 
contiguous to that of the Company, or 
may be conveniently operated therewith, 
and to enter into agreements with such 
other company or companies, govern- 
ment, or organization for the conveying 
or leasing to or from it of any part of 
such undertakings or works: 

(xxx) To carry on the business of 
dredging in all its various branches; to 
buy, sell, manufacture, purchase, lease, or 
otherwise acquire, own, maintain, and 
operate docks, scows, lighters, derricks, 
vessels (steam or otherwise), engines, cars, 
wagons, tools, and personal property of 
every class and description convenient or 
necessary in carrying on the business of 
dredging: ' 

(yyy) To carry on the business of im- 
porters, exporters, storers, transporters, 
marketers, suppliers, and distributers of, 
and traders in gasoline, oils, petroleum, 
petroleum products and by-products of 
every kind and description: 

(zzz) To purchase, lease, or otherwise 
acquire, hold, own, maintain, manage, 
and operate garages, gasoline, oil, and 
petroleum-products stations, storehouses, 
storerooms, warehouses, and other like 
places for the safekeeping, cleaning, re- 
pairing, and care generally of automo- 
biles and motor-cars of all and every 
kind, description, and class; to rent, lease, 


and hire motor-cars, trucks, and automo- 
biles of all kinds, and to operate any 
shops and conveniences and supply any 
services which can be conveniently op- 
erated or supplied in connection with any 
of the foregoing: 

(aaaa) To carry on the business of 
manufacturers and dealers in automobile 
tires, tubes, and accessories, and all de- 
scriptions of rubber goods: 

(bbbb) To carry on the business of 
towing in all its branches, and to carry on 
a general wrecking and salvaging busi- 
ness: 

(cccc) To acquire, construct, and oper- 
ate tugs, scows, lighters, barges, dredgers, 
ferry-boats, steam boats, and vessels of 
every kind, and to carry on a general 
shipping business: 

(dddd) To carry on the business of 
truck and transport operators, including 
all or any of the following businesses: 
General carriers, forwarding agents, stor- 
age, customs, and warehousemen, trans- 
fer and express agents, and to carry on 
any business similar to the foregoing or 
which may be carried on advantageously 
therewith: 

(eeee) To buy and sell by wholesale or 
retail, exchange, or otherwise deal in ve- 
hicles, engines, trucks, carriages, or other 
vehicles propelled by any power whatso- 
ever, and to deal in gasoline and allied 
products: 

(ffff) To carry on the business of pro- 
prietors of omnibuses, cabs, drays, taxi- 
cabs, motor-buses, auto-drays, motor- 
trucks, or other private or public convey- 
ances; to carry on all or any of the fol- 
lowing businesses: General carriers, rail- 
way and forwarding agents, storage and 
warehousemen, transfer and _ express 
agents, and any other similiar business; to 
carry on the business of operating motor- 
omnibuses of all kinds and motor-trucks 
at such places as the Company may see 
fit, and to operate omnibuses, motor-buses 
or vehicles for the carrying of passengers 
or goods for hire: 


(gggg) To carry on the business of 
warehousing and cold storage, and all the 
business necessarily or impliedly inci- 
dental thereto, and to further carry on the 
business of general warehousing in all its 
several branches; to construct, hire, pur- 
chase, operate, and maintain all or any 
conveyances for the transportation in cold 
storage or otherwise, by land or water, 
of any and all products, goods, or manu- 
factured articles; to issue certificates and 


warrants, negotiable or otherwise, to per-, 


sons warehousing goods with the Com- 
pany; to manufacture, sell, and trade in 
all goods usually dealt in by warehouse- 
men; to construct, purchase, take on 
lease, or otherwise acquire any wharf, 
pier, dock, or works capable of being 
advantageously used in connection with 
the shipping and carrying or other busi- 
ness of the Company, and generally to 
carry on or undertake any business under- 
taking, transaction, or operation com- 
monly carried on or undertaken by ware- 
housemen, and any other business which 
may from time to time seem to the direc- 
tors capable of being conveniently carried 
on in connection with the above or cal- 
culated directly or indirectly to enhance 
the value of or render profitable any of 
the Company’s properties or rights: 
(hhhh) To carry on in all or any of 
their branches all or any one or more of 
the following businesses: The business of 
designing, manufacturing, selling, and 
dealing in scales, weighing machines, 
recording instruments, and other kinds of 
machines and apparatus for recording 
weights and measures, the business of de- 


signing, manufacturing, operating, selling, 
and dealing in all other kinds of ma- 
chinery and equipment, the business of 
machinists, metallurgists, iron founders, 
mechanical engineers, contractors, brass 
founders, metal workers, smiths, painters, 
carriers, and merchants: 

(iiii) To manufacture, buy, sell, deal, 
and trade in all kinds of metals, wire, 
wire nails, wire cables, lightning rods, 
and all other merchandise manufactured 
from metal or wire, or in the manufacture 
of which metal or wire is used; to manu- 
facture, buy, sell, deal, and trade in all 
kinds of merchandise made and con- 
structed in whole or in part from wood, 
glass, or fabric, or in the manufacture of 
which wood, glass, or fabric is used; to 
manufacture, buy, sell, deal, and trade in 
any of the supplies and material used in 
the production of any of the products or 
merchandise herenibefore mentioned: 

(jjjj) To manufacture, purchase, and in 
any manner acquire; to own, hold, and 
otherwise turn to account, and to sell, 
and in any manner dispose of, and to 
trade in and deal with goods, wares, mer- 
chandise, and personal property of every 
class and description. 


S. W. -TAYLOR, 
mh26—1997 Registrar of Companies. 


* COMPANIES ACT” 
No. 43954. 

NOTICE is hereby given that “Acme 
Pallets Ltd.” was incorporated under the 
“Companies Act” on the 23rd day of 
February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
a 104, 569 Howe Street, Vancouver, 
BY, 

The object for which the Company is 
established is: To carry on any or all 
lines of business as manufacturers, pro- 
ducers, merchants, wholesale and retail, 
importers and exporters, generally with- 
out limitation as to class of products and 
merchandise, and to manufacture, pro- 
duce, adapt, prepare, buy, sell, and other- 
wise deal in any articles or things re- 
quired in connection with or incidental to 


such business. 
S. W. TAYLOR, 
mh26—2121 Registrar of Companies. 


“COMPANIES ACT” 
No. 43953. 


NOTICE is hereby given that “ L. & M. 
Repairs Ltd.” was incorporated under the 
“Companies Act” on the 23rd day of 
February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares of a nominal or 
par value of one dollar each. 

The address of its registered office is 
at the offices of Donald R. Currie, bar- 
rister and solicitor, Suite 4, Willis-Harper 
Block, 282 Reid Street, Quesnel, B.C. 

The objects for which the Company is 
established are:— 

_ (a) To manufacture, repair, buy, sell, 
import, export, exchange, and generally 
deal in all kinds of automobiles, motors, 
engines, machines, carburetors, acces- 
sories, and parts, and all kinds of ma- 
chinery, implements, utensils, apparatus, 
lubricants, cements, solutions, and appli- 
ances, whether incidental to the construc- 
tion of motor-cars or otherwise, rubber 
and articles and goods of all kinds of 
which rubber is a component part, to- 
gether with the various materials which 
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enter into the manufacture of such 
articles and goods, and fuel-saving, me- 
chanical, and electrical apparatus and de- 
vices, and all things capable of being used 
therewith or in the manufacture, main- 
tenance, and working thereof respectively: 

(b) To keep, maintain, operate, and 
manage garages, storehouses, storerooms, 
warehouses, and other like places for the 
safekeeping, cleaning, repairing, and care 
generally of automobiles and motor-cars 
of any and every kind and description, 
and to rent, lease, and hire motor-cars, 
trucks, and automobiles of all kinds, and 
to carry and transport passengers and 
freight in the same upon such terms and 
conditions as the Company may consider 
advisable: 

(c) To manufacture and repair, and to 
purchase, sell, and deal in hardware: 

(d) To carry on the business of im- 
porters, exporters, producers, refiners, 
storers, transporters, marketers, suppliers, 
and distributers of, and traders in petro- 
leum and petroleum products and by- 
products of every kind and description, 
and natural gas: 

(e) To use any of the funds of the 
Company in the purchase of shares in 
any other company: 

(f) To manufacture, buy, sell, and deal 
in automobiles, trucks, tractors, farm ma- 
chinery and implements, cars, boats, fly- 
ing machines, and other vehicles, and 
their parts and accessories, and kindred 


articles. 

S. W. TAYLOR, 
mh26—2121 Registrar of Companies. 
“COMPANIES ACT” 

No. 43955. 


NOTICE is hereby given that “ Vicki 
Manor Ltd.” was incorporated under the 
“Companies Act” on the 23rd day of 
February, 1959. 

The authorized capital of the Company 
is sixty thousand dollars, divided into ten 
thousand common shares of the par value 
of one dollar each and five thousand pref- 
erence shares of the par value of ten dol- 
lars each. 

The address of its registered office is 
915 Rogers Building, 470 Granville Street, 
Vancouver 2, B.C. 


The objects for which the Company is 
established are:— 


(a) To carry on the business of owners 
and proprietors of an apartment house, 
an apartment hotel, hotel, or motel, in 
all their respective branches: 


(b) To acquire by purchase, lease, ex- 
change, barter, or otherwise, land, and 
any estate or interest therein, any rights 
over or connected with land, and any 
buildings or structures, and turn the same 
to account as may seem expedient, and 
in particular by constructing, reconstruct- 
ing, altering, renovating, decorating, fur- 
nishing, and maintaining the apartment 
houses, apartment hotels, hotels, and 
motels, offices, flats, houses, shops, build- 
ings, works, and conveniences of all 
kinds, and by consolidating or connecting 
or subdividing properties, and by selling, 
leasing, exchanging, mortgaging, or other- 
wise disposing of the whole or any por- 
tion of the said lands, and all or any of 
the said buildings or structures, together 
with their furnishings and contents, that 
are now or may hereafter be erected or 
be thereon, and to take security thereon 
as may be necessary: 


(c) To borrow or raise or secure the 
payment of money in any amount, even 
in excess of the authorized capital of the 
Company, or in such manner as the Com- 
pany shall think fit, and in particular by 


the issue of debentures or debenture 
stock, perpetual or otherwise, charged 
upon any or all of the Company’s prop- 
erty, both present and future, including its 
uncalled capital, and to purchase, redeem, 
or pay off any such securities: 

(d) To do all such other things as are 
incidental or conducive to the attainment 
of the above objects, and the carrying on 
of any business incidental to any of the 
foregoing objects of the Company. 


S. W. TAYLOR, 
mh26—2122 Registrar of Companies. 


“COMPANIES ACT” 
No. 43932. 


NOTICE is hereby given that “ Future 
Securities Ltd.” was incorporated under 
the “Companies Act” on the 18th day 
of February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
thousand common shares and nine thou- 
sand preference shares, both of the par 
value of one dollar each. 

The address of its registered office is 
3387 Quesnel Drive, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To deal in, promote, and develop 
real estate: 

(b) To invest in securities for the pur- 
pose of income, but not for trading: 

(c) To guarantee and become surety 
for the performance of any contract, obli- 
gation, or undertaking made or to be 
made by any person, firm, or corporation 
whatsoever, and to secure the perform- 
ance thereof by mortgage or charge on 
all or any of the property or assets of the 
Company, including its unpaid or un- 
called capital for the time being, or in 
any other manner whatsoever; provided 
that nothing herein contained shall confer 
on the Company the powers of an insur- 
ance company within the meaning of the 
“Insurance Act.” 





S. W. TAYLOR, 
mh26—1997 Registrar of Companies. 


“COMPANIES ACT” 
No. 43947, 


NOTICE is hereby given that “ Mon- 
arch Securities Ltd.” was incorporated 
under the “ Companies Act” on the 20th 
day of February, 1959. 


The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with the par 
value of one dollar each. 


The address of its registered office is 
4673 Kingsway, Burnaby, B.C. 

The objects for which the Company is 
established are:— 


(a) To invest the capital of the Com- 
pany, and any accretions thereto, and 
such part of the income of the Company 
as the directors may from time to time 
determine, in such lands, mortgages, de- 
bentures, bonds, stocks, shares, and other 
forms of real and personal property as 
may be selected by the directors for the 
purpose of investment, but not of specu- 
lating or trading, and from time to time 
to change, by sale or otherwise, such in- 
vestments for others of a similar nature: 

(b) To loan the Company’s money on 
real or personal security or otherwise, and 
to carry out and to lend and advance 
money to such parties and on such terms 
as may seem expedient, and to purchase, 
discount, make, draw, accept, and en- 
dorse conditional sales contracts, chattel 
mortgages, lien notes, promissory notes, 
bills of exchange, and other negotiable 
instruments or securities: 


(c) All matter of transactions ancillary 
or incidental to the foregoing: 

(d) To borrow and raise money on any 
liens or conditions, and, in particular, by 
the issue of redeemable debentures or 
debenture stock, mortgages, bonds, or 
other securities, and to mortgage all or 
any part of the Company’s property, in- 
cluding its uncalled capital, for the pur- 
pose of securing such debentures, deben- 
ture stock, mortgages, bonds, or other 


securities. 

S. W. TAYLOR, 
mh26—2107 Registrar of Companies. 
“COMPANIES ACT” 

No. 43933. 


NOTICE is hereby given that “ Gold- 
stream Inn Ltd.” was incorporated under 
the “Companies Act” on the 18th day 
of February, 1959. 

The Company is authorized to issue 
fifty thousand shares without nominal or 
par value. 

The address of its registered office is 
800 Hall Building, 789 West Pender 
Street, Vancouver, B.C. 


The object for which the Company is 
established is: To carry on the business 
of hotel, restaurant, café, tavern, licensed 
beer-house, refreshment-room, and lodg- 
ing-house keepers, licensed victuallers, 
vendors of and dealers in aerated, min- 
eral, and artificial waters and other 
drinks, purveyors and caterers for public 
amusements generally, automobile and 
carriage proprietors, garage keepers, 
dairymen, ice merchants, importers and 
brokers of food, of live and dead stock, 
perfumers, chemists, proprietors of baths, 
dressing-rooms, laundries, reading, writ- 
ing, and newspaper rooms, libraries, 
grounds, and places of amusement and 
recreation and sport, entertainment, and 
instruction of all kinds, tobacco and cigar 
merchants, agents for railway and ship- 
ping companies, carriers, vendors, and 
dealers in books, papers, magazines, post- 
cards, theatrical and opera box-office 
proprietors, entrepreneurs, and general 
agents, and any other business which can 
conveniently be carried on in connection 
therewith. 


S. W. TAYLOR, 
Registrar of Companies. 


CERTIFICATE OF INCORPORATION 


mh26—1997 








“Co-operative Associations Act” 
Canada: 
Province of British Columbia. 


No. 749. 

I HEREBY CERTIFY that “ Ymir 
Television Co-operative Society ” has this 
day been incorporated as an Association 
under the “Co-operative Associations 
Act” and that the denomination of its 
shares is one dollar each. 


The registered office of the Association 
will be situate at Ymir, Province of 
British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this eighteenth day of February, one thou- 
sand nine hundred and fifty-nine. 


S. W. TAYLOR, 
Registrar of Companies. 


The objects of the Association are: — 

(a) To carry on the business of dis- 
tributing goods and services in all 
branches, whether wholesale or retail: to 
buy, sell, manufacture, and deal in goods, 
stores, articles for consumption, for per- 
sonal use or adornment, or otherwise, and 
chattels and effects of all kinds; to trans- 
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act business for other persons or corpora- 
tions as agents, and to provide services of 
all kinds for the convenience and advan- 
tage of the members of the Association or 
its patrons: 

(b) To make arrangements with per- 
sons engaged in trade, business, or pro- 
fession, and others, for the concession to 
the Association’s members, ticket-holders, 
and others of any special rights, privi- 
leges, and advantages, and in particular 
in regard to the supply of goods, and for 
services: 

_ (c) To own and operate hotels, room- 
ing-houses, restaurants, lunch-counters, 
libraries, gas-stations, garages, repair- 
shops, machine-shops, and locker-plants: 

(d) To buy, sell, lease, mortgage, or 
otherwise acquire, and dispose of any 
lands, buildings, machinery, and merchan- 
dise of every description; to erect, pull 
down, alter, or otherwise deal with any 
building thereon: 

(e) To market goods or services of all 
sorts and kinds produced or rendered by 
members of the Association or otherwise. 


mh26—1996 
“COMPANIES ACT ” 
No. 43949. 


NOTICE is hereby given that “Brothers 
Development Equipment Co. Ltd.” was 
incorporated under the “Companies Act” 
on the 20th day of February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares of a nominal or 
par value of one dollar each. 

The address of its registered office is 
714 Birks Building, 718 Granville Street, 
Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of selling 
and leasing of machinery of all kinds, and 
to deal in and manufacture, repair, ac- 
quire, buy or sell, lease, exchange, set up, 
equip, or deal in engines, machinery, 
tools, dies, or implements of all kinds, 
and to acquire, buy, sell, exchange, lease, 
and deal in all materials, metals, and 
articles used in the manufacture and re- 
pair of engines, machinery, tools, dies, 
and implements, or in any way in con- 
nection with engines, machinery, tools, 
dies, and implements: 

(b) To carry on any or all lines of busi- 
ness as manufacturers, producers, mer- 
chants, wholesale and retail, importers 
and exporters, generally without limita- 
tion as to class of products and merchan- 
dise, and to manufacture, produce, adapt, 
prepare, buy, sell, lease, and otherwise 
deal in any materials, articles, or things 
required in connection with or incidental 
to such business: 

(c) To borrow or raise money on and 
to mortgage or charge the lands, property, 
or rights of the Company, or any part 
thereof, as may be necessary or con- 
venient for the purposes of the Company, 
either to individual persons or companies, 
with power to accept shares or debentures 
in other companies, and (in case of 
shares) either wholly paid or partly paid 
up, as consideration for the above, and to 
hold, sell, or otherwise dispose of such 
debentures and shares as may be deemed 
most expedient; to promote or assist 1n 
promoting any company or companies, 
joint-stock companies, or societies, an- 
onymes, for the purpose of taking over, 
acquiring, or working any property and 
liabilities of the Company, or for any 

other purpose which may seem directly or 
indirectly calculated to benefit the Com- 
pany; to take, or otherwise acquire, and 
hold, sell, or otherwise dispose of shares 


in any other company having objects al- 
together or in part similar to those of 
this Company, or carrying on any busi- 
ness capable of being conducted so as 
directly or indirectly to benefit this Com- 
pany: 

(d) To loan money upon the security 
of any and all kinds and descriptions of 
real and personal property, wheresoever 
situated, and particularly, but without 
affecting the generality of the foregoing, 
mortgages (whether first or subsequent), 
and agreements for sale of either real or 
personal property, stocks, shares, deben- 
ture stocks and bonds, debentures, bonds, 
charterparties, bills of exchange, bills of 
lading, deposit receipts, contracts, war- 
rants, and any other negotiable or trans- 
ferable interests, documents, or securities: 

(e) To guarantee and become surety 
for the performance of any contract, ob- 
ligation, or undertaking made to secure 
the performance thereof by mortgage or 
charge on all or any of the property or 
assets of the Company, including its un- 
paid or uncalled capital for the time be- 
ing, or in any other manner whatsoever; 
provided that nothing contained shall 
confer in the Company the powers of an 
insurance company within the meaning 
of the “Insurance Act,” chapter 164, 
eS ine Statutes of British Columbia, 
1948 ”: 

(f) To make loans to the Company’s 
shareholders or directors on such terms 
as to security and at such rate of interest 
as the directors of the Company may 


approve. 
S. W. TAYLOR, 
mh26—2108 Registrar of Companies. 


“ COMPANIES ACT ” 
No. 43948. 

NOTICE is hereby given that “ Vander 
Pol’s Eggs Ltd.” was incorporated under 
the “Companies Act” on the 20th day 
of February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
46 Begbie Street, New Westminster, B.C. 

The object for which the Company is 
established is: To sell, breed, and raise, 
import, export, improve, prepare, deal, 
and trade in cattle, pigs, poultry, and live 
and dead stock of every description, milk, 
cream, butter, cheese, eggs, and any other 
commodities, goods, or things, either 
wholesale or retail. 


S.“W. TAYLOR; 
mh26—2107 Registrar of Companies. 


“COMPANIES ACT” 
No. 43462. 

NOTICE is hereby given that “ Trans- 
Nation Emporium Ltd.” was incorporated 
under the “Companies Act” on the 31st 
day of December, 1958. 

The authorized capital of the Company 
is two hundred thousand dollars, divided 
into twenty thousand preference shares 
with a nominal or par value of ten dol- 
lars each. 


The Company is also authorized to is- 
sue ten thousand common shares without 
nominal or par value. 

The address of its registered office is 
508 Hornby Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To buy, sell, import or export, 
manufacture, or otherwise deal with, or 
dispose of all kinds and classes of goods 
and chattels or anything of a like or 


similar nature which can with advantage 
to the Company be dealt with in connec- 
tion with the above businesses, either as 
retail or wholesale merchants: 

(b) To purchase shares or interests in 
any other company which to the directors 
may seem of advantage to the Company: 

(c) To open branch offices of the Com- 
pany: 

(d) To act as agents for other busi- 
nesses: 

(e) To deal in drugs and drug sundries 
and to operate a restaurant or coffee 
counter or businesses of a similar nature: 

(f) To take over and operate as a going 
concern the business of Kuo Seun Im- 
porters Co. Ltd. 

S. W. TAYLOR, 
mh26—2105 Registrar of Companies. 


“COMPANIES ACT” 
No. 43935. 


NOTICE is hereby given that “ Tula- 
meen Forest Products Ltd.” was incorpo- 
rated under the ‘“ Companies Act ” on the 
19th day of February, 1959. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
208 Main Street, Penticton, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of timber 
merchants, sawmill, shingle-mill, and 
pulp-mill owners, loggers, lumbermen, 
and lumber merchants in any and all their 
branches; to buy, sell, prepare for mar- 
ket, manipulate, import, export, and deal 
in logs, timber, piles and poles, lumber, 
and wood of all kinds, and to manufac- 
ture and deal in lumber, timber, shingles, 
laths, sashes and doors, portable houses, 
buildings, and all articles and materials in 
the manufacture whereof timber, lumber, 
or wood is used: 


(b) To acquire by purchase, lease, hire, 
exchange, or otherwise, timber lands, 
leases, or claims, rights to cut timber, sur- 
face rights, and rights-of-way, water 
rights and privileges, patents, patent rights 
and concessions, and other real or per- 
sonal property: 

(c) To carry on the business of manu- 
facturers of every and all kinds of lum- 
ber in all its branches; to build, construct, 
and equip mills; to construct dams, high- 
ways, roads, etc. 


S. W. “TAYLOR, 


mh26—2105 Registrar of Companies. 





“COMPANIES ACT” 
No. 43969. 

NOTICE is hereby given that “Double 
U Ranch Ltd.” was incorporated under 
the “Companies Act” on the 25th day 
of February, 1959, 

The Company is authorized to issue 
ten thousand shares without nominal or 
par value. 


The address of its registered office is 
Sixth Floor, The Canadian Bank of Com- 
merce Building, 640 West Hastings Street, 
Vancouver, B.C. 

The objects for which the Company is 
established are:— 


(a) To own and operate one or more 
farms, and to carry on the business as 
farmers, ranchers, cow keepers, millers, 
market gardeners, and as dealers in and 
producers of dairy, farm, and garden 
produce of all kinds, and, in particular, 
milk, cream, butter, cheese, poultry, eggs, 
fruit, vegetables, honey, hay, rye, oats, 
wheat, grain of all kinds, and all other 
products from farming operations: 
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(6) To carry on the business of im- 
porters of, exporters of, and dealers in 
meat, live cattle, sheep, hogs, stock of all 
kinds, whether dead or alive, and in all 
branches of such respective trades or busi- 
ness: 

(c) To manufacture, produce, buy, im- 
port, and otherwise acquire, and to sell, 
export, distribute, and otherwise dispose 
of and deal in and with in any way or 
manner whatsoever all kinds and descrip- 
tions of dairy, farm, and garden produce, 
and all by-products of the same, whether 
food or otherwise: 

(d) To carry on the business of general 
contractors and to enter into contracts to 
construct, execute, and to carry on all 
description of works, and to carry on for 
the purpose aforesaid the business of a 
general construction company and con- 
tractors for the construction of works, 
public and private: 

(e) To carry on the business of manu- 
facturers’ agents or representatives, and 
to establish, maintain, and conduct a job- 
bing, commission, and general agency 
business, either wholesale or retail. 


Sv, LAYILOR: 
Registrar of Companies. 


“COMPANIES ACT” 
No. 43971. 


NOTICE is hereby given that “ Mount 
Royal Investments Ltd.” was incorporated 
under the “Companies Act” on the 25th 
day of February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
920 Birks Building, 718 Granville Street, 
Vancouver, B.C. 

The object for which the Company is 
established is: To acquire and hold real 
and personal property of every kind and 
description for the purpose of investment, 
and for the purpose of earning rent and 
interest, but not to trade in the same as 
a business or plan for profit. 


SW. TAYLOR; 


mh26—2132 


mh26—2132 


“COMPANIES ACT” 
No. 43970. 


NOTICE is hereby given that ‘“Na- 
naimo Paint Centre Ltd.” was incorpo- 
rated under the “ Companies Act” on the 
25th day of February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares of a nominal or 
par value of one dollar each. 

The address of its registered office is 
care of Miller & Currie, barristers and 
solicitors, Addison Building, 495 Duns- 
muir Street, Nanaimo, B.C. 

The objects for which the Company is 
established are:— 

(a) To manufacture, import, export, 
buy, sell, and deal in, either at wholesale 
or retail, paints, polishes, glazes, finishes, 
pigments, stains, varnishes,  shellacs, 
chemicals, cleaning materials, sealing ma- 
terials, and all ingredients and products 
thereof, and materials relating thereto; 
to act as agents for either persons or cor- 
porations carrying on similar business, 
and to carry on any other business of a 
like nature or incidental to the foregoing: 

(b) To buy, sell, and deal in, either at 
wholesale or retail, all kinds of paint and 
paint supplies, including oil and water 
paints, finishes, varnishes, cleaning ma- 
terials, turpentines, oils, or ingredients 
thereof, and all kinds of machines, imple- 


Registrar of Companies. 


ments, utensils, apparatus, and solutions 
and compounds, whether incidental to the 
manufacture of any of the foregoing, or 
otherwise, and to carry on the business, 
occupation, or employment of and dealers 
in paints and varnishes, supplies and 
articles associated therewith: 

(c) To carry on the business, either 
wholesale or retail, of general hardware 
merchants, and to do all such things as 
are incidental or conducive to any of the 


objects herein. 

S. W. TAYLOR, 
mh26—2132 Registrar of Companies. 
“COMPANIES ACT” 

No. 43939. 

NOTICE is hereby given that “ Neva 
Holdings Ltd.” was incorporated under 
the “Companies Act” on the 19th day 
of February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
606 Birks Building, 718 Granville Street, 
Vancouver, B.C. 

The objects for which the Company is 
established are: — 

(a) To purchase and otherwise acquire 
and hold real property or any interest 
therein for the purpose of earning rents 
or occupying the premises: 

(b) To carry on the building and con- 
struction business in any and all its 


branches. 
S. W. TAYLOR, 
mh26—1999 Registrar of Companies. 


“COMPANIES ACT” 
No. 43956. 


NOTICE is hereby given that “ Ever- 
brite Aluminum Products Ltd.” was in- 
corporated under the “Companies Act” 
on the 23rd day of February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares of a nominal or par value 
of one dollar each. 

The address of its registered office is 
1325 Kingsway, Vancouver, B.C. 

The object for which the Company is 
established is: To acquire, own, and 
carry on the business of a wholesale and 
retail dealer in, and purchaser, manufac- 
turer, and vendor of all kinds and classes 
of goods, wares, and merchandise. 


S. W. TAYLOR, 
Registrar of Companies. 


“COMPANIES ACT” 
No. 43943. 


NOTICE is hereby given that “ Con- 
tinental Engineering & Supply Ltd.” was 
incorporated under the “Companies Act” 
on the 19th day of February, 1959. 

The authorized capital of the Company 
is fifteen thousand dollars, divided into 
fifteen thousand preference shares with a 
nominal or par value of one dollar each. 

The Company is also authorized to issue 
ten thousand common shares without 
nominal or par value. 

The address of its registered office is 
318, 604 Columbia Street, New Westmin- 
Suen, TBC 

The objects for which the Company is 
established are:— 

(a) To carry on the business of manu- 
facturers’ agents or representatives and 


to act in the capacity of agents for the 
manufacturers of goods: 


(b) To manufacture, produce, adapt, 
prepare, import, export, buy, sell, and 
otherwise deal in goods, wares, materials, 


mh26—2122 


articles, and merchandise of every nature 
and kind whatsoever, and, without limit- 
ing the generality of the foregoing, to 
manufacture or otherwise produce, buy, 
sell, and deal in plastics and plastic goods 
and materials, metals, chemicals, mun- 
erals, rubber and rubber products, paints, 
glass, building materials, and supplies, 
bricks, blocks, furniture, woodwork, toys, 
and all kinds of household articles, and 
to build, purchase, lease, or otherwise 
acquire, and establish factories, ware- 
houses, plants, machinery, and tools for 
the manufacture, distribution, and sale 
of all or any of the above-mentioned 
articles and things: 

(c) To apply for, obtain, register, pur- 
chase, lease, or otherwise acquire, hold, 
own, use, operate, introduce, develop, or 
control, sell, assign, or otherwise dispose 
of, take or grant licences or other rights 
with respect to, and in any and all ways 
to exploit or turn to account inventions, 
improvements, processes, copyrights, pat- 
ents, trade-marks, formule, trade names, 
and distinctive marks, and similar rights 
of any and all kinds. 


S. W. TAYLOR, 
mh26—1999 Registrar of Companies. 


“COMPANIES ACT” 
No. 43957. 


NOTICE is hereby given that “ Van’s 
Building Supplies Ltd.” was incorporated 
under the “ Companies Act ” on the 23rd 
day of February, 1959. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
508 Hornby Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To purchase the present business 
known as Van’s Building Supplies: 

(6) To manufacture, buy, sell, and deal 
in all supplies used in building and in con- 
struction, including hardware, cement, 
lumber, plumbing supplies, fixtures, and 
all other similar products: 

(c) To act as general retail and whole- 
sale merchants and distributers. 


S. W. TAYLOR, 
mh26—2122 Registrar of Companies. 


“COMPANIES ACT” 
No. 43938. 

NOTICE is hereby given that “ Pathay 

Realty Ltd.” was incorporated under the 
“Companies Act” on the 19th day of 
February, 1959. 
_ The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
103 East Pender Street, Vancouver, B.C. 

The objects for which the Company is 
established are: — 

(a) To act as an agent in dealing with 
real estate and immovable property and 
to negotiate for the purchase, sale, ex- 
change, or lease of real estate and immoy- 
able property, and generally to carry on 
the business of real-estate agents in all its 
branches: 


(b) To acquire, discount, purchase, 
hold, sell, pledge, mortgage, or otherwise 
deal with agreements for sale and pur- 
chase or mortgage of real property, or 
any interest or equity therein, and receive, 
register, execute, deliver, hold, or other- 
wise deal with agreements for sale or 
other documents comprising any interest, 
legal or equitable, in real property in con- 
nection therewith: 


1126 


THE BRITISH COLUMBIA GAZETTE 


[March 26th, 1959 


i a ce a a se a ee ee 


(c) To act as agents or attorneys for 
the management of estates, the sale of 
property, the handling of loan payments, 
transmission, and collection of moneys, 
rents, interests, mortgages, and other se- 
curities, and undertaking of investigations, 
valuations, sales, exchanges, leases, and 
the like: 

(d) To acquire, purchase, and hold land 
for the the purpose of subdivision: 

(e) To carry on a construction business 
for the construction and erection of all 
types of structures: 

(f) To carry on the business of insur- 
ance brokers, and to act as insurance 
agents, and to represent any and all com- 
panies, firms, or individuals engaged in 
any branch of the said business, and to 
accept or pay in all commissions or other 
remunerations for services rendered in all 
manner of insurance except life. 


S. W. TAYLOR, 
mh26—1999 Registrar of Companies. 


“COMPANIES ACT” 
No. 43951. 

NOTICE is hereby given that “ Guy 
Cartage & Contracting Ltd.” was incorpo- 
rated under the “ Companies Act ” on the 
23rd day of February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares of one dollar 
each. 

The address of its registered office is 
oe Eighth Avenue, New Westminster, 
B 


The objects for which the Company is 
established are:— 

(a) To own and operate trucks and 
equipment, and to carry on business as 
hauling contractors: 

(b) To carry on business of general 
carriers, agents, storage, and warehouse- 
men, transfer and express agents, or any 
other similar business. 


Sr We LAVLOR: 
mh26—2120 Registrar of Companies. 
“COMPANIES ACT ” 
No. 43965. 

NOTICE is hereby given that “ Gill- 
Pix Holdings Ltd.” was incorporated un- 
der the “Companies Act” on the 24th 
day of February, 1959. 

The Company is authorized to issue ten 
thousand common shares without nom- 
inal or par value. 

The address of its registered office is 
530 Rogers Building, 470 Granville Street, 
Vancouver, B.C. 

The objects for which the Company is 
established are: — 

(a) To carry on the business of com- 
mon carriers by land, water, or air, and 
in connection therewith to contract with 
corporations, firms, and (or) individuals 
for the carriage and transport of any 
goods, chattels and merchandise, money, 
packages or parcels that may be entrusted 
to them for conveyance from one place 
to another within the Dominion of Can- 
ada or from any place within the Domin- 
ion of Canada to any foreign land, 
whether by land, water, or air: 

(b) To carry on the business of for- 
warders, custom-house brokers, and ware- 
housemen, and as agents for placing or 
procuring cargo: 

(c) To make traffic or other arrange- 
ments with any common carriers by land, 
water, or air, and to enter into agree- 

ments with such common carriers for the 
forwarding of any goods, chattels, pack- 
ages and parcels to or from them: 





(d) To buy, sell, import, export, manu- 
facture, or deal in goods, wares, and mer- 
chandise of all kinds and descriptions: 

(e) To carry on the business of motor- 
truck, auto-dray, or other private or pub- 
lic conveyance, transfer and express agent, 
and any other similar business: 

(f) To make advances and lend money 
upon the security of real and personal 
property of every description or upon the 
personal security or upon the covenants 
of any person, firm, or corporation, or 
without security: 

(g) To carry out any transactions or 
operations whatsoever which may be 
lawfully undertaken and carried out by 
capitalists, brokers, merchants, under- 
writers, financiers, or concessionaries, and 
to carry on a general financial business 
and general financial operations of all 
kinds: 

(h) To take part in the management, 
supervision, and control of the business 
or operations of any undertaking, shares 
or securities of which are held by the 
Company, or in which the Company is 
otherwise interested, and for that purpose 
to appoint and remunerate any directors, 
agents, or employees: 

(i) To take and hold mortgages, liens, 
and charges on real. property, and gen- 
erally to deal in lands and real estate of 
all and every kind and description. 


S. W. TAYLOR, 
mh26—2119 Registrar of Companies. 


“ COMPANIES ACT ” 
No. 43944, 

NOTICE is hereby given that “Jo-Marc 
Fishing Co. Ltd.” was incorporated under 
the*“ Companies Act” on the 19th day 
of February, 1959. 

The authorized capital of the Company 
is fifty thousand dollars, divided into fifty 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
317, 175 East Broadway, Vancouver, in 
the Province of British Columbia. 


The objects for which the Company is 
established are:— 

(a) To carry on a general fishing and 
fish-buying business, and net, catch, cure, 
dry, smoke, preserve, can, buy and sell, 
and otherwise deal in fish, fish products, 
oils, and other by-products thereof: 

(b) To construct, purchase, charter, 
hire, lease, or otherwise use, equip, op- 
erate, manage, sail, or otherwise dispose 
of, and deal in seiners, dragger-seiners, 
trawlers, fish boats, tugs, barges, scows, 
ships, and other vessels, and their appli- 
ances: 

(c) To purchase, trade, in, manufac- 
ture, and deal in nets, threads, cords, net- 
tings, twines, traps, seines, lines, reels, 
corks, lead, and all other articles and 
things necessary for and used in connec- 
tion with the catching of fish and other 
products of the seas, rivers, and lakes: 

(d) To acquire, pickle, salt, freeze, 
smoke, cure, and otherwise treat, and to 
pack, store, sell, and otherwise dispose of, 


and deal in fish and all other products of 


the seas, rivers, and lakes: 

(e) To acquire, construct, and operate 
ships, boats, and vessels of all kinds, and 
wharves, piers, warehouses, storehouses, 
and all other necessary structures: 

(f) To manage and operate any and all 
kinds of real property: 

(g) To carry on the business of manu- 
facturer of and wholesale and retail deal- 
ers in canoes, boats, skiffs, yachts, barges, 
dredges, scows, and any other small 


watercraft for use either for business or 
pleasure, and all parts or accessories in- 
cidental thereto: 

(h) To carry on the business of marine 
towing, salvage, and ship repairing: 

(i) To transact all kinds of financial 
business; to negotiate loans; to find in- 
vestments; to carry on business as capi- 
talists, financiers, brokers, and manufac- 
turers’ agents; to purchase, or otherwise 
acquire, sell, dispose of, and deal in real 
and personal property of all kinds, and 
in particular lands, shares, stocks, deben- 
tures, securities, book debts, and any in- 
terest in real or personal property, and 
any claims against such property or 
against any person or company; to ad- 
vance money on the security of real or 
personal property; to buy, sell, and deal 
in warrants, bonds, debentures, bills of 
lading, warehouse receipts, choses in ac- 
tion, coupons, and other negotiable or 
transferable or non-negotiable securities 
or documents; to subscribe for, under- 
write, issue On commission, or otherwise 
take, hold, and deal in shares and securi- 
ties of all kinds; to carry on business as 
promoters, and to form, constitute, float, 
assist, and control companies and under- 
takings. 


mh26—2000 


S. W. TAYLOR, 
Registrar of Companies. 


“COMPANIES ACT” 
No. 43959. 
NOTICE is hereby given that “Allied 
Home Services Ltd.” was incorporated 
under the “Companies Act” on the 23rd 
day of February, 1959. 


The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
Room 1114, Vancouver Block, 736 Gran- 
ville Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 


_(a) To provide a central clearing ser- 
vice for home maintenance and repairs: 
(b) To do all things in connection with 
the above which the directors deem to be 
in the Company’s interest. 


S. W. TAYLOR, 
Registrar of Companies. 


“COMPANIES ACT” 
No, 43945. 
NOTICE is hereby given that “O. R. 
Wenner Ltd.” was incorporated under the 
“Companies Act” on the 20th day of 
February ,1959. 


The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
1680 Estevan Road, Nanaimo, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on business of electrical 
contractors: 

(b) To undertake and carry on and 
execute all kinds of commercial trading 
and other operations which may seem to 
be capable of being conveniently carried 
on in connection with the above objects, 
or which may be calculated directly or 
indirectly to enhance the value of, or 
facilitate realization of, or render profit- 
able any of the Company’s property or 
rights. 


mh26—2124 
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CERTIFICATES OF 
INCORPORATION 


“COMPANIES ACT ” 
No. 43950. 


NOTICE is hereby given that “B & B 
Planned Investments Ltd.” was incorpo- 
rated under the “ Companies Act” on the 
20th day of February, 1959. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
Suite 1011, 1030 West Georgia Street, 
Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To purchase, sell, lease, sub-let, or 
otherwise acquire or deal in real estate: 

(b) To lend or advance money, with or 
without security, and upon such terms as 
the Company may think fit, and to realize 
upon any security which may have been 
taken with respect to such loan or ad- 
vance: 

(c) To buy and hold or sell mortgagors’ 
or mortgagees’ interests in mortgages, 
vendors’ or purchasers’ interests in agree- 
ments for sale or assignments of agree- 
ments for sale, mortgagors’ or mortgagees’ 
interests in mortgages or equities in real 
property, and lessors’ or lessees’ interests 
in leases of real property: 

(d) To carry on any business which 
may seem to the Company capable of 
being carried on conveniently in connec- 
tion with the above, or calculated, direct- 
ly or indirectly, to enhance the value of 
or render profitable any of the Com- 
pany’s properties or rights: 

(e) To allot, credited as fully or partly 
paid up, the shares or bonds, debentures 
or debenture stock of the Company as 
the whole or part of the purchase price 
for any property acquired by the Com- 
pany, or for services or other valuable 
consideration. 





5. Wie EAYLOR, 
mh26—2108 


“COMPANIES ACT” 
No. 43940. 


NOTICE is hereby given that “ Rothnie 
Realty Ltd.” was incorporated under the 
“Companies Act” on the 19th day of 
February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 


The address of its registered office is 
7187 King George Highway, Newton, 
EC. 


The objects for which the Company is 
established are:— 


(a) To carry on the business of real 
estate, insurance, finance, and property 
management in all its branches, and, in 
particular, to act as real-estate agents, in- 
surance agents, and brokers, and under- 
writers, and to lend money and negotiate 
loans, either as principal or agent, and to 
undertake and carry on real-property 
management and development in all its 
branches, and generally carry on a gen- 
eral finance business of every description, 
and to carry on and undertake any busi- 
ness undertaking, transaction, develop- 
ment, or operation commonly carried on 
or undertaken by real-estate agents, insur- 
ance brokers, financial agents, or owners, 
managers, or developers of real property, 
and to carry on any other business which 
may seem to the Company capable of 
being conveniently carried on in connec- 
tion with the above, or calculated, directly 


4 


Registrar of Companies. 


or indirectly, to enhance the value of or 
render profitable any of the Company’s 
property or rights: 

(6) To acquire by grant, purchase, 
lease, sub-lease, or in any manner what- 
soever, all the lands and premises re- 
quired by the Company, and to build or 
have built any and all manner of build- 
ings or structures, houses, warehouses, 
office buildings, or other erections what- 
soever, and to sell, mortgage, lease, or 
otherwise deal with the said lands, prem- 
ises, and buildings as aforesaid: 

(c) To acquire and take over as a going 
concern the assets, lands, premises, stock- 
in-trade, goodwill, fixtures, leasehold 
rights, contracts, and benefits of any na- 
ture whatsoever of any individual, firm, 
or incorporated company carrying on 
business similar to the business to be con- 
ducted by or which this Company shall 
have power under this memorandum, or 
any alteration thereof, to conduct: 

(d) To acquire the whole or any part 
of the business property and liabilities of 
the real estate and insurance business 
carried on by Gordon Cresswell Rothnie 
in the Municipality of Surrey, under the 
name of Rothnie Realty, and to pay for 
the same by fully paid up shares of the 
Company, or to secure the price of the 
same, or any part thereof, by mortgage 
or mortgages or otherwise: 

(e) To borrow or raise or secure pay- 
ment of money in such manner and form 
as this Company may think fit, whether 
by promissory note or notes, letters of 
exchange, or other securities of the Com- 
pany, charged upon all or any of the 
Company’s property: 

(f) To do all such other acts as are in- 
cidental or conducive to the attainment 
of the above objects, or any of them, and 
and to exercise generally all such powers 
as may from time to time be exercisable 
by it and by virtue of the “Companies 
Act ” of British Columbia or of any other 
governmental Act or authority. 


S. W. TAYLOR, 
mh26—2106 Registrar of Companies. 


“COMPANIES ACT ” 
No. 43934. 

NOTICE is hereby given that ‘“ Swan’s 
Point Aquatic Ltd.” was incorporated 
under the “Companies Act” on the 18th 
day of February, 1959. 

The Company is authorized to issue 
one hundred thousand shares without 
nominal or par value. 

The address of its registered office is 
800 Hall Building, 789 West Pender 
Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on business as investors 
and promoters and to execute and carry 
on all kinds of financial, commercial 
trading, and other operations, and to 
carry on the business of promoting, organ- 
izing, establishing, administering, operat- 
ing, purchasing, acquiring, disposing of, 
and otherwise dealing in and with finan- 
cial, commercial, industrial, manufactur- 
ing, transportation, agricultural, mining, 
sporting, and aquatic enterprises, and 
other enterprises with a view to profit: 

(6) To purchase or otherwise acquire 
and to sell, exchange, lease, mortgage, 
charge, turn to account, dispose of and 
deal with property, real and personal, 
and rights of all kinds and in particular 
options, contracts, business concerns, and 
undertakings: 


(c)etc promote, organize, develop, 
manage, or assist in the promotion, organ- 
ization, development, and management of 








any corporation, company, syndicate, en- 
terprise, or undertaking, and, as incl- 
dental thereto, to undertake, manage, 
control, or otherwise deal with the busi- 
ness and undertaking of any corporation, 
company, firm, or individual for the pur- 
pose of protecting securities issued thereby 
and realizing upon the claims thereon: 

(d) To carry on the business of manu- 
facturer of and wholesale and retail 
dealer in canoes, boats, skiffs, yachts, 
barges, dredges, tugs, scows, ships, and 
generally any other vessels or boats of 
any description used on water, either for 
business or pleasure, and all parts and 
accessories incidental thereto: 

(e) To manufacture and deal in steam, 
gas, petrol, or any other kind of engines 
and machinery: 

(f) To buy, manufacture, or deal in 
supplies for the use of prospectors, camp- 
ers, fishermen, sportsmen, lumbermen, or 
others engaged in outdoor pursuits: 

g) To carry on business as merchants 
and concessionaires. 


Ss. W. TAYLOR, 
mh26—1998 Registrar of Companies. 


“COMPANIES ACT” 
No. 43936. 


NOTICE is hereby given that “ Globe 
Traders Limited” was incorporated under 
the “ Companies Act” on the 19th day of 
February, 1959. 

The authorized capital of the Company 
is fifty thousand dollars, divided into fifty 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
702, 475 Howe Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To promote, sell, advertise, dis- 
tribute, or introduce any and all manu- 
factured products, merchandise, personal 
property, and subjects of trade or com- 
merce of every kind and nature, or any 
rights or interests therein and thereto, 
and to manufacture, handle on commis- 
sion, Or otherwise deal in, contract for, 
or otherwise acquire, advertise, promote, 
introduce, distribute, buy, sell, or other- 
wise dispose of, for itself or for any other 
or others, any of the aforesaid: 


(6) To manufacture, purchase, or 
otherwise acquire, own, mortgage, sell, 
assign, and transfer, import, export, lease, 
let, operate, distribute, and deal and trade 
in and with goods, wares and merchan- 
dise, and property of every class and de- 
scription, including, but without limiting 
the generality of the foregoing, machines 
for the vending of liquid products, candy, 
confectionery, tobacco products, food and 
dairy products, and all other products of 
any kind and nature, and to dispose of 
rights for the sale or use of such manufac- 
turing or other equipment, apparatus, and 
machinery, or any goods, wares, and mer- 
chandise of the Company on royalties or 
otherwise, and to buy and sell merchan- 
dise of all kinds, both at wholesale and 
retail: 

(c) To manufacture, repair, sell, im- 
port, export, exchange, and generally deal 
in all kinds of parts, accessories, utensils, 
apparatus, lubricants, cements, solutions, 
and appliances, whether incidental to con- 
struction of motor-cars or otherwise, rub- 
ber and articles and goods of all kinds of 
which rubber is a component part, to- 
gether with the various materials which 
enter into the manufacture of such 
articles and goods, and all fuel-saving 
mechanical, and electrical apparatus and 
devices necessary in the maintenance of 
automobiles and motors of all kinds: 
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(d) To manufacture, construct, build, 
deal in, acquire by purchase, lease, or 
otherwise, sell and otherwise dispose of 
machines, machinery, parts thereof, ac- 
cessories, instruments, devices, supplies, 
attachments and equipment thereof, and 
to equip, erect, and install the same for 
use and operation by electricity, com- 
pressed air, oil, gas, or steam, or by any 
other mechanical means, and to deal in 
all other articles, devices, parts, supplies, 
attachments, and accessories connected 
therewith or relating thereto, both at 
wholesale and retail, and to make, manu- 
facture, construct, purchase, acquire, sell, 
or otherwise dispose of parts, articles, 
devices, and supplies produced by the 
said machines, machinery, and _ instru- 
ments: 

(e) To manufacture, buy sell, and deal 
in plastic substances of every kind and 
description and articles made in whole or 
part from plastic or any similar material, 
and to carry on all lines of business deal- 
ing in plastic materials, whether whole- 
sale, retail, and whether importers or 
exporters: 

(f) To carry on the business of im- 
porters and exporters and dealers in 
merchandise of all kinds, to act as custom 
brokers, agents, warehousemen, and com- 
mon carriers, to maintain warehouses, 
docks, buildings, and other erections for 
the storage and care generally of the 
goods, wares, and merchandise of the 
Company, and to act as representatives 
and commission merchants and brokers 
for Canadian and foreign commercial 
houses and for any other persons, firms, 


or corporations. 
S. W. TAYLOR, 
mh26—1998 Registrar of Companies. 


“COMPANIES ACT ” 
No. 43962. 

NOTICE is hereby given that “ Malibu 
Marine Sales Ltd.” was incorporated 
under the “ Companies Act” on the 24th 
day of February, 1959. 

The Company is authorized to issue 
ten thousand shares without nominal or 





par value. ; i 
The address of its registered office is 
611-13, Central Building, 620 View 


Street, Victoria, B.C. 

The objects for which the Company is 
established are:— 

(a) To design, manufacture, fabricate, 
repair, refit, install, maintain, buy, sell, 
lease, rent, and deal in and with, or other- 
wise acquire and dispose of all kinds of 
boats, boat kits, engines, machines, equip- 
ment, tools, hardware, paints, varnishes, 
furnishings, materials, goods, and acces- 
sories of all kinds, marine and industrial, 
and household and farm equipment: 

(b) To carry on any and all lines of 
business as manufacturers, engineers, pro- 
ducers, mechanics, importers, exporters, 
ship chandlers, retail and wholesale deal- 
ers, traders, agents, factors, and ware- 
housemen: 

(c) To acquire by lease, purchase, or 
otherwise, and to operate, manage, or 
control machine shops, factories, stores, 
buildings, marine floats, wharves, docks, 
marine slips, and all other real or per- 
sonal property, businesses, pursuits, or 
undertakings connected with or incidental 
to, or that may be conveniently conducted 
along with, any of the undertakings or 
objects of the Company: 

(d) To finance the sale or purchase, 
repair, maintenance, or installation of all 
types of equipment, machines, tools, 
goods, and materials, and to give, take, 
and deal in and with real and chattel 


mortgages, ship mortgages, bills of sale, 
lien notes, and commercial documents of 
all kinds: 

(e) To allot as fully or partly paid-up, 
shares, bonds, or debentures of the Com- 
pany as consideration for the purchase of 
the whole or any part of any property 
acquired by the Company or for services 
rendered to or on behalf of the Com- 
pany, or other valuable consideration: 

(f) To make gifts and donations or 
allow discount to any firm, person, or 
corporation for any reason whatsoever, 
including the encouragement or introduc- 
tion of new business to the Company, 
whether or not such persons are members 
of the Company or associated therewith. 


S. W. TAYLOR, 
mh26—2130 Registrar of Companies. 


* COMPANIES ACT” 
No. 43972. 


NOTICE is hereby given that “ Daisley 
Trucking Ltd.” was incorporated under 
the “Companies Act” on the 25th day 
of February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
thousand common shares and nine thou- 
sand preferred shares, both of the nomi- 
nal or par value of one dollar each. 

The address of its registered office is 
5774 Victoria Drive, Vancouver, B.C. 

The object for which the Company is 
established is: To carry on the business 
of general hauling in all its branches and 
to do all things necessary or incidental 


thereto. 
Ss Wa TAYLOR: 
mh26—2 133 Registrar of Companies. 


“COMPANIES ACT ” 
No. 43937. 

NOTICE is hereby given that “ Verna 
Stinson Ltd.” was incorporated under the 
“Companies Act” on the 19th day of 
February, 1959. 

The Company is authorized to issue 
ten thousand shares without nominal or 
par value. 

The address of its registered office is 
10, 407 West Hastings Street, Vancouver, 
BiG 

The object for which the Company is 
established is: To carry on the business 
of importers and exporters and dealers 
generally in women’s, men’s, and chil- 
dren’s clothing, dry goods, boots, and 
shoes, and general merchandise, and to 
own and operate general stores in the 
Province of British Columbia. 


S: W, TAYLOR, 
mh26—1998 Registrar of Companies. 
“ COMPANIES ACT” 

No. 43973. 

NOTICE is hereby given that “ Western 
Enterprises Ltd.” was incorporated under 
the “Companies Act” on the 25th day of 
February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
324 Bank of Nova Scotia Building, 602 
West Hastings Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To establish, maintain, and operate 
restaurants, coffee shops, or other types 
of places whose business is catering, and 
to furnish foods or other refreshments of 
all kinds: 


(b) To provide entertainment for 
guests or other people dining with the 
Company: 

(c) To carry on the business of manu- 
facturing of food products and food con- 
fections so required by the Company or 
in the operation of its business, and to 
buy, sell, and deal in all products required 
by the Company, including the establish- 
ment and maintenance of cold-storage 
and freezing plants: 

(d) To acquire by lease, hire, or pur- 
chase any premises required by the Com- 
pany for any of its purposes, and to con- 


struct, remodel, furnish, and install 
therein all fixtures, furnishings, and 
equipment: 


(e) To carry on the business of restau- 
rant and hotel management consultants 
in all its branches. 

S. W. TAYLOR, 
mh26—2133 Registrar of Companies. 


“COMPANIES ACT” 
No. 43963. 

NOTICE is hereby given that “C. Mer- 
riam Plumbing & Electrical Ltd.” was in- 
corporated under the “Companies Act” 
on the 24th day of February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into five 
hundred common shares and five hundred 
redeemable preference shares, both with 
a nominal or par value of ten dollars 
each. 

The address of its registered office is 
Suite 317, Westminster Building, 713 Co- 
lumbia Street, New Westminster, B.C. 

The object for which the Company is 
established is: To carry on business as 
general plumbing and electrical contrac- 
tors. 


S. W. TAYLOR, 
Registrar of Companies. 


“COMPANIES ACT ” 


No. 43653. 

NOTICE is hereby given that “ Deep 
Gulch Mines Ltd. (Non-Personal Lia- 
bility)” was incorporated under the 
“Companies Act” as a Specially Limited 
ree on the 22nd day of January, 

The authorized capital of the Company 
is One million five hundred thousand dol- 
lars, divided into three million shares of 
a nominal or par value of fifty cents each. 

The address of its registered office is 
Suite 102, 615 West Pender Street, Van- 
couver, B.C, 


The objects of the Company are re- 
stricted to the following, namely:— 


(a) To acquire by purchase, lease, hire, 
discovery, location, or otherwise, and hold, 
mines, mineral claims, mineral leases, 
mining lands, prospects, licences, and 
mining rights of every description, and to 
work, develop, operate, turn to account, 
sell, or otherwise dispose thereof: 

(b) To dig, drill, or bore for, raise, 
crush, wash, smelt, reduce, refine, amal- 
gamate, assay, analyse, and otherwise 
treat gold, silver, copper, lead, iron, coal, 
petroleum, natural gas, and any other ore, 
deposit, metal, or mineral whatsoever, 
whether belonging to the Company or 
not, and to render the same merchant- 
able, and to buy, sell, and deal in the 
same or any product thereof: 

(c) To engage in any branch of mining, 
smelting, milling, and refining minerals: 

(d) To acquire by purchase, lease, hire, 
exchange, or otherwise, timber lands, 
leases, or claims, rights to cut timber, 
surface rights and rights-of-way, water 
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rights and privileges, patents, patent rights 
and concessions, and other real or per- 
sonal property: 

(e) To acquire by purchase, lease, hire, 
exchange, or otherwise, and to construct, 
operate, maintain, or alter, trails, roads, 
ways, tramways, reservoirs, dams, flumes, 
race and other ways, watercourses, canals, 
aqueducts, pipe-lines, wells, tanks, bridges, 
wharves, piers, mills, pumping plants, fac- 
tories, foundries, furnaces, coke-ovens, 
crushing-works, smelting-works, concen- 
trating- works, refining- works, hydraulic, 
electrical, and other works and appliances, 
power devices and plants of every kind, 
laboratories, warehouses, boarding-houses, 
dwellings, buildings, machinery, plant, 
and other works and conveniences, and 
to buy, sell, manufacture, and deal in all 
kinds of goods, stores, provisions, imple- 
ments, chattels, and effects: 

(f) To build, purchase, lease, hire, 
charter, navigate, use, and operate cars, 
wagons, and other vehicles, boats, ships, 
and other vessels: 

(g) To sell or otherwise dispose of ore, 
metal, oil, gas, or mineral product, and 
to take contracts for mining-work of all 
kinds, and to accept as the consideration 
shares, stock, debentures, or other securi- 
ties of any limited company, wheresoever 
incorporated and carrying on any busi- 
ness, directly or indirectly, conducive to 
the objects of a specially limited com- 
pany, if such shares (except the shares of 
a company having non-personal liability), 
stock, debentures, or other securities are 
fully paid up, and to sell or otherwise dis- 


pose thereof. 
S. W. TAYLOR, 
Registrar of Companies. 


“COMPANIES ACT ” 
No. 43958. 

NOTICE is hereby given that “ Eureka 
Investments Ltd.” was incorporated under 
the “Companies Act” on the 23rd day 
of February, 1959. 

The authorized capital of the Company 
is fifty thousand dollars, divided into 
forty thousand common shares and ten 
thousand preference shares, all with a 
nominal or par value of one dollar each. 

The address of its registered office is 
Suite 518, Westminster Building, 713 Co- 
lumbia Street, New Westminster, B.C. 

The object for which the Company is 
established is: To acquire real and per- 
sonal property and to hold the property 
so acquired for investment or trading, and 
to utilize the funds of the Company to 
acquire and dispose of such real and per- 


sonal property. 
Sova) DAYAEOR: 
mh26—2123 Registrar of Companies. 


“COMPANIES ACT ” 
No. 43964. 


NODICE is hereby vciven that = BIC: 
Jet Engines Ltd.” was incorporated under 
the “ Companies Act” on the 24th day of 
February, 1959. 

The authorized capital of the Company 
is one hundred and fifty thousand dollars, 
divided into five thousand Class A voting 
participating shares having a nominal or 
par value of thirty dollars each. 

The Company is also authorized to is- 
sue three hundred and seventy-five thou- 
sand Class B voting participating shares 
without nominal or par value. 

The address of its registered office is 
1403 Burrard Building, 1030 West Geor- 
gia Street, Vancouver, B.C. 

The object for which the Company is 
established is: To manufacture, make, 
produce, build, design, adapt, alter, 
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change, improve, buy, sell, import, export, 
install, repair, service, lease, hire, and 
generally to trade and deal in engines, 
and in all kinds of appliances, apparatus, 
parts, fittings, accessories, incidental to 
the construction of engines, and in motor- 
trucks, tractors, cars, cycles, automobiles, 
or auto-cars, and locomotives, whether 
for road, railway, tramway, ship, airship, 
or for other purposes, and all machinery, 
materials, and things applicable or used 
as accessories thereto. 


S. W. TAYLOR, 
mh26—2131 Registrar of Companies. 


“ COMPANIES ACT ” 
No. 43942. 

NOTICE is hereby given that “ Branift’s 
Home Steam Cleaning Co. Ltd.” was in- 
corporated under the “Companies Act” 
on the 19th day of February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
thousand common shares and nine thou- 
stand preferred shares, both of the nom- 
inal or par value of one dollar each. 

The address of its registered office is 
5774 Victoria Drive, Vancouver, B.C. 

The object for which the Company is 
established is: To carry on the business 
of steam-cleaning of home and all other 
buildings in all its branches, and to do 
any and all other things necessary or in- 
cidental thereto. 

Sk WW APAALOIR. 
Registrar of Companies. 


CERTIFICATE OF INCORPORATION 
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“Societies Act” 
Canada: 
Province of British Columbia. 
No. 5604. 


MBE BY. CE RIRUE Ye thates ss VViest 
Delta Ratepayers Association” has this 
day been incorporated as a Society under 
the “ Societies Act.” 

The locality in which the operations of 
the Society will be chiefly carried on is 
Municipality of Delta, Province of British 
Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this twenty-third day of February, one 
thousand nine hundred and fifty-nine. 


Se WG IWANALORS 
Registrar of Companies. 


The object of the Society is: To pro- 
mote the interest and welfare of and fel- 
lowship among the residents and home 
owners of the Municipality of Delta. 


[esse 


mh26—2123 
COMBANIES ACh 
No. 43968. 


NOTICE is hereby given that ‘ Vanisle 
Home Builders Ltd.” was incorporated 
under the “ Companies Act” on the 25th 
day of February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office jis 
202 Scollard Building, 1207 Douglas 
Street, Victoria, B.C. 


The objects for which the Company is 
established are: — 


(a) To carry on the business of general 
contractors and builders, and to enter into 
contracts for, construct, execute, own, and 
carry on all description of works and 
buildings and things, and to carry on for 
the purposes aforesaid the business of a 


general construction company and con- 
tractors for the construction of works and 
buildings and things, public and private: 

(b) To act as carriers, truck men, cart- 
age agents, and forwarders by land and 
water, general agents, warehousemen, and 
to store and warehouse products, ma- 
terials, goods, wares, and merchandise for 
all persons, firms, companies, and cor- 
porations, as well as for the business of 
the Company: 

(c) To import, export, buy, sell, lease, 
rent, and otherwise deal in and deal with 
machinery of all kinds, motor-trucks, 
tractors, motor-cars, automobiles, con- 
veyances of all kinds, and all parts used 
in the construction thereof, as well as 
motors, engines, machinery of all kinds, 
and electrical accessories and supplies, 
and to carry on a general machine-shop, 
general repair, garage, and woodworking 
shops as the business of the Company 
may from time to time require. 


S. W. TAYLOR, 
mh26—2131 Registrar of Companies. 


“COMPANIES ACT” 
No. 43941. 


NOTICE is hereby given that “ Pete & 
Sons Trucking Ltd.” was incorporated un- 
der the “Companies Act” on the 19th 
day of February, 1959. 

The authorized capital of the Company 
is fifty thousand dollars, divided into ten 
thousand ordinary common shares and 
forty thousand preferred shares, both with 
a nominal or par value of one dollar each. 

The address of its registered office is 
6570 Main Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of general 
contractors, and to enter into contracts 
for, construct, execute, own, and carry on 
all description of works, and to carry on 
for the purposes aforesaid the business 
of a general construction company and 
contractors for the construction of works, 
public and private: 

(b) To act as carriers, truckmen, cart- 
age agents, and forwarders by land and 
water, agents, commission agents, insur- 
ance agents, merchants, warehousemen., 
and to warehouse and store products, ma- 
terials, goods, wares, and merchandise for 
other persons, firms, companies, and cor- 
porations: 


(c) To import, export, buy, sell, lease, 
rent, and otherwise deal in and deal with 
motor-trucks, tractors, motor-cars, auto- 
mobiles, conveyances of all kinds, and all 
parts used in the construction thereof, as 
well as motors, engines, machinery of all 
kinds, and electrical accessories and sup- 
plies, and to carry on a general machine- 
shop, general repair, and garage business: 

(d) To carry on business as contractors, 
builders, roofers, importers, dealers in, 
and manufacturers of concrete, cement, 
asphalt, sheet metal, roof preparations, 
and other materials which can be used 
directly or indirectly by contractors, 
builders, or roofers, with power to act as 
agents for other persons or corporations 
carrying On a similar business, and also 
to carry on any other business of a like 
nature or incidental to the foregoing: 

(e) To engage in and carry on all or 
any of the businesses of general contrac- 
tors and engineers and builders for and 
in the construction, erection, repair, al- 
teration, maintenance, and (or) operation 
of public and private works of whatso- 
ever nature or kind, and to perform elec- 
trical, mechanical, metallurgical, chemi- 
cal, and hydraulic engineering, and archi- 
tectural work, including the preparation 
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of plans and specifications, and expert 
work as acting, consulting, and superin- 
tending engineers and architects, and gen- 
erally to do and perform any and all work 
as builders and contractors, and with that 
end in view to solicit, obtain, make, per- 
form, carry out, sub-contract, and sub-let 
contracts, decrees, and concessions for or 
in relation to the building and contract- 
ing business, and the work connected 
therewith: 

(f) To design, lay out, construct, erect, 
equip, improve, make, repair, raise, and 
(or) develop public or private works and 
conveniences of all kinds: 

(g) To engage in and carry on in all 
or any of their respective branches all or 
any of the businesses of paving, manu- 
facturers of, dealers, and workers in ce- 
ment, asphalt, stone, crushed stone, sand, 
shale, rock, wood, bricks, blocks, tiles, 
paving materials, clay, gravel, gravel-pits, 
and by-products thereof, construction, 
maintenance, and repair of roads, towing, 
wrecking, salvaging, stevedoring lighter- 
ing, dredging, excavating, marine and sub- 
marine work, roofers, quarry masters, and 
stone merchants, and manufacturers of 
and dealers in building materials, sup- 
plies, equipment, and requisites. 


SW, EA YLOR; 
mh26—2106 Registrar of Companies. 
“COMPANIES ACT ” 

No. 43961. 

NOTICE is hereby given that “Awin 
Investments Ltd.” was incorporated under 
the “ Companies Act ” on the 24th day of 
February, 1959. 

The authorized capital of the Company 
is twenty-five thousand dollars, divided 
into two Class A voting shares and nine 
hundred and ninety-eight Class B non- 
voting shares and twenty-four thousand 
preferred shares, all with a nominal or 
par value of one dollar each. 

The address of its registered office is 
405 Randall Building, 535 West Georgia 
Street, Vancouver, B.C. 

The object for which the Company is 
established is: To acquire and hold for 
the purpose of investment and the pur- 
pose of earning dividends and interest, 
but not to trade in the same as a business 
or plan for profit, real estate, mortgages, 
agreements, shares, stocks, debentures, 
bonds, and securities of all kinds and de- 
scriptions. 

S. W. TAYLOR, 
mh26—2124 Registrar of Companies. 
“COMPANIES ACT” 

No. 43952. 


NOTICE is hereby given that “Silver 
Lands Ltd.” was incorporated under the 
“Companies Act” on the 23rd day of 
February, 1959. 

The authorized capital of the Company 
is eight thousand dollars, divided into 
eight thousand preference shares of the 
par value of one dollar each. 

The Company is also authorized to 
issue two thousand ordinary shares with- 
out nominal or par value. 

The address of its registered office is 
care of Arnold R. Booth, barrister and 
solicitor, Suite 325, 718 Granville Street, 
Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To undertake and carry on the busi- 
ness of insurance agents in relation to all 
branches of imsurance, insurance ad- 
justers, agents for guarantee, indemnity, 
and other bonds, brokers, loan and finan- 





cial agents, and to apply for, hold, and 
use any licence or special rights in con- 
nection therewith: 

(b) To carry on business as estate 
agents, loan agents, and real-estate agents, 
and to buy, sell, exchange, mortgage, 
lease, sub-lease, manage, develop, and 
improve, and deal in every kind of real 
and personal property: 

(c) To carry on business as general 
building and construction contractors. 


S. W. TAYLOR, 
mh26—2121 Registrar of Companies. 


“COMPANIES ACT ” 
No. 43294. 


NOTICE is hereby given that “ Pem- 
broke Holdings Ltd.” was incorporated 
under the “ Companies Act” on the 11th 
day of December, 1958. 

The Company is authorized to issue 
ten thousand shares without nominal or 
par value. 

The address of its registered office is 
230 Canada Trust Building, 1205 Broad 
Street, Victoria, B.C. 

The object for which the Company is 
established is: To invest the capital of 
the Company, any accretions thereto, and 
other funds of the Company in real or 
personal property of every kind and de- 
scription, including mortgages, agreements 
for sale, leases, shares, stocks, debentures, 
bonds, and securities of all kinds and 
descriptions for the purposes of invest- 
ment and for the purpose of earning rent 
and interest but not to trade in the same 
as a business or plan for profit. 


ASH. HALL, 
F Deputy Registrar of Companies. 
mh26—2130 


“COMPANIES ACT” 
No. 43992. 
NOTICE is hereby given that “Squa- 
mish Hardware Ltd.” was incorporated 


under the “ Companies Act” on the 26th 
day of February, 1959. 


The Company is authorized to issue 
one thousand common shares and nine 
thousand preferred shares without nom- 
inal or par value. 

The address of its registered office is 
314 Birks Building, 718 Granville Street, 
Vancouver, B.C. 


The objects for which the Company is 
established are: — 

(a) To carry on in all or any of their 
branches all or any of the business of 
hardware merchants, wholesale and (or) 
retail, manufacturers, warehousemen, 
suppliers, jobbers, contractors, builders, 
plumbers, tinsmiths, roofers, and repair- 
men, and any other business which may 
be carried on in conjunction with any 
thereof, and to buy, sell, produce, manu- 
facture, import, export, exchange, let, 
hire, repair, alter, and otherwise in any 
manner whatsoever deal in and with hard- 
ware, electrical supplies, building sup- 
plies, mining supplies, lumbermens’ sup- 
plies, ship supplies, machinery and equip- 
ment of all kinds, and other goods, mer- 
chandise, articles, or things of any kind 
or nature whatsoever, and to supply any 
service or services which may be fur- 
nished in connection with the aforesaid 
businesses, or any of them: 

(b) To manufacture, buy, sell, import, 
export, and otherwise deal in and with 
goods, wares, and merchandise of all 
kinds, and, without restricting the gen- 
erality of the foregoing, to manufacture, 
buy, sell, distribute, import, export, op- 
erate, repair, convert, let for hire, and 


otherwise deal in and with every kind 
and description of heating systems and 
controls: 

(c) To obtain from the government or 
public authority all licences required in 
connection with any business which the 
Company is authorized to carry on, and 
to transfer any such licences, subject to 
the regulations governing such transfer: 

(d) To construct or acquire all build- 
ings and appliances and furnishings neces- 
sary or convenient for the purpose of the 
Company: 

(e) To acquire, improve, develop, mort- 
gage, and charge real and personal prop- 
erty, and to borrow and secure repayment 
of money on the security thereof: 

(f) To guarantee the contracts of any 
person or company doing business with 
or proposing to do business with this 
Company: 

(g) To pay for any property or rights 
acquired by the Company in cash or by 
issue of shares of the Company, fully or 
partly paid up, or debentures or securities 
of the Company, or partly in one way 
and partly another. 

S. W. TAYLOR, 
mh26—2136 


Registrar of Companies. 
“COMPANIES ACT” 
No. 43978. 

NOTICE is hereby given that “ Con- 
solidated Ventures Ltd. (Non-Personal 
Liability)” was incorporated under the 
“Companies Act” as a Specially Limited 
oe on the 25th day of February, 
1959) 

The authorized capital of the Com- 
pany is two million five hundred thousand 
dollars, divided into five million shares 
with a nominal or par value of fifty cents 
each. 

The address of its registered office is 
104, 569 Howe Street, Vancouver, B.C. 

The objects of the Company are re- 
stricted to the following, namely:— 

(a) To acquire by purchase, lease, hire, 
discovery, location, or otherwise, and hold, 
mines, mineral claims, mineral leases, 
mining lands, prospects, licences, and 
mining rights of every description, and to 
work, develop, operate, turn to account, 
sell, or otherwise dispose thereof: 

(b) To dig, drill, or bore for, raise, 
crush, wash, smelt, reduce, refine, amal- 
gamate, assay, analyse, and otherwise 
treat gold, silver, copper, lead, iron, coal, 
petroleum, natural gas, and any other ore, 
deposit, metal, or mineral whatsoever, 
whether belonging to the Company or 
not, and to render the same merchant- 
able, and to buy, sell, and deal in the 
same or any product thereof: 

(c) To engage in any branch of mining, 
smelting, milling, and refining minerals: 

(d) To acquire by purchase, lease, hire, 
exchange, or otherwise, timber lands, 
leases, or claims, rights to cut timber, 
surface rights and rights-of-way, water 
rights and privileges, patents, patent rights 
and concessions, and other real or per- 
sonal property: 

(e) To acquire by purchase, lease, hire, 
exchange, or otherwise, and to construct, 
operate, maintain, or alter, trails, roads, 
ways, tramways, reservoirs, dams, flumes, 
race and other ways, watercourses, canals, 
aqueducts, pipe-lines, wells, tanks, bridges, 
wharves, piers, mills, pumping plants, fac- 
tories, foundries, furnaces, coke-ovens, 
crushing-works, smelting-works, concen- 
trating- works, refining-works, hydraulic, 
electrical, and other works and appliances, 
power devices and plants of every kind, 
laboratories, warehouses, boarding-houses, 
dwellings, buildings, machinery, plant, 
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and other works and conveniences, and 
to buy, sell, manufacture, and deal in all 
kinds of goods, stores, provisions, imple- 
ments, chattels, and effects: 

(f) To build, purchase, lease, hire, 
charter, navigate, use, and operate cars, 
wagons, and other vehicles, boats, ships, 
and other vessels: 

(g) To sell or otherwise dispose of ore, 
metal, oil, gas, or mineral product, and 
to take contracts for mining-work of all 
kinds, and to accept as the consideration 
shares, stock, debentures, or other securi- 
ties of any limited company, wheresoever 
incorporated and carrying on any busi- 
ness, directly or indirectly, conducive to 
the objects of a specially limited com- 
pany, if such shares (except the shares of 
a company having non-personal liability), 
stock, debentures, or other securities are 
fully paid up, and to sell or otherwise dis- 
pose thereof. 

S. W. TAYLOR, 


mh26—2140 Registrar of Companies. 





“COMPANIES ACT” 
No. 43987. 


NOTICE is hereby given that “E. R. 
Astells Co. Ltd.” was incorporated under 
the “Companies Act” on the 25th day 
of February, 1959. 


The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares of a nominal or par value 
of one dollar each. 


The address of its registered office is 4, 
1836 Kingsway, Burnaby, B.C 


The objects for which the Company is 
established are:— 

(a) To construct, improve, maintain, 
work, manage, carry out, or control any 
roads, ways, bridges, reservoirs, water- 
courses, wharves, manufactories, ware- 
houses, stores, houses, and other works 
and conveniences which may advance the 
Company’s interests: 

(b) To carry on the business of general 
contractors and to enter into contracts 
for, construct, execute, own, and carry on 
all description of works, and to carry on 
for the purposes aforesaid the business of 
a general construction company and con- 
tractors for the construction of works, 
public and private. 

S. W. TAYLOR, 
mh26—2136 Registrar of Companies. 


“COMPANIES ACT” 
No. 43980. 


NOTICE is hereby given that “ Larry 
Hilton Ltd.” was incorporated under the 
“Companies Act” on the 25th day of 
February, 1959. 

The Company is authorized to issue 
ten thousand shares without nominal or 
par value. 

The address of its registered office is 
508 Hornby Street, Vancouver, B.C. 


The objects for which the Company is 
established are:— 

(a) To carry on the business of agents 
for the placing of fire, accident, automo- 
bile, plate glass, marine, fidelity, and all 
other kinds of insurance; and to act as 
agents for any other branch of the insur- 
ance business whatsoever, excepting, how- 
ever, the placing of policies of insurance 
upon human life; and to accept or pay 
any commissions or other remuneration 
for services rendered: 


(b) To carry on the business of finan- 
cial brokers, commission agents, and real- 
estate and personal estate agents, and all 
branches of the said business whatsoever: 


(c) To act as agents and brokers for 
any and all persons, firms, corporations, 
and estates engaged in any branch of 
industry or commercial business: 

(d) To negotiate loans and to act as 
agents for the loan, payment, investment, 
and collection of money and for the 
management and realization of property, 
and generally to transact all kinds of 
investment business: 

(e) To undertake and carry on the 
business of insurance surveyors and ad- 
justers, agents for guarantee, indemnity 
and other bonds, loan and financial 
agents: 

(f) To act as agents or attorneys for 
the management of estates, sale of prop- 
erty, the investment, handling, loan, pay- 
ment, transmission, and collection of 
moneys, rents, interests, dividends, mort- 
gages, bonds, debentures, and other secu- 
rities, and the undertaking of investments, 
valuations, sales, exchanges, leases, sub- 
divisions, and the like, and to carry on 
the business of general brokers and 
agents: 

(g) To do all or any of the above 
things as principals, agents, contractors, 
or otherwise, and by or through trustees, 
agents, or otherwise, and either alone or 
in conjunction with others: 

(h) To act as general real estate agents. 


Se VW ey Oe 


mh26—2140 Registrar of Companies. 


CERTIFICATE OF INCORPORATION 





“Societies Act” 
Canada: 
Province of British Columbia. 
No. 5606. 


I HEREBY CERTIFY that “ Red Rock 
Community Association” has this day 
been incorporated as a Society under the 
‘* Societies Act.” 

The locality in which the operations of 
the Society will be chiefly carried on is 
community of Red Rock and vicinity, 
Province of British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this twenty-fifth day of February, one 
thousand nine hundred and fifty-nine. 


Se We “TWANYILONR, 
Registrar of Companies. 


ess 


The objects of the Society are:— 

(a) To erect, equip, maintain, and op- 
erate a community building or buildings: 

(b) To promote and develop varied 
educational, athletic, dramatic, social, and 
neighbourhood programmes in order to 
develop community neighbourliness and 


good citizenship. mh26—2139 
“COMPANIES ACT” 
No. 43981. 


NOTICE is hereby given that “ Home 
Ist Ave. Service Ltd.” was incorporated 
under the “ Companies Act” on the 25th 
day of February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into five 
thousand common shares and five thou- 
sand preference shares, both with a nom- 
inal or par value of one dollar each. 

The address of its registered office is 
Suite 201, 1685 Third Avenue, Prince 
(Gaorys, BUC. 

The objects for which the Company is 
established are:— 

(a) To carry on a general garage and 
service-station business and, without re- 
stricting the generality of the foregoing, 
to repair, service, and store motor-ve- 
hicles and internal-combustion engines of 


all kinds; to buy and sell gasoline, oil, 
electric storage batteries, tubes, tires, and 
all other supplies for motor-vehicles, and 
to buy and sell all merchandise used in 
connection with a general garage and ser- 
vice-station business: : 
(b) To buy, sell, let, exchange, deal in 
and with automobiles, trucks, trailers, 
motor-cycles, and other motor-vehicles of 
all kinds, and the accessories and parts 
thereof of every kind and description. 


S. W. TAYLOR, 
mh26—2139 Registrar of Companies. 
“COMPANIES ACT” 

No. 43976. 

NOTICE is hereby given that “ Lincoln 
Properties Limited” was incorporated 
under the “ Companies Act” on the 25th 
day of February, 1959. 

The Company is authorized to issue 
two hundred thousand shares without 
nominal or par value. 

The address of its registered office is 
305, 1075 Melville Street, Vancouver, 
BC: 

The object for which the Company is 
established is: To acquire by purchase, 
lease, exchange, or otherwise, land and 
any estate or interest therein, any rights 
Over or connected with land and any 
buildings or structures, and to turn the 
same to account as may seem expedient, 
and in particular by constructing, recon- 
structing, altering, improving, decorating, 
furnishing, and maintaining apartment 
houses, offices, flats, houses, shops, build- 
ings, works, and conveniences of all kinds 
and by consolidating, connecting, or sub- 
dividing properties, and by selling, leas- 
ing, exchanging, mortgaging, or other- 
wise disposing of the whole or any por- 
tion of such lands and all or any of the 
buildings or structures that are now or 
may hereafter be erected thereon, and to 
take security therefor as may be deemed 


necessary. 
S: We TAYLOR: 
mh26—2140 Registrar of Companies. 


“COMPANIES ACT” 
No. 43983. 

NOTICE is hereby given that “ Lake- 
side Land & Title Company Ltd.” was 
incorporated under the “ Companies Act ” 
on the 25th day of February, 1959. 

The Company is authorized to issue 
one hundred Class A common shares and 
ten thousand Class B common shares 
without nominal or par value. 

The address of its registered office is 
Tenth Floor, Credit Foncier Building, 850 
West Hastings Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on in all its branches the 
business of real-estate agents: 

(b) To acquire, hold, lease, develop, 
and deal in real estate, and to sell, mort- 
gage, lease, exchange, and otherwise dis- 
pose of the same: 

(c) To organize, manage, or develop, 
or to assist in the organization, manage- 
ment, or development of any corporation, 
company, syndicate, firm, partnership, en- 
terprise, or undertaking, and to take over, 
manage, or dispose of, in any manner 
whatsoever, any business or undertaking 
in which the Company may be so in- 
terested: 


(d) To acquire and hold for the pur- 
pose of earning interest and dividends, 
but not trade in the same as a business 
or plan for profit, shares, stocks, deben- 
tures, bonds, obligations, and securities of 
all kinds issued or guaranteed by any 
company, wheresoever situate or carrying 
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on business, and issued or guaranteed by 
any government, commissioners, public 
body or authority, supreme, municipal, 
local, or otherwise, whether in Canada or 
elsewhere, or any right, title, or interest 
therein: 

(e) To guarantee to any bank, person, 
firm, or corporation due payment of any 
moneys by any other person, firm, or cor- 
poration, and the due fulfilment, perform- 
ance, and carrying out by any person, 
firm, or corporation of the covenants, 
agreements, provisions, stipulations, and 
conditions of any contract or obligation; 
this power shall be exercised by the Com- 
pany subject to the provisions of the “In- 
surance Act.” 

S. W. TAYLOR, 
mh26—2139 Registrar of Companies. 


CERTIFICATE OF INCORPORATION 





“ Societies Act ” 
Canada: 
Province of British Columbia. 
No. 5605. 

I HEREBY CERTIFY that “Nam 
Young Tong Association” has this day 
been incorporated as a Society under the 
“ Societies Act.” 

The locality in which the operations of 
the Society will be carried on is Province 
of British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this twenty-fifth day of February, one 
thousand nine hundred and fifty-nine. 


S. W. TAYLOR, 
Registrar of Companies. 


The object of the Society is: To pro- 
vide a non-political, non-sectarian organi- 
zation for the promotion of good Cana- 
dian citizenship and the benevolent, fra- 
ternal, social, and educational interests 
of its members, but not to supply club 


[L.s.] 


quarters therefor. mh26—2138 
“COMPANIES ACT” 
No. 43974. 


NOTICE is hereby given that “ Lesnik 
& Welsh Hardware Ltd.” was incorpo- 
rated under the “ Companies Act ” on the 
25th day of February, 1959. 

The authorized capital of the Company 
is twenty thousand dollars, divided into 
twenty thousand shares with a nominal or 
par value of one dollar each. 

The address of its registered office is 
Fort St. John, B.C. 

The objects for which the Company is 
established are:— 

(a) To transact and carry on the busi- 
nesses of a general store merchant, hard- 
ware merchant, iron merchant, machinery 
merchant, and a fuel merchant, and to 
transact and carry on the business of 
garage-keepers, and of carriers (public or 
otherwise but not including any objects 
referred to in paragraph 18 of the “ Com- 
panies Act”), and (or) any of them: 

(b) To manufacture, produce, adapt, 
prepare, lease, purchase, sell, or other- 
wise dispose of, and deal in goods and 
products usually handled by general store, 
hardware, iron, machinery, and fuel mer- 
chants, and by garage-keepers, including 
machinery and implements of all kinds, 
and, without in any way limiting the gen- 
erality of the foregoing, including mill, 

factory, foundry, forge, machine-shop, 
builders’, electrical, plumbers’, miners’, 
steam-fitters’, gas-fitters’, and other sup- 
plies, tools, cutlery, saddlery and saddlers’ 
goods, round and bar iron, bar and tool 
steel, sporting goods, powder, dynamite, 


and other explosives, articles made wholly 
or in part of wood, metal, mineral, alloy, 
glass, leather, oil, rubber, fibre, plastic, or 
any modifications or combinations of any 
of said substances, or of any artificial 
compound, automobiles, trucks, tractors, 
boats, flying machines, and other vehicles, 
their parts and accessories, either as 
manufacturers, wholesalers, commission 
agents, manufacturers’ agents, or repre- 
sentatives thereof, or as retail merchants: 

(c) To acquire and undertake the whole 
or any part of the business property and 
liabilities of any person or company Car- 
rying on any business which the Company 
is authorized to carry on or possessed of 
property suitable for the purpose of this 
Company, and to pay for the same or any 
part thereof either in shares (paid up or 
otherwise) of the Company, or by ex- 
change of assets or by cash or otherwise, 
as shall to the Company seem proper. 


S. W. TAYLOR, 
Registrar of Companies. 


* COMPANIES, ACT,” 
No. 43975. 


NOTICE is hereby given that “ Everest 
Estates Ltd.” was incorporated under the 
“Companies Act” on the 25th day of 
February, 1959. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 


The address of its registered office is 
Fifteenth Floor, Burrard Building, 1030 
West Georgia Street, Vancouver 5, B.C. 


The object for which the Company is 
established is: To acquire and hold real 
and personal property of every kind and 
description, including mortgages, agree- 
ments for sale, leases, shares, stocks, de- 
bentures, bonds, and securities of all kinds 
and descriptions for the purpose of in- 
vestment and for the purpose of earning 
rent and interest, but not to trade in the 
same as a business or plan for profit. 


S. W. TAYLOR, 
Registrar of Companies. 


mh26—2141 


mh26—2141 


“COMPANIES ACT” 
No. 43982. 


NOTICE is hereby given that “ Gran- 
ville Caterers Ltd.” was incorporated 
under the “Companies Act” on the 25th 
day of February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
thousand Class A common shares, and 
nine thousand Class B common shares, 
both of a nominal or par value of one 
dollar each. 


The address of its registered office is 
1690 West Broadway, Vancouver, B.C. 

The objects for which the Company is 
established are:— 


(a) To carry on the business of a 
restaurant, to sell food and beverages to 
the public, and to deal in foods and pro- 
visions of every kind and description: 

(b) To carry on the business of restau- 
rateurs and owners and operators of res- 
taurants, cafés, lunch-rooms, and dining- 
rooms: 

(c) To provide to the public meals and 
refreshments, either liquid or solid, and 
to cater to the amusement of the public 
generally: 

(d) To operate tuck shops and booths 
for the sale of candy, cigarettes, news- 
papers and such other articles as may be 
necessary for the convenience of the 
customers and others dealing with the 
Company: 


(e) To carry on the business of restau- 
rants, cafés, and refreshment-rooms, 1m- 
porters, exporters, manufacturers, dealers 
in and dispensers of aerated, mineral, and 
artificial waters and other drinks, and any 
and all fermented, spirituous, malt, 
liquors, or combination of liquors and 
beverages in accordance with the laws of 
the Province of British Columbia being 
and from time to time enforced, pur- 
veyors, caterers for public amusements 
generally, and tobacco merchants. 


Sy W. TAYLOR, 
mh26—2138 Registrar of Companies. 


“ COMPANIES ACT” 
No. 43989. 

NOTICE is hereby given that “ North- 
line Iransport Ltd.” was incorporated 
under the “ Companies Act ” on the 26th 
day of February, 1959. 

‘he authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares of the nominal or par 
value of one dollar each. 

‘he address of its registered office is 
Suite 1, Royal Bank Building, Dawson 
Greek, Bic: 

The objects for which the Company is 
established are:— 

(a) To carry on a general agency busi- 
ness in any and all of its branches, includ- 
ing the acting as agents both local and 
general or as managers, superintendents, 
supervisors, and sales agents for the buy- 
ing and selling of lands, buildings, and 
real and personal property of every kind 
and description; acting as agents for the 
sale of coal, wood, grain, and all other 
natural and manufactured products, in- 
cluding machinery, equipment, lumber, 
hardware, or other commodities of every 
kind and description, and to buy and sell 
merchandise and commodities, and to 
buy, seil, underwrite, subscribe for, own, 
hold, and in any other manner deal in or 
dispose of real estate or any interest in 
lands, shares, stocks, bonds, debenture 
stock, or other securities of any kind or 
description of any company, corporation, 
or body corporate, including government, 
municipal corporations, school district, 
or public utility and generally and with- 
out limitation by reason of foregoing 
enumerations to carry on a_ general 
agency business in any and all of its 
branches: 


(b) To carry on business of common 
carriers by land, water, or air and in 
connection therewith to contract with cor- 
porations, firms, and (or) individuals for 
the carriage and transport of any goods, 
chattels and merchandise, money pack- 
ages, or parcels that may be entrusted to 
them for conveyance by land, water, or 
air: 

(c) To carry on the business of for- 
warders, custom house brokers, and ware- 
housemen: 


(d) To carry on the business of omni- 
bus, cab, dray, taxicab, motor bus, auto 
dray, motor truck, or other private or 
public conveyances, livery and feed stable 
keepers, horse dealers and farmers, 
graziers, and dealers in hay, oats, corn, 
straw, and fodder of all kinds; to carry 
on all or any of the following businesses: 
General carriers, railway and forwarding 
agents, storage and warehousemen, trans- 
fer and express agents, and any other 
similar business, and to carry on the busi- 
ness of running motor omnibuses of all 
kinds and motor trucks at such places as 
the Company may see fit, and to acquire 
from any municipality or corporation any 
franchise or right to operate omnibuses, 
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motor buses, or vehicles which can or 
may be operated for carrying passengers 
or goods for hire: 

(e) Yo buy, sell, and otherwise deal 
in goods, wares, and merchandise of all 
kinds and descriptions whatsoever, and to 
carry on a general exporting and import- 
ing business: 

(f) To manufacture or otherwise pro- 
duce or deal in any of the goods, wares, 
or merchandise referred to in the fore- 
going paragraph, together with all mate- 
rials, raw or otherwise, which may be 
used in connection therewith or form 
component parts thereof, and to acquire, 
maintain, and operate factories, mills, or 
plant which may be required in connec- 
tion therewith: 

(g) To carry on business as factors 
and commission merchants: 

(h) To carry on business as transfer 
and transportation agents, to charter 
steamships in whole or in part or to make 
such arrangements for transportation pur- 
poses upon any and all kinds of ships, 
boats, or other means of transportation, 
whether by land or sea as the Company 
may find advantageous or expedient for 
the purposes of its business: 

(i) To manufacture, assemble, import, 
export, buy, sell, lease, rent, and other- 
wise deal in and deal with the motor 
trucks, trucks, tractors, motor cars, auto- 
mobiles, cycles, motor boats, aeroplanes, 
carriages, conveyances of all kinds, trans- 
portation systems of all kinds, and all 
parts used in the construction thereof as 
well as motors, engines, machinery of all 
kinds, and motor and electrical acces- 
sories and supplies, and to carry on a 
general machine-shop business, to repair, 
improve, and deal in all kinds of trucks, 
carriages, vehicles, automobiles, and con- 
veyances of all kinds, wheels, springs, 
axles, lamps, automobile supplies, rims 
and lumber, and to carry on a general 
repair and garage business: 

(j) To carry on the business of im- 
porters, exporters, storers, transporters, 
marketers, suppliers, and distributers of 
and traders in gasoline, oils, petroleum, 
petroleum products and by-products of 
every kind and description: 

(k) To purchase, lease, or otherwise 
acquire, hold, own, maintain, manage, 
and operate garages, gasoline, oil and 
petroleum products stations, storehouses, 
storerooms, warehouses, and other like 
places for the safekeeping, cleaning, re- 
pairing, and care generally of automobiles 
and motor cars of all and every kind, 
description, and class, to rent, lease, and 
hire motor cars, trucks, and automobiles 
of all kinds and to operate any shops and 
conveniences and supply any services 
which can be conveniently operated or 
supplied in connection with any of the 
foregoing: 

(1) Yo carry on the business of dealers 
in, both wholesale and retail, and to pur- 
chase, acquire, manufacture, sell, or oth- 
erwise dispose of all kinds of accessories, 
parts, attachments, and equipment for 
automobiles, motor cars, and motor 
trucks: 

(m) To carry on the business of manu- 
facturers and dealers in automobile tires, 
tubes, and accessories and all descriptions 
of rubber goods: 

(n) To manufacture, produce, buy, 
sell, export, and deal in rubber, rubber 
products, gutta percha, and all articles, 
goods, wares, and merchandise in which 
rubber or gutta percha or any other simi- 
lar substance is or may be used and the 
various materials entering into the manu- 


I iad of any and all such goods and 


such products and by-products as are 1n- 
cidentai thereto: E 

(o) To treat, refine, or otherwise deal 
with rubber, gutta percha, or other sim1- 
lar materials or any of the by-products 
used in the manufacture or teatment 
thereof: 

(p) To carry on the business of truck 
and transport operators, including all or 
any of the foilowing businesses: General 
carriers, forwarding agents, storage, Cus- 
toms, and warehousemen, transfer and 
express agents, and to carry on any busi- 
ness similar to the foregoing or which 
may be carried on advantageously there- 
with: 

(q) ‘Lo buy and sell by wholesale or 
retail, exchange, or otherwise deal in 
vehicles, engines, trucks, carriages, or 
other vehicles propelled by any power 
whatsoever, and to deal in gasoline and 
allied products: 

(r) Yo carry on the business of ware- 
housing and cold storage, and all the 
business necessarily or impliedly inciden- 
tal thereto, and to further carry on the 
business of general warehousing in all its 
several branches; to construct, hire, pur- 
chase, operate, and maintain all or any 
conveyances for the transportation in cold 
storage or otherwise, by land or by water, 
of any and all products, goods, or manu- 
factured articles, to issue certificates and 
warrants, negotiable or otherwise, to per- 
sons warehousing goods with the Com- 
pany; to manufacture, sell, and trade in 
all goods usually dealt in by warehouse- 
men; to construct, purchase, take on 
lease, or otherwise acquire any wharf, 
pier, dock, or works capable of being ad- 
vantageously used in connection with the 
shipping and carrying or other business 
of the Company; and generally to carry 
on or undertake any business undertak- 
ing, transaction, or operation commonly 
carried on or undertaken by warehouse- 
men, and any other business which may 
from time to time seem to the directors 
capable of being conveniently carried on 
in connection with the above or calcu- 
lated, directly or indirectly, to enhance 
the value of or render profitable any of 
the Company’s properties or rights. 


S. W. TAYLOR, 
Registrar of Companies. 


“COMPANIES ACT ” 
No. 43544. 

NOTICE is hereby given that “E & D 
Sawmills Ltd.” was incorporated under 
the “Companies Act” on the 7th day of 
January, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares of one dollar each. 

The address of its registered office is 
Granville Road, West Summerland, B.C. 


The objects for which the Company is 
established are:— 


(a) To carry on the business of timber 
merchants, sawmill and shingle-mill own- 
ers, loggers, lumbermen and lumber mer- 
chants in any and all their branches; to 
buy, sell, prepare for market, manipulate, 
import, export, and deal in sawlogs, tim- 
ber, piles and poles, lumber and wood of 
all kinds, and to manufacture and deal in 
lumber and timber and all articles and 
materials in the manufacture whereof 
timber, lumber, or wood is used: 


(b) To purchase or otherwise acquire, 
maintain, keep, and improve all kinds of 
sawmills and other buildings, plant and 
machinery of every description, timber 
leases, licences, and lands, patent rights, 


mh26—2137 


and trade-marks, and to dispose of the 
same from time to time by way of sale, 
lease, or otherwise: 

(c) To construct, carry Out, acquire by 
purchase or otherwise, maintain, improve, 
manage, work, control, and superintend, 
and to sell, lease, or otherwise dispose of 
tramways on lands owned or controlled 
by the Company, and trails, roads, streets, 
skidways, bridges, reservoirs, water- 
courses, flumes, aqueducts, wharves, piers, 
trucks, factories, mills, warehouses, and 
other works and conveniences which the 
Company may think directly or indirectly 
conducive to any of its objects, and to 
contribute or otherwise assist or take part 
in the construction, maintenance, develop- 
ment, working contro], and management 





thereof. 

S. W. TAYLOR, 
mh26—2142 Registrar of Companies. 
“COMPANIES ACT” 

No. 43881. 


NOTICE is hereby given that “ Rut- 
ledge Construction Contractors Ltd.” was 
incorporated under the “ Companies Act” 
on the 11th day of February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
hundred common shares and ninety-nine 
hundred preference shares, both with a 
nominal or par value of one dollar each. 

The address of its registered office is 
3578 Gladstone Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of truck- 
ing, carting, hauling, truck drivers and 
operators, warehousemen and storage op- 
erators, and the business of general con- 
tractors, and to carry on excavation work, 
and to contract for, own, and carry on 
all descriptions of works: 

(b) To hire, lease, operate, purchase, 
buy, and sell all kinds of working equip- 
ment: 

(c) To purchase and otherwise acquire 
land for the purpose of carrying on any 
and all of the above-prescribed objects: 

(d) To mortgage land or chattels in the 
carrying out of the objects hereinbefore 


referred to. 
S2W. "TAYEOR: 
mh26—2141 Registrar of Companies. 


“COMPANIES ACT” 
No. 43990. 

NOTICE is hereby given that “Hoppy’s 

Feeds Ltd.” was incorporated under the 
“Companies Act” on the 26th day of 
February, 1959. 
_ The authorized capital of the Company 
is fifty thousand dollars, divided into ten 
thousand common shares with a par value 
of one dollar each and four thousand pre- 
ferred shares with a par value of ten dol- 
lars each. 

The address of its registered office is 
Suite 1, Royal Bank Building, 10302 
Tenth Street, Dawson Creek, B.C. 

The objects for which the Company is 
established are:— 


(a) To carry on a general agency busi- 
ness in any and all of its branches, includ- 
ing the acting as agents, both local and 
general, or as managers, superintendents, 
supervisors, and sales agents for the buy- 
ing and selling of lands, buildings, and 
real and personal property of every kind 
and description; acting as agents for the 
sale of coal, wood, grain, and all other 
natural and manufactured products, in- 
cluding machinery, equipment, lumber, 
hardware, or other commodities of every 
kind and description, and to buy and sell 
merchandise and commodities, and to 
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buy, sell, underwrite, subscribe for, own, 
hold, and in any other manner deal in or 
dispose of real estate or any interest in 
lands, shares, stocks, bonds, debenture 
stock, or other securities of any kind or 
description of any company, corporation, 
or body corporate, including government, 
municipal corporations, school district, or 
public utility, and generally, and without 
limitation by reason of foregoing enumer- 
ations, to carry on a general agency busi- 
ness in any and all of its branches: 


(b) To carry on the business of omni- 
bus, cab, dray, taxicab, motor bus, auto 
dray, motor truck, or other private or 
public conveyances, livery and feed stable 
keepers, horse dealers and farmers, graz- 
iers and dealers in hay, oats, corn, straw, 
and fodder of all kinds; to carry on all 
or any of the following businesses: Gen- 
eral carriers, railway and forwarding 
agents, storage and warehousemen, trans- 
fer and express agents, and any other 
similar businesses; and to carry on the 
business of running motor omnibuses of 
all kinds and motor trucks at such places 
as the Company may see fit, and to ac- 
quire from any municipality or corpora- 
tion any franchise or right to operate 
omnibuses, motor buses, or vehicles 
which can or may be operated for carry- 
ing passengers or goods for hire: 

(c) To buy and sell by wholesale and 
retail, exchange, or otherwise deal in vehi- 
cles, motor cars, gasoline, steam, and 
electric engines, motor trucks, taxicabs, 
motor buses, motor drays, carriages or 
other vehicles propelled by any power 
whatsoever, and to deal in gasoline and 
electrical power: 

(d) To carry on the general business 
of grain dealers and merchants, elevator 
owners, and operators of elevators, sheds, 
stores, and warehouses for the reception 
and storage of wheat, grain, and other 
produce, and any other goods, wares, 
merchandise, and effects, and generally to 
carry on an elevator, warehouse, and 
storage business; to grow, produce, buy, 
sell, export, clean, and deal in all kinds 
of grain and cereals of every kind and 
description and the respective products 
thereof; to erect, acquire, buy, own, sell, 
lease, convey, maintain, and operate flour 
mills, oatmeal mills, and other mills of 
every nature and kind for the grinding, 
treatment, or other preparation of grain 
or cereals of any kind; to buy, sell, and 
trade and deal in the products of such 
mills, and to carry on the business of 
storing and milling grains; to store and 
clean grains, cereals, and seeds, and to 
store and handle merchandise, goods, and 
chattels of any and all kinds; to carry on 
in all its branches the business of grain 
commission merchants, grain brokers, and 
warehcusemen: 

(e) To carry on the business of grow- 
ers of grain of all kinds, and buy and sell 
grain, flour, and all other agricultural 
products outright or on commission, as 
well for future delivery as for present de- 
livery, and to act as agents and brokers 
in the buying and selling of grain, flour, 
or other products, and to deal in the same 
and to charge a commission on the pur- 
chase and sale of grains or other products 
when acting as agents or brokers for the 
purchase or sale of the same: 

(f) To construct, acquire, operate, 
hire, lease, sell, or otherwise dispose of 
elevators for storing wheat, grain, or 
other products, flour mills, oatmeal mills, 
and all other mills of every nature and 
kind for the grinding, treatment, or other 


preparation of grain or cereals of any 
kind, and to manufacture, buy, and sell 
flour and other products manufactured 
from grain or cereals, and to carry on the 
business of milling and storing grains: 

(g) To carry on the business of a land 
company, and in connection therewith to 
acquire by purchase, lease, exchange, 
grant, concession, or otherwise, and to 
hold, subdivide, layout in building lots, 
streets, lanes, squares, and otherwise to 
improve, develop, rent, sell, convey, ex- 
change, lease, and otherwise dispose of 
and generally deal in lands and real estate 
of all and every kind and description, 
whether vacant, improved, or otherwise, 
as also any right, title, or interest therein, 
as also property of any other kind or 
description, including personal and movy- 
able property, and any rights and privi- 
leges that the Company may consider 
necessary for the purposes of its business, 
and in and upon such lands and real es- 
tate, or any part thereof, to make, erect, 
construct, build, operate, and maintain 
roads, streets, lanes, bridges, and other 
means of communication, houses, dwell- 
ings, stables, factories, mills, plants, 
manufactories, and all other buildings 
and works and improvements that may 
be considered advisable in connection 
with the purposes of the Company, in- 
cluding the construction in and on such 
lands, or any part thereof, of sidewalks, 
drains, water-mains, sewers, lighting 
plants and accessories, and all and other 
improvements of a nature to enhance the 
value of the Company’s property, or any 
part thereof; and to carry on business as 
real-estate agents, experts, valuators, 
realty brokers, contractors, and builders, 
and-do a general real-estate agency busi- 
ness, including the undertaking of investi- 
gations, valuations, sales, exchanges, and 
the like, and negotiable leases and all 
other forms of contract in respect of real 
estate: 

(h) To take and hold mortgages, hy- 
pothecs, liens, and charges to secure pay- 
ment of the purchase price of any part of 
the Company’s property sold by the Com- 
pany or any money due to the Company 
from purchasers, or advances made by 
the Company to purchasers for building 
purposes or other improvements: 

(i) To carry on the business of truck 
and transport operators, including all or 
any of the following businesses: General 
carriers, forwarding agents, storage, cus- 
toms and warehousemen, transfer and 
express agents; and to carry on any busi- 
ness similar to the foregoing or which 
may be carried on advantageously there- 
with: 

(j) To buy and sell by wholesale or 
retail, exchange, or otherwise deal in ve- 
hicles, engines, trucks, carriages, or other 
vehicles propelled by any power whatso- 
ever, and to deal in gasoline and allied 
products: 

(k) To carry on the business of ware- 
housing and cold storage, and all the 
business necessarily or impliedly inciden- 
tal thereto, and to further carry on the 
business of general warehousing in all its 
several branches; to construct, hire, pur- 
chase, operate, and maintain all or any 
conveyances for the transportation in cold 
storage or otherwise, by land or by water, 
of any and all products, goods, or manu- 
factured articles, to issue certificates and 
warrants, negotiable or otherwise, to per- 
sons warehousing goods with the Com- 
pany; to manufacture, sell, and trade in 
all goods usually dealt in by warehouse- 


men; to construct, purchase, take on 
lease, or otherwise acquire, any wharf, 
pier, dock, or works capable of being 
advantageously used in connection with 
the shipping and carrying or other busi- 
ness of the Company; and generally to 
carry ou or undertake any business under- 
taking, transaction, or operation com- 
monly carried on or undertaken by ware- 
housemen, and any other business which 
may from time to time seem to the direc- 
tors capable of being conveniently carried 
on in cennection with the above or calcu- 
lated, directly or indirectly, to enhance 
the value of or render profitable any of 
the Company’s properties or rights. 


S. W. TAYLOR, 


mh26—2137 Registrar of Companies. 


“COMPANIES ACT ” 
No. 43984. 


NOTICE is hereby given that “ British 
Spin-It Locks Limited ” was incorporated 
under the “Companies Act” on the 25th 
day of February, 1959. 

The Company is authorized to issue 
two hundred thousand shares without 
nominal or par value. 

The address of its registered office is 
208 Inns of Court Building, 678 Howe 
Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To manufacture and produce, trade 
and deal in all kinds of goods, wares, and 
merchandise: 

(b) To establish, maintain, and con- 
duct the business of general merchants. 


». W.. TAYLOR, 


mh26—2138 Registrar of Companies. 





“COMPANIES ACT ” 
No. 43977. 


NOTICE is hereby given that “ Beauty 
Sleep Products Ltd.” was incorporated 
under the “ Companies Act” on the 25th 
day of February, 1959. 


_ The authorized capital of the Company 
is nine thousand dollars, divided into nine 
thousand preference shares with a nom- 
inal or par value of one dollar each. 

The Company is also authorized to is- 
sue one thousand shares without nominal 
or par value. 

The address of its registered office is 
Room 106, 525 Seymour Street, Vancou- 
ver, BiG, 

The objects for which the Company is 
established are:— 


(a) To manufacture, import, export, 
buy, sell, and deal in springs and spring 
assemblies, upholstery, and all kindred 
industries; to buy, sell, and deal in goods 
and wares made, in whole or in part, of 
iron, steel, and other natural products; 
to buy, sell, and deal in hardware and 
specialties of all descriptions, machinery 
and machine supplies, and to buy, sell, 
and trade in all products and commodi- 
ties in connection with the above: 

(b) To manufacture, buy, sell, and deal 
in mattresses, beds and bedding: 


(c) To manufacture upholstery, drapes 
curtains, and hangings. 


> 


5. W. TAYLOR, 


mh26—2143 Registrar of Companies. 
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CERTIFICATES OF 
INCORPORATION 


“COMPANIES ACT” 
No, 43998, 


NOTICE is hereby given that “R. P. 
Wattie Agencies Ltd.” was incorporated 
under the “ Companies Act” on the 26th 
day of February, 1959, 

The authorized capital of the Company 
is ten thousand dollars, divided into five 
thousand preferred shares and five thou- 
sand common shares, both with a nom- 
inal or par value of one dollar each. 

The address of its registered office is 
Suite 421, 620 View Street, Victoria, B.C. 

The object for which the Company is 
established is: To carry on business as 
manufacturers’ agents and representatives 
and as commission agents and merchants, 
and to carry on a jobbing commission 
and general agency business for the sale 
of goods, wares, and merchandise of all 








kinds. 

S. W. TAYLOR, 
ap2—2169 Registrar of Companies. 
“COMPANIES ACT” 

No. 43997, 


NOTICE is hereby given that “4-Star 
Construction Ltd.” was incorporated un- 
der the “Companies Act” on the 26th 
day of February, 1959. 

The authorized capital of the Company 
is five thousand dollars, divided into five 
thousand preference shares with a nom- 
inal or par value of one dollar each. 

The Company is also authorized to is- 
sue five thousand common shares without 
nominal or par value. 

The address of its registered office is 
508 Hornby Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To act as general contractors: 

(6) To conduct all types of business 
ancillary or necessary to more effectively 
carry on a general construction business: 


(c) To own and operate all types of 
equipment and machinery to effectively 
carry on the business of general contrac- 
tors, and, without limiting the generality 
of the foregoing, to conduct the business 
of the construction of houses, warehouses, 
and all types of buildings in the City of 
Vancouver and elsewhere: 


(d) To act as general agents. 


S. W. TAYLOR, 
ap2—2169 Registrar of Companies. 


“COMPANIES ACT” 
No. 44003. 

NOTICE is hereby given that “ Cronk- 
hite (Vancouver) Ltd.” was incorporated 
under the “ Companies Act” on the 26th 
day of February, 1959. 

The authorized capital of the Company 
is twenty thousand dollars, divided into 
twenty thousand shares with a nominal or 
par value of one dollar each. 

The address of its registered office is 
1110 Seventh Avenue East, Vancouver, 
BGs 

The objects for which the Company is 
established are: — 

(a) To manufacture, buy, sell, dis- 
tribute, import, export, assemble, operate, 
repair, convert, rent for hire, and other- 
wise deal in and with goods, wares, and 
merchandise of every kind and descrip- 
tion whatsoever, together with the ma- 
terials raw or otherwise which may be 
used in connection therewith or form 
component parts thereof, or to acquire, 


5 






maintain, and operate factories, mills, or 


plants which may be maintained in con- 
nection therewith: 

(6) To acquire by purchase, lease, ex- 
change, consideration, or otherwise, and 
to hold, but not to trade or deal in the 
same as a business or plan for profit, real 
property of every nature and description, 
and any interest therein: 

(c) To acquire and hold, but not to 
trade in the same as a plan for profit, 
shares, stocks, debentures, bonds, obliga- 
tions, or securities issued or guaranteed 
by any company, wheresoever situated or 
carrying on business, and debentures, 
bonds, obligations, or securities issued or 
guaranteed by any government, commis- 
sioner, public body or authority, supreme, 
municipal, local, or otherwise, either in 
Canada or elsewhere, or any right, title, 
or interest therein: 

(d) To do all or any of the above things 
as jobbers, principal agents, merchants, 
or otherwise, and as manufacturers, 
wholesalers or retailers, or otherwise, 
either alone or in connection with others. 


S. W. TAYLOR, 
ap2—2170 Registrar of Companies. 


“COMPANIES ACT” 
No. 44006. 


NOTICE is hereby given that ‘ Inter- 
national Land Corporation Ltd.” was in- 
corporated under the “Companies Act” 
on the 26th day of February, 1959. 

The Company is authorized to issue 
one million shares without nominal or par 
value. 

The address of its registered office is 
306, 1111 West Georgia Street, Vancou- 
Vein, BAC. 

The objects for which the Company is 
established are:— 

(a) To carry on business as investors, 
brokers, and agents, and to undertake and 
carry on and execute all kinds of finan- 
cial, commercial, trading, and other op- 
erations which may seem to be capable of 
being conveniently carried on or calcu- 
lated directly or indirectly to enhance the 
value of or facilitate the realization of or 
render profitable any of the Company’s 
property or rights: 

(b) To subscribe for, underwrite, buy, 
take, or otherwise acquire, and to hold, 
either as principal or agent, and abso- 
lutely as owner or by way of collateral 
security, and to enjoy, sell, exchange, or 
otherwise dispose of any stock, shares, 
bonds, debentures, debenture stock, notes, 
mortgages, and other securities, obliga- 
tions, contracts, and evidences of indebt- 
edness of any government or municipal 
or school corporation or of any chartered 
bank or of any industrial or financial or 
other company or corporation, and while 
the owner or holder thereof, to exercise 
all the rights, powers, and privileges of 
ownership, including all voting rights, if 
any, with respect thereto: 

(c) To invest and deal with the moneys 
of the Company not immediately re- 
quired in such manner as from time to 
time may be determined: 


(d) To take over, manage, and disposé 
of in any manner whatsoever any business 
or undertaking in which the Company 
may be interested or in the securities of 
which it may have invested its funds or 
with which it may have business relations: 


(e) To buy or otherwise acquire, and 
hold, sell, and deal in real and personal 
property of all kinds, and rights, and in 
particular lands, buildings, hereditaments, 
business or industrial concerns and under- 
takings, mortgages or charges on personal 
property, contracts, concessions, fran- 






chises, annuities, patents, licences, securi- 
ties, policies, book debts, and any interest 
in real or personal property, any claims 
against any such property or against any 
person or company, and privileges and 
choses in action of all kinds: 

(f) To act as agents and brokers for the 
investment, handling, loan, payment, 
transmission, and collection of money for 
any individual, corporation, firm or court 
of law, and to take, receive, hold, trans- 
fer, and convey all property, real or per- 
sonal, which may be granted, conveyed, 
or committed to this Company: 

(g) To act as agents or attorneys for 
the transaction of any business, the man- 
agement of estates, the sale of property, 
the investment and collection of moneys, 
rents, interest, dividends, mortgages, 
bonds, bills, notes, and other securities: 

(h) To erect, alter, improve, repair, 
maintain, and manage buildings upon any 
lands in which the Company may have 
any interest, and generally to carry on the 
business of a real-estate and improvement 


company. 
S. W. TAYLOR, 
ap2—2171 Registrar of Companies. 


“COMPANIES ACT” 
No. 44005. 


NOTICE is hereby given that “ Butler 
Holdings Ltd.” was incorporated under 
the “Companies Act” on the 26th day 
of February, 1959. 

The authorized capital of the Company 
is fifty thousand dollars, divided into one 
hundred Class A shares and forty-nine 
thousand nine hundred Class B shares, 
both with a nominal or par value of one 
dollar each. 

The address of its registered office is 
Suite 104, 1718 Marine Drive, West Van- 
couver, B.C, 

The objects for which the Company is 
established are: — 


(a) To purchase or otherwise acquire 
and to hold shares of all classes and se- 
curities of any form or type issued by in- 
dividual company, public or private, in- 
corporated or unincorporated: 

(b) To borrow and raise money on any 
terms or conditions, and, in particular, by 
the issue of redeemable debentures or 
debenture stock, mortgages, bonds, or 
other securities, and to mortgage all or 
any part of the Company’s property, in- 
cluding its uncalled capital, for the pur- 
pose of securing such debentures, deben- 
ture stock, mortgages, bonds, or other 
securities: 


(c) To take part in the management, 
Supervision, Or control of the business 
and (or) operations of any company or 
undertaking in which the Company holds 
any shares, bonds, debentures, or other 
securities, or of which the Company owns 
any property, assets, or rights: 


(d) To buy, lease, hold, exchange, 
Mortgage, and sell property, real and 
personal, movable or immovable, or in- 
terest therein of all kinds, and specifically 
to undertake the development of real 
property subdivisions, including the trad- 
ing in, financing, purchasing, selling, dis- 
counting, etc., of mortgages, agreements 
for sale, or any other equity of whatso- 
ever nature in real property, and financ- 
ing builders or contractors on the pur- 
chase of building lots, and financing, re- 
financing, and discounting of hire and 
purchase agreements, conditional sale 
agreements, stocks, bonds, debentures, 
personal property, and choses in action of 
whatsoever nature, and generally to carry 
on business as capitalists, financiers, and 
brokers, both as principals and agents: 
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(e) To loan or advance any of the 
funds of the Company to any shareholder 
of the Company or to any other person, 
firm, Or corporation: 

(f) Subject to the provisions of the “In- 
surance Act,” to guarantee or become 
liable for payment of money or the per- 
formance of any obligations by any per- 
son, firm, or corporation: 

(g) To make gifts and donations to any 
person, firm, or corporation for any pur- 
pose whatsoever, whether such firm, per- 
sons Or corporation be a member of this 


Company or not. 
S. W. TAYLOR, 
ap2—2171 Registrar of Companies. 


“COMPANIES ACT ” 
No. 44001. 


NOTICE is hereby given that “ Trout 
Creek Timber Ltd.” was incorporated un- 
der the “Companies Act” on the 26th 
day of February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
thousand ordinary or common shares of 
a nominal or par value of ten dollars 
each. 

The address of its registered office is 
33060 Main Street, Mission City, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on business as lumber- 
men, loggers, and logging contractors: 

(b) To buy, sell, log, produce, prepare 
for market, manipulate, import, export, 
and generally to deal in timber, lumber, 
poles, piling, shingles, shakes, and all 
other products or by-products of wood: 

(c) To purchase, lease, or otherwise ac- 
quire, and hold, but not to trade in the 
same as a business or plan for profit, 
timber and other lands, and any interest 
therein, for the purpose of utilizing the 
timber and wood therefrom in the Com- 
pany’s business: 

(d) To acquire, own, manage, and op- 
erate lumber camps, sawmills, mills, log- 
ing equipment and tools: 

(e) To purchase and hold real property 
for the purposes of the Company to 
carry on its business therefrom. 


S. W. TAYLOR, 
ap2—2170 Registrar of Companies. 
“COMPANIES ACT” 

No. 44015. 


NOTICE is hereby given that “ Koote- 
nay Contractors Ltd.” was incorporated 
under the “Companies Act” on the 27th 
day of February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares of the par value of one 
dollar each. 

The address of its registered office is 
at the offices of Graham, Provenzano 
and Graham, 804 Baker Street, Cran- 
brook, B.C. 

The objects for which the Company 1s 
established are:— 

(a) To carry on the business of gen- 
eral contractors and to enter into con- 
tracts for, construct, execute, own, and 
carry on all description of works, and to 
carry on for the purposes aforesaid the 
business of a general construction Com- 
pany and contractors for the construction 
of works, both public and private: 

(b) To carry on business as contractors, 
builders, importers, dealers in, and manu- 
facturers of concrete, cement, asphalt, 
roof preparations, lumber, sand and 
gravel, and other materials which can be 
used, directly or indirectly, by contractors 
or builders, with power to act as agents 





for other persons or corporations carry- 
ing on a similar business and also to 
carry on any other business of a like 
nature or incidental to the foregoing: 

(c) To carry on the business of dis- 
tributers of both wholesale and retail and 
as jobbers, agents for buyers and sellers, 
manufacturers, repairers, storers, ware- 
housers, and dealers in goods, stores, 
chattels, and effects of all kinds, both 
wholesale and retail, and to transact 
every kind of agency business: 

(d) To acquire, own, obtain, and 
otherwise possess automobiles, trucks, 
automotive and power driven and oper- 
ated machinery and equipment of all 
kinds for purposes of renting, leasing, and 
hiring upon such terms and conditions as 
the Company may consider advisable: 

(e) To acquire by purchase, lease, 
exchange, or otherwise for the purposes 
of the Company, and to own, hold, im- 
prove, manage, and sell, and not to deal 
in for profit, lands and interests in lands, 
buildings, structures, works, and improve- 


ments of all kinds. 
S. W. TAYLOR, 
ap2—2 164 Registrar of Companies. 


“COMPANIES ACT” 
No. 44016. 

NOTICE is hereby given that “ Western 
Identification Services Ltd.” was incorpo- 
rated under the “ Companies Act” on the 
27th day of February, 1959. 

The authorized capital of the Company 
is twenty-five thousand dollars, divided 
into one hundred common shares with a 
nominal or par value of ten dollars each, 
and two hundred and forty preferred 
shares with a nominal or par value of one 
hundred dollars each. 

The address of its registered office is 
1614, 1030 West Georgia Street, Vancou- 
ver, BIC 

The object for which the Company is 
established is: To carry on the business 
of leasing photographic and industrial 
equipment and machinery of all kinds 
and to generally carry on the business of 
dealers in machinery and equipment. 


S. W. TAYLOR, 
ap2—2164 Registrar of Companies. 
“ COMPANIES ACT” 

No. 44014. 

NOTICE is hereby given that “ Steve’s 
Speedy Delivery Ltd.” was incorporated 
under the “Companies Act” on the 27th 
day of February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares of the par value of one 
dollar each. 

The address of its registered office is 
care of Stephen George Shypitka, 329 
South Eighth Avenue, Cranbrook, B.C. 

The objects for which the Company is 
established are: — 

(a) To carry on the business of trans- 
port and truck-line operators, common 
carriers, mail contractors, shippers, dis- 
patchers, freight and express forwarding 
agents, warehousemen, and terminal stor- 
age and freight depot operators: 

(b) To carry on the business of gen- 
eral haulage, delivery, and cartage con- 
tractors in all branches, and as bus and 
taxi operators, and to rent, let, or hire 
under contract all types of motor-vehicles, 
machinery, and equipment of all kinds: 

(c) To acquire, maintain, and operate 
garages, service-stations, oil depots, and 
agencies, warehouses, and other buildings 
and establishments: 


(d) To allot the shares of the Com- 
pany, credited as fully or partly paid up, 
as the whole or part of the purchase 
price in any real or personal property, or 
as whole or part payment for services ren- 
dered or to be rendered to the Company 
or for any valuable consideration: 

(e) To make gifts and donations to 
any person, firm, or corporation for any 
purpose whatsoever, whether such person, 
firm, or corporation be a member of this 
Company or not. - 

Ss. W. TAYEOR; 
ap2—2163 Registrar of Companies. 


“COMPANIES: ACT” 
No. 43966, 


NOTICE is hereby given that “ Christie- 
Nicholls Sales Ltd.” was incorporated 
under the “ Companies Act” on the 24th 
day of February, 1959. 

The authorized capital of the Company 
is one hundred thousand dollars, divided 
into ten thousand shares with a nominal 
or par value of ten dollars each. 

The address of its registered office is 
1403, 1030 West Georgia Street, Vancou- 
ver, BiG: 

The objects for which the Company is 
established are:— 

(a) To transact all kinds of agency 
business, to negotiate loans, to find invest- 
ments, to carry on business as capitalists, 
financiers, brokers, and manufacturers’ 
agents; to purchase or otherwise acquire, 
sell, dispose of, and deal in real and per- 
sonal property of all kinds, and, in par- 
ticular, lands, shares, stocks, debentures, 
securities, book debts, and any interest in 
real or personal property and any claims 
against such property or against any per- 
son or company; to advance money on 
the security of stocks, shares, buy, sell, 
and deal in warrants, bonds, debentures, 
bills of lading, warehouse receipts, choses 
in action, coupons, and other negotiable 
or transferable or non-negotiable securi- 
ties or documents; to subscribe for, un- 
derwrite, issue on commission or other- 
wise take, hold, and deal in shares and 
securities of all kinds; to carry on busi- 
ness as promoters and to form, constitute, 
float, assist, and control companies and 
undertakings: 

(b) To purchase, take on lease or in 
exchange, or otherwise acquire, any real 
or personal property, and to sell, improve, 
manage, develop, lease, dispose of, turn 
to account, or otherwise deal with the 
same: 

(c) To buy, sell, and otherwise dispose 
of, hold, own, manufacture, produce, 
export and import, and deal in, either as 
principal or agent, and upon commission, 
consignment, or otherwise, goods, wares, 
products, and merchandise of all kinds 
and descriptions whatsoever, and to do 
a general commission merchants’ mer- 
chandise, brokerage, selling agents’, and 
factors’ business in such goods, wares, 
products, and merchandise: 

(d) To carry on the business of an 
investment company and to invest in 
shares, stocks, bonds, debentures, deben- 
ture stocks, and other evidences of in- 
debtedness and obligations issued or guar- 
anteed by any corporation, company, 
chartered bank, association, partnership, 
syndicate, entity, person, or govern- 
mental, municipal, or public authority, 
domestic or foreign, and evidences of any 
interest in respect of any such shares, 
stocks, bonds, debentures, debenture stock, 
and other evidences of indebtedness and 
obligations, and to lend money without 
security or upon the security of personal 
property, and to change, alter, or realize 
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upOn any investments and to reinvest any 
moneys which may at any time be avail- 
able for that purpose: 

(e) To acquire by purchase, lease, ex- 
change, or otherwise, all or any of the 
stocks, shares, and securities of, and the 
whole of or any interest in the under- 
takings and businesses of any companies, 
firms, or individuals, whether the same 
are carried on with any other business or 
not and to carry on the same: 

(f) To take part in the management, 
supervision, or control of the business or 
operations of any company or under- 
taking and for that purpose to appoint 
and remunerate any directors, account- 
ants, or other experts or agents to man- 
age, operate, and carry on as managers 
the property, franchises, undertakings, 
and business of any corporation any of 
whose shares, bonds, debentures, or other 
securities are held by the Company for 
such remuneration as may be deemed 
reasonable and proper. 


Ss. W. TAYLOR, 
Registrar of Companies. 


“COMPANIES ACT” 
No. 44009. 


NOTICE is hereby given that “Parus- 
sini Building Supplies Limited” was in- 
corporated under the “ Companies Act ” 
on the 26th day of February, 1959. 

The authorized capital of the Company 
is fifty thousand dollars, divided into 
forty-five thousand preference shares and 
five thousand common shares, both hav- 
ing a nominal or par value of one dollar 
each. 

The address of its registered office is 
Suite 10, Croll Block, 305 Argyle Street, 
Port Alberni, B.C. 

The object for which the Company is 
established is: To carry on business as 
dealers and jobbers in building supplies, 
as general contractors, as dealers and 
jobbers in machinery, as equipment rental 
proprietors, as general storekeepers, both 
wholesale and retail, and as common car- 
riers by land and by sea. 


S. W. TAYLOR, 
Registrar of Companies. 


ap2—2180 


ap2—2162 


“COMPANIES ACT” 
No. 44007. 


NOTICE is hereby given that “ Wright- 
way Enterprises Ltd.” was incorporated 
under the “ Companies Act” on the 26th 
day of February, 1959. 

The authorized capital of the Company 
is fifty thousand dollars, divided into five 
thousand preference shares with a nom- 
inal or par value of ten dollars each. 

The Company is also authorized to is- 
sue ten thousand shares without nominal 
or par value. 

The address of its registered office is 
Burns lakes BG: 

The objects for which the Company is 
established are:— 

(a) To purchase or otherwise acquire 
and hold for investment real and personal 
property and rights, and in particular 
lands, buildings, hereditaments, business 
or industrial concerns and undertakings, 
mortgages, charges, contracts, and any 
interest in real or personal property, and 
to construct, alter, improve, repair, and 
manage any such property: 

(b) To procure capital, credit, or other 
assistance for establishing, extending, or 
reorganizing any enterprise or industry 
carried on or intended to be carried on 
by any person, firm, corporation, or com- 
pany: 


(c) To take part in the management, 
supervision, or control of the business or 
operations of any company or undertak- 
ing having objects altogether or in part 
similar to those of the Company, or In 
which the Company may be interested, 
and for that purpose to appoint and re- 
munerate any directors, accountants, or 
other experts or agents to manage, Op- 
erate, and carry on as managers of the 
property, franchises, undertakings, and 
business of any corporation any of whose 
shares, bonds, debentures, or other secur!- 
ties are held by the Company for such 
remuneration as may be deemed reason- 
able and proper. 

So Wi LAYLOR. 
ap2—2172 Registrar of Companies. 


“COMPANIES ACT” 
No. 43994. 


NOTICE is hereby given that “C & G 
Agencies Ltd.” was incorporated under 
the “Companies Act” on the 26th day 
of February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into nine 
thousand preference shares, and one thou- 
sand common shares, both with a nom- 
inal or par value of one dollar each. 

The address of its registered office is 
602 Birks Building, 718 Granville Street, 
Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To manufacture, export, import, 
buy, sell, distribute, and generally deal in 
all kinds of motor-vehicle and boat ac- 
cessories and parts, and all kinds of ma- 
chinery, implements, tools, equipment, 
and appliances incidental to the construc- 
tion and maintenance of motor-vehicles 
and boats: 

(b) To carry on business as manufac- 
turers’ agents and representatives, and as 
commission agents and merchants, and to 
carry on a jobbing, commission, and gen- 
eral agency business for the sale of goods, 
wares, and merchandise of all kinds: 

(c) To operate a general merchandis- 
ing business, both wholesale and retail, 
or on consignment, and to manufacture, 
export, import, buy, sell, and generally 
deal in all kinds of equipment, machinery, 
tools, goods, wares, and merchandise of 


all kinds. 
S. W. TAYLOR, 
ap2—2172 Registrar of Companies. 


“COMPANIES ACT” 
No. 44000. 


NOTICE is hereby given that “L. & R. 
Logging Ltd.” was incorporated under the 
“Companies Act” on the 26th day of 
February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares of the par value 
of one dollar each. 

The address of its registered office is 
915 Rogers Building, 470 Granville Street, 
Vancouver 2, B.C. 

The objects for which the Company is 
established are:— 

(a) To log, manufacture, and prepare 
for market, buy, sell, import, export, cut, 
remove, and deal in poles and piling of 
all kinds: 

(b) To carry on the business of loggers, 
sawmill and shingle-mill proprietors and 
operators, timber merchants, and logging 
operators in all their respective branches, 
and to manufacture and prepare for mar- 
ket, buy, sell, import, export, cut, remove, 
and deal in logs, timber, lumber, shingles, 
shingle-bolts, and all forest products, 
articles, and materials in the manufacture 
of which timber, lumber, or wood is used: 


(c) To locate, purchase, take on lease 
or licence, pre-empt, exchange, hire, op- 
tion, or otherwise acquire, and deal in, 
and dispose of any Jands, lumber, timber, 
poles and piling, timber lands, timber 
limits, timber sales, timber licences, or 
other timber holdings of whatsoever kind 
and nature, and rights to cut and remove 
timber thereon and therefrom, and any 
rights or privileges which may be neces- 
sary for the purpose of the business of 
the Company, and to survey and cruise 
timber and timberlands in any locality: 

(d) To buy, sell, manufacture, deal in, 
and operate trucks, tractors, donkey en- 
gines, and all kinds of logging machinery, 
equipment, implements, conveniences, 
provisions, and supplies, and things ca- 
pable of being used in connection with 
the business of the Company or required 
by workmen and employees of the Com- 
pany: 

(e) To carry on the business of general 
contractors and of mechanical engineers 
and of dealers in and manufacturers of 
plants, engines, and machinery of all 
kinds, tool makers, brass founders, metal 
workers, boiler makers, millwrights, ma- 
chinists, iron and steel converters, smiths, 
steam and gas fitters, woodworkers, build- 
ers, founders, metallurgists, electric, civil, 
and water-supply engineers, gas makers, 
carriers, merchants, logging engineers, 
road builders (subject to the “ Engineering 
Profession Act, 1955,” of British Co- 
lumbia): 

(f) To act as agents, commission agents, 
vessel agents, logging agents, cartage 
agents, wharfingers, warehousemen, for- 
warders, and carriers by land, water, and 
air: 

(g) To carry on the business of import- 
ers and exporters of, both wholesale and 
retail, and to buy, sell, and deal in all 
kinds and descriptions of goods, wares, 
and merchandise, and to carry on the 
business of custom-house brokers, ware- 
housemen, forwarders, carters, and other 
like businesses, and to buy, sell and 
generally deal in wares, merchandise, 
articles, or effects directly or indirectly 
relating to any of the said businesses of 
the Company: 


(h) To carry on the business of a pro- 
moter, organizer, and manager of finan- 
cial, industrial, mercantile, lumber, tim- 
ber, logging, and other companies and 
corporations, and to promote, organize, 
develop, and manage, or to assist in the 
promotion, organization, development, 
and management of any corporation, 
syndicate, company, enterprise, or under- 
taking, and to raise and to assist in rais- 
ing money for, and aid by way of bonus, 
loan, promise, endorsement, guarantee of 
bonds, debentures, or other securities, or 
otherwise, any company or corporation 
promoted by this Company, and to offer 
for public subscription any shares, stocks, 
bonds, debentures, or other securities of 
any such company, corporation, business, 
or undertaking: 


(i) To purchase, hire, charter, build, 
maintain, or otherwise acquire, and op- 
erate steam or other vessels, or interests 
therein, tugs, boats, vehicles, logging 
roads and railroads of all kinds, and all 
appliances necessary or beneficial for the 
purposes of the Company: 

(j) To carry on the business of cruising, 
exploring for, and locating timber, tim- 


ber-lands, and wood products of all 
kinds: 


(k) To carry on the business of general 
selling and purchasing agents in all its 
branches, and to carry on a general 
brokerage business, which, without limit- 
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ing the generality of the foregoing words, 
shall include the business of lumber, tim- 
ber, logs, wood products, oil, mines, real 
estate, Insurance, and financial brokers, 
both as wholesale and retail, in all their 
respective branches (subject to the “Insur- 
ance Act,” and to buy or sell, either out- 
right or on commission, or profit, and 
generally to deal in lumber, logs, wood 
products, and timber of all kinds: 

(1) To borrow or raise or secure the 
payment of money in any amount, even 
in excess of the authorized capital of the 
Company, or in any manner as the Com- 
pany shall think fit, and in particular by 
the issue of debentures or debenture 
stock, perpetual or otherwise, charged 
upon any or all of the Company’s prop- 
erty, both present and future, including 
its uncalled capital, and to purchase, re- 
deem, or pay off any such securities: 

(m) To lend money to such persons 
and on such terms as may seem expedient, 
and in particular to employees, customers, 
and others having dealings with the Com- 
pany, and to guarantee the performance 
of contracts by any such persons: 

(n) To do all such other things as are 
incidental or conducive to the attainment 
of the above objects. 


S. W. TAYLOR, 
ap2—2170 Registrar of Companies. 


* COMPANIES ACT ” 
No. 43999, 


NOTICE is hereby given that “ Kent 
Metal Products Ltd.” was incorporated 
under the “ Companies Act” on the 26th 
day of February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand ordinary shares of a par value 
of one dollar each. 

The address of its registered office is 
915 Rogers Building, 470 Granville Street, 
Vancouver 2, B.C. ; 

The objects for which the Company is 
established are:— 

(a) To carry on the business of manu- 
facturers of all and any kind of goods, 
wares, or things that may be manufac- 
tured by the use of wire, steel, metals, 
plastics, alloys, textiles, wood, leather, 
fabric, and materials of all kinds which, 
without limiting the generality of the 
foregoing words, shall include containers 
of all kinds: 

(b) To carry on the business of and to 
buy, sell, barter, auction, let on hire, deal 
in all and every kind of new and used 
metals, alloys, plastics, textiles, fabrics, 
woods, utensils, ornaments, furniture, 
plumbing, hardware, building materials, 
and household equipment and accessories 
of all kinds, leather goods, machinery, 
oils, paints, junk, goods, chattels, and 
commodities of all kinds, whether as 
merchants, manufacturers, wholesalers, 
retailers, agents, brokers, or factors: 

(c) To carry on the business of ma- 
chinists, mechanical, electrical, chemical, 
and automotive engineers, metal founders, 
woodworkers, smiths of all kinds, mould- 
ers of all kinds of materials, painters, 
metallurgists, upholsterers, welders, an- 
nealers, renovators, assemblers, distribu- 
ters, manufacturers of engines, automo- 
tive machinery, and industrial devices and 
accessories, and household utensils of all 
kinds (subject to the provisions of the 
“Engineering Profession Act, 1955,” of 
British Columbia): 

(d) To carry on the business of general 
merchants, general purchasing agents, 
general agents, commission agents, as- 

semblers, and distributers of all kinds of 
goods, chattels, and commodities, for- 


warders and carriers by land, water, and 
air, warehousemen, and carmen, wharf- 
ingers, lightermen: 

(e) To carry on the business of import- 
ers and exporters of all kinds of goods, 
chattels, and commodities, and things 
which may be required in or for the pur- 
poses of the businesses of the Company 
or commonly supplied or dealt in by per- 
sons engaged in such businesses or which 
may seem capable of being profitably 
dealt with in connection with any of the 
said businesses: 

(f) To transact or carry on the business 
of financial agents and, in particular, in 
relation to investment of money, collec- 
tion and receipt of money, and the en- 
forcement of the Company’s rights in 
respect to any shares, stocks, bonds, de- 
bentures, or other securities: 

(g) To carry on any of the businesses 
and objects of the Company herein set 
forth, both as wholesalers and retailers: 

(h) To borrow, or raise, or secure the 
payment of money in any amount, even 
in excess of the paid-up, issued, or the 
authorized capital of the Company, and 
in such manner as the Company shall 
think fit, and, in particular, by the issue 
of debentures or debenture stock, per- 
petual or otherwise, charged upon any 
or all of the Company’s property, both 
present and future, including its uncalled 
capital, and to purchase, redeem, or pay 
off such securities: 

(i) To do all such other things as are 
incidental or conducive to the attainment 
of the above objects and the carrying on 
of any business incidental to any of the 
foregoing objects of the Company. 


Sh AWG AAW ALTOS 
ap2—2169 Registrar of Companies. 


“COMPANIES ACT ” 
No. 44011. 

NOTICE is hereby given that “ Nor- 
west Lumber, Ltd.,” was incorporated 
under the “ Companies Act” on the 27th 
day of February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
thousand common shares with a nominal 
or par value of ten dollars each. 

The address of its registered office is 
1508 Standard Building, 510 West Has- 
tings Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To buy, sell, and otherwise deal 
in lumber, logs, timber, pulp, pulpwood, 
paper, and other products of wood and 
pulp, plywoods, and all other articles and 
materials into which wood, pulp, pulp- 
board, or paper enter, or of which they 
form a part, and generally to buy, sell, 
and otherwise deal in all goods, wares, 
and merchandise of all kinds and descrip- 
tions whatsoever, and to carry on a gen- 
eral exporting and importing business: 

(b) To act and carry on business as 
brokers and agents generally for the buy- 
ing and selling of lumber, logs, timber, 
pulp, pulpwood, paper, plywoods, and 
other products of wood and pulp, and all 
other articles and materials into which 
wood, pulp, pulpwood, or paper enter, or 
of which they form a part, and, generally, 
all goods, wares, and merchandise of all 
kinds and descriptions whatsoever, and to 
make and enter into every and all kinds 
of lawful contracts in respect thereof: 

(c) To act as agents, commission 
agents, commission merchants, brokers, 
or representatives: 

(d) To carry on business as transfer 
and transportation agents, to charter 
steamships in whole or in part, or to 


make such arrangements for transporta- 
tion purposes upon any and all kinds of 
ships, boats, railways, aircraft, or other 
means of transportation, whether by land, 
water, or air, as the Company may find 
advantageous or expedient for the pur- 
poses of its business: 

(e) To manufacture or otherwise pro- 
duce, improve, or deal in any of the 
goods and commodities specifically or 
generally referred to in the foregoing 
paragraphs, together with all materials, 
raw or otherwise, which may be used in 
connection therewith or form component 
parts thereof, and to purchase or other- 
wise acquire, maintain, operate, and im- 
prove all kinds of factories, mills, and 
other buildings, plant, and machinery of 
every description, timber leases, licences, 
and lands, patent rights, and trademarks 
which may be necessary or convenient in 
connection therewith, and to dispose of 
the same from time to time by way of 
sale, lease, or otherwise. 


S. W. TAYLOR, 
ap2—2180 Registrar of Companies. 


“COMPANIES ACT” 
No. 42975. 


NOTICE is hereby given that “ Mission 
Oaks Shopping Centre Ltd.” was incorpo- 
rated under the “Companies Act” on 
the 29th day of October, 1958. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
Suite 222, 744 West Hastings Street, Van- 
couver, B.C. 

The objects for which the Company is 
established are:— 

(a) To acquire, lay out, develop, and 
subdivide land, and to acquire, build, op- 
erate, and manage buildings and struc- 
tures of all kinds, including (without in 
any way limiting the generality of the 
foregoing) hotels, office buildings, stores, 
shops, theatres, or apartment-houses: 

(b) To guarantee the obligations and 
engagements of any person, firm, or cor- 
poration whatsoever, but not to carry on 
the business of guarantee insurance. 


S. W. TAYLOR, 
ap2—2162 Registrar of Companies. 


“COMPANIES ACT” 
No. 44017. 

NOTICE is hereby given that “ Big 

Bell Mine Ltd.” was incorporated under 
the “Companies Act” on the 27th day 
of February, 1959. 
_ The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
5742 Pacific Highway, Cloverdale, B.C. 

The objects for which the Company is 
established are:— 

(a) To explore for minerals and to do 
any and all things necessary and pertinent 
to the said business: 

_(b) To acquire by purchase, lease, 
hire, discovery, location, or otherwise, and 
to hold mines, mineral claims, mining 
leases, mining lands, prospects, licences, 
and mining rights of every description, 
and work, develop, operate, turn to ac- 
count, sell, or otherwise dispose of same: 

(c) To dig, drill, or bore for, raise, 
crush, wash, smelt, reduce, refine, amalga- 
mate, assay, analyse, and otherwise treat, 
uranium, radium, gold, silver, copper, 
lead, iron, and any other ore, deposit, 
metal, or mineral whatsoever, whether 
belonging to the Company or not, and 
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to render the same merchantable, and to 
buy, sell, and deal in the same or any 
product thereof: 

(d) To engage in any branch of mining, 
smelting, milling, and refining minerals: 

(e) To sell or otherwise dispose of 
ore, metal, or mineral products, and to 
take contracts for mining work of all 
kinds, and to accept as the consideration, 
shares, stock, debentures, or other secu- 
rities of any limited company whatsoever 
incorporated and carrying on any busi- 
ness, directly or indirectly, if such shares, 
stocks, debentures, or other securities are 
fully paid up, and to sell or otherwise dis- 
pose thereof. 

S. W. TAYLOR, 

ap2—2164 Registrar of Companies. 


“COMPANIES ACT” 
No. 43996. 


NOTICE is hereby given that “ Valley 
Ready-Mix Ltd.” was incorporated under 
the “ Companies Act” on the 26th day of 
February, 1959. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
Sixth Floor, 640 West Hastings Street, 
Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on all or any of the busi- 
nesses of and dealers and workers in 
cement, lime, plasters, whiting, clay, 
gravel, sand, minerals, earth, coke, fuel, 
artificial stone, and builders’ requisites 
and conveniences of all kinds, and of 
engineers, ship, barge, lighter, and truck 
Owners, quarry owners, builders, general 
contractors and carriers: 

(b) To carry on a general mercantile 
business as dealers and distributers, either 
as principal or agent, of all kinds of 
goods, wares, and merchandise, whether 
wholesale or retail, and by means of 
stores, warehouses, shops, or agencies, 
and for such purpose to manufacture, 
process, or otherwise produce any of the 
aforesaid goods, wares, or merchandise, 
together with all materials, raw or other- 
wise, which may be used in connection 


therewith or form component parts 
thereof. 

S. W. TAYLOR, 
ap2—2168 Registrar of Companies. 


~ COMPANIES ACT” 
No. 43960. 


NOTICE is hereby given that “ Duggan 
& Oelrich Contractors Ltd.” was incorpo- 
rated under the “ Companies Act ” on the 
24th day of February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares having a nominal or par 
value of one dollar each. 

The address of its registered office is 
105 Seymour Street, Kamloops, B.C. 

The objects for which the Company is 
established are:— 

(a) To establish, own, and operate 
logging camps and in general to carry on 
every activity related to logging: 

(b) To carry on business as lumber- 
men, loggers, logging contractors, timber 
merchants, timber cruisers, sawmill pro- 
prietors, and to buy and sell, log, produce, 
and deal in timber and wood of all kinds: 


(c) To acquire by purchase, lease, 
hire, exchange, or otherwise, timber lands, 
leases, claims, and rights to cut and carry 
away logs and timber, and the right to 
enter upon lands, timber lands, leases, 
and claims for the purpose of cutting and 
removing logs and lumber therefrom, and 


the right to acquire any facilities that 
may be appurtenant thereto, and other 
real and personal estate: 

(d) To own and operate every kind of 
land-clearing, road-building, construction, 
lumber, and logging machinery; to under- 
take independently or under contract, 
land-clearing, road-building, construction 
operations, and any other operations re- 
lating to the same: 

(e) To carry on business as general 
merchants, and to buy, sell, and deal in 
merchandise of every description: 

(f) To own and operate boats, motor- 
vehicles, and other equipment for the 
purpose of carrying out any of the pur- 
poses of the Company: 

(g) To carry on any other business 
which may increase the value of, or ren- 
der profitable any of the Company’s 
properties or rights. 


S. W. TAYLOR, 
ap2—2168 Registrar of Companies. 


“COMPANIES ACT” 
No. 44010. 


NOTICE is hereby given that “The 
Synkoloid Company of Canada Ltd.” was 
incorporated under the “Companies Act” 
on the 26th day of February, 1959. 

The authorized capital of the Company 
is two hundred and fifty thousand dollars, 
divided into two hundred and fifty thou- 
sand shares with a nominal or par value 
of one dollar each. 

The address of its registered office is 
Fifteenth Floor, The Burrard Building, 
1030 West Georgia Street, Vancouver, 
BiG; 

The object for which the Company is 
established is: To manufacture, buy, sell, 
or otherwise acquire, and dispose of, hold, 
own, export and import, or otherwise deal 
with and in, both wholesale and retail, 
either as principal or agent, and upon 
commission, consignment, or otherwise, 
or as jobbers or brokers, paints of every 
kind, nature, and description, and, in 
particular, but without limiting the gen- 
erality of the foregoing, water paints and 
water-paint specialties and all ingredients 
and products thereof and materials relat- 


ing thereto. 
S. W. TAYLOR, 
ap2—2181 Registrar of Companies. 


“COMPANIES ACT” 
No. 44004. 


NOTICE is hereby given that “ Body- 
guard Flag Co. Ltd.” was incorporated 
under the “ Companies Act” on the 26th 
day of February, 1959. 

The authorized capital of the Company 
is nine thousand nine hundred dollars, 
divided into nine thousand nine hundred 
Class A shares of a nominal or par value 
of one dollar each. 

The Company is also authorized to is- 
sue one hundred Class B shares without 
nominal or par value. 

The address of its registered office is 
oe 1, 1557 West Broadway, Vancouver, 

The objects for which the Company is 
established are:— 

(a) To carry on the business of manu- 
facturers of entertainment devices and 
instruments, toys, goods for household 
use, safety flags, and all articles or items 
relating thereto: 

(b) To carry on the business of manu- 
facturers of and dealers in paints, printing 
inks, and all other things which can be 
conveniently manufactured or dealt in by 
persons carrying on the above business, 
either wholesale or retail, and as princi- 
pals or agents: 


(c) To carry on the business of dis- 
tributers of all forms of manufactured 
goods, including goods manufactured by 
the Company either on a wholesale or 
retail level, and for import and for export: 

(d) To carry on the business of im- 
porters and exporters of all forms of 
manufactured goods coming generally 
within the class of goods described above. 


S. W. TAYLOR, 
ap2—2171 Registrar of Companies. 


“COMPANIES ACT” 
No. 44021. 


NOTICE is hereby given that “ Colum- 
bia Wholesale Lumber Ltd.” was incorpo- 
rated under the “ Companies Act ” on the 
2nd day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares of the par value of one 
dollar each. 

The address of its registered office is 
Leitch Street, Cranbrook, B.C. 

The objects for which the Company is 
established are:— 

(a) To maintain, conduct, manage, and 
carry on in all its branches the business 
of general commission merchants, ship- 
ping agents, brokers, factors, importers 
and exporters of and dealers, wholesale 
and retail, in sawlogs, timber, lumber, 
wood, wood-pulp, and all the articles of 
which wood forms a compound part, and 
generally in all kinds of wares and mer- 
chandise and products of every nature 
whatsoever: 

(b) To manufacture wood-fuel and 
sawdust, and to buy, sell, deal in, either 
wholesale or retail, all manner of wood- 
fuel, sawdust, coal, or fuel of any kind: 

(c) To conduct and carry on the busi- 
ness of merchants, wholesale and retail, 
and also a general trading, mercantile, 
and commission business. 


S. W. TAYLOR, 
Registrar of Companies. 


“COMPANIES ACT” 
No. 43995. 

NOTICE is hereby given that “ Trico 
Trucking Co. Ltd.” was incorporated 
under the “Companies Act ” on the 26th 
day of February, 1959. 
_ The authorized capital of the Company 
is ten thousand dollars, divided into one 
thousand common shares and nine thou- 
sand preference shares, both with a par 
value of one dollar each. 


The address of its registered office is 
108 Johnston Road, Alberni, B.C. 


The objects for which the Company is 
established are:— 


(a) To carry on in all or any of their 
respective branches or any of the busi- 
ness of truckers, freighters, or trans- 
porters, general carriers, transferrers, for- 
warders, hauling contractors, graders, and 
warehousemen, and, in connection there- 
with, to buy, sell, hire, let, equip, operate, 
and maintain trucks, trailers, tractors, 
drays, automobiles, buses, machinery, 
and equipment of every kind and descrip- 
tion: 

(b) To carry on the business of gen- 
eral contractors, excavators, pavers, clear- 
ers, builders, and engineers, and to enter 
into contracts for the construction, exe- 
cution, or the carrying-on of all descrip- 
tions of works: 


(c) Tocarry on the business of service- 
station and garage operators, repair shops, 
parking-lot operators, and dealers in fuel, 


He ees and accessories of every 
ind; 
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(d) To carry on all other business inci- 
dental to or deemed beneficial to the 
objects of this Company: 

(e) To purchase, lease, and otherwise 
acquire, and to hold, but not to trade in 
the same as a business or plan for profit, 
land, buildings, licences, or rights for 
the purpose of utilizing same in the 
Company’s business. 


SW. A YIEOR; 
ap2—2168 Registrar of Companies. 
“COMPANIES ACT” 

No. 44012. 


NOTICE is hereby given that “Ten- 
oaks Farms Ltd.” was incorporated under 
the ““Companies Act” on the 27th day 
of February, 1959. 

The authorized capital of the Company 
is fifty thousand dollars, divided into five 
hundred Class A _ voting participating 
shares, nine thousand five hundred Class 
B non-voting participating shares, and 
forty thousand preference shares, all hav- 
ing a nominal or par value of one dollar 
each. k 

The address of its registered office is 
607 Columbia Street, New Westminster, 
BL. ; 
The objects for which the Company is 
established are:— 

(a) To buy, purchase, lease, erect, 
construct, build, or otherwise acquire, 
own, operate, manage, and let out on 
lease, or otherwise, apartments, hotels, 
flats, motels, auto-courts, rooming-houses, 
boarding-houses, and housing accommo- 
dation of any nature whatsoever: 

(b) To acquire and hold real and per- 
sonal property of every kind and descrip- 
tion, including mortgages, agreements for 
sale, leases, shares, stocks, debentures, 
bonds, and securities of all kinds and 
descriptions for the purpose of invest- 
ment, and for the purpose of earning rent 
and interest: ; 

(c) To buy, hold, own, hire, main- 
tain, control, take, lease, sell, assign, ex- 
change, transfer, manage, improve, de- 
velop, pledge, mortgage, or otherwise 
deal in and dispose of, either absolutely 
as owner or by way of collateral security, 
or otherwise, any property, real and per- 
sonal, movable and immovable, and assets 
generally: ; : 

(d) To purchase or otherwise acquire 
and to hold, sell, exchange, or otherwise 
dispose of and deal in the property, real 
or personal, rights, and assets of and 
bonds, debentures, debenture stock, shares 
of all classes, and securities of any form 
or type issued by any individual, corpora- 
tion, or company, public or private, in- 
corporated or unincorporated: 

(e) To take part in the management, 
supervision, or control of the business or 
operations of any company or under- 
taking of which the Company holds any 
shares, bonds, debentures, or other secu- 
rities, or of which the Company owns any 
property, assets, or rights, and, for that 
purpose, to appoint and remunerate any 
managers, accountants, or other experts 
or agents: 

(f) To employ any individual, firm, or 
corporation, to manage, in whole or in 
part, the affairs of the Company and to 
employ experts to investigate and exam- 
ine into the conditions, prospects, value, 
character, and circumstances of any busi- 
ness concerns and undertakings and gen- 
erally of any assets, property, or rights: 


(g) To acquire by purchase, lease, or 
otherwise, and to take over and (or) 
manage and carry on all or any of the 
businesses, undertakings, properties, fran- 
chises, goodwill, contracts, rights, powers, 


and privileges held, enjoyed, or carried 
on by any person, firm, or corporation, 
or by any business, the carrying on of 
which will, in the opinion of the Com- 
pany, promote the carrying-out of the 
undertakings of the Company, or any of 
them, or possessed of any property suitable 
for the objects of the Company, as the 
Company may deem advisable, and, in 
particular, for shares, bonds, debentures, 
or other securities of the Company; and 
to let and sublet any property, and to sell, 
lease, or otherwise dispose of the whole 
or any part of the Company’s business, 
property, and assets of any kind for such 
consideration as the Company may deem 
advisable and, in particular, for shares, 
bonds, debentures, or other securities of 
any other company, and to undertake the 
liabilities of any such person, firm, or 


corporation. 
S. W. TAYLOR, 
ap2—2163 Registrar of Companies. 


“COMPANIES ACT” 
No. 43967. 


NOTICE is hereby given that “ Colum- 
bia Machine Works Ltd.” was incorpo- 
rated under the “ Companies Act ” on the 
25th day of February, 1959. 

The authorized capital of the Company 
is fifty thousand dollars, divided into five 
thousand preference shares of a nominal 
or par value of ten dollars each. 

The Company is also authorized to is- 
sue twenty thousand common shares with- 
out nominal or par value. 

The address of its registered office is 
208, 475 Howe Street, Vancouver, B.C. 

The object for which the Company is 
established is: To carry on the business 
of machine works, engineering agencies, 
and sales of engineering and related prod- 
ucts, and all other business necessary and 
incidental thereto. 


S. W. TAYLOR, 
ap2—2181 Registrar of Companies. 


“COMPANIES ACT” 
No. 44013. 

NOTICE is hereby given that “Bob 
Nelson Motors Ltd.” was incorporated 
under the “Companies Act” on the 27th 
day of February, 1959. 

The authorized capital of the Company 
is fifty thousand dollars, divided into 
fifty thousand shares of the par value of 
one dollar each. 

The address of its registered office is 
28 Van Horne Street, Cranbrook, B.C. 

The objects for which the Company is 
established are:— 

(a) Tocarry on all or any of the busi- 
ness of proprietors or operators of gaso- 
line service stations and of repair shops, 
garages, salesrooms, and warehouses for 
motor-vehicles: 

(b) To buy, sell, and deal in motor- 
vehicles, both new and second-hand, and 
in parts, equipment, and accessories there- 
for, and in motor fuels and motor lubri- 
cants and in all or any materials, articles, 
and accessories used or capable of being 
used in the operation, maintenance, and 
repair of motor-vehicles: 

(c) To carry on business as manufac- 
turers, agents, brokers, jobbers, distribu- 
ters, and dealers, either wholesale or re- 
tail, of all kinds of machinery, equipment, 
goods, and merchandise: 

(d) To advance money on the security 
of real property or any interest thereon 
and on the security of personal property 
or any interest therein, including stocks, 
shares, bonds, debentures, conditional 
sales agreements, chattel mortgages, bills 


of lading, warehouse receipts, choses in 
action, coupons, and other negotiable or 
non-negotiable securities: 

(e) To allot, credited as fully or partly 
paid up, shares, bonds, debentures, or 
debenture stock of the Company as whole 
or any part consideration for the purchase 
of the whole or any part of the property 
acquired by the Company or for services 
rendered to or on behalf of the Company 
or any other valuable consideration. 


> WwW. LAY LOR. 
ap2—2163 Registrar of Companies. 


“COMPANIES ACT” 
No. 44019. 


NOTICE is hereby given that “J. H. 
Philpott & Co. Ltd.” was incorporated 
under the “ Companies Act ” on the 27th 
day of February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
1614 The Burrard Building, 1030 West 
Georgia Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) Subject to the “Engineering Pro- 
fession Act, 1955,” being chapter 110, 
R.S.B.C. 1948, and amending Acts, to 
engage in and carry on all or any of the 
businesses of general contractors and en- 
gineers and builders for and in the con- 
struction, erection, repair, alteration, 
maintenance, and (or) operation of public 
and private works of whatsoever nature 
or kind, and without in any way limiting 
the generality of the foregoing to perform 
electrical, mechanical, metallurgical, 
chemical, and hydraulic engineering and 
architectural work, including the prepa- 
ration of plans and specifications and ex- 
pert work as acting, consulting and super- 
intending engineers and architects, and 
generally to do and perform any and all 
the work as builders and contractors, and 
with that end in view to solicit, obtain, 
make, perform, carry out, sub-contract, 
and sub-let contracts, decrees, and con- 
cessions for or in relation to the building 
and contracting business and the work 
connected therewith: 

(b) Subject to the “ Engineering Pro- 
fession Act, 1955,” being chapter 110, 
R.S.B.C. 1948, and amending Acts, to de- 
sign, lay out, construct, erect, equip, im- 
prove, make, repair, raise, and (or) de- 
velop private or public works and con- 
veniences of all kinds: 

(c) To engage in and carry on in all 
or any of the businesses of the construc- 
tion industry, and without limiting the 
generality of the foregoing, to engage in 
and carry on the building, maintenance, 
and repairing of roads of all kinds, tow- 
ing, wrecking, salvaging, stevedoring, 
lightering, dredging, excavating, marine 
and submarine work, together with all 
supplies, equipment and requisites there- 
to: 

(d) To carry on a general roofing busi- 
ness and siding business, together with all 
supplies, equipment, and requisites there- 
to: 


(e) To act as carriers, truckmen, cart- 
age agents, and forwarders by land and 
water, agents, merchants, warehousemen, 
and to warehouse and store products, 
materials, goods, wares, and merchandise 
for other persons, firms, companies, and 
corporations, and to make and enter into 
contracts and agreements with common 
carriers and others necessary to giving 
effect to the purposes of the Company, or 
any of them: 
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(f) To act as agents, commission agents, 
commission merchants, brokers, distribu- 
tors, or representatives for other persons, 
firms, or corporations: 

(g) Without in any way limiting the 
generality of the foregoing objects to 
manufacture, buy, sell, and deal in goods, 
wares, and merchandise of every class 
and description: 

(h) The objects and powers conferred 
on the Company by the foregoing sub- 
paragraphs shall be in addition to and 
shall not in any way limit the powers 
conferred by section 22 of the “Com- 


panies Act.” 
». Ws TAYLOR, 
ap2—2165 Registrar of Companies. 


“COMPANIES ACT” 
No. 44018. 


NOTICE is hereby given that “ Delta 
Glass Ltd.” was incorporated under the 
“Companies Act” on the 27th day of 
February, 1959, 

The authorized capital of the Company 
is twenty-five thousand dollars, divided 
into fifteen thousand preferred shares and 
ten thousand common shares, both with 
a nominal or par value of one dollar each. 

The address of its registered office is 
13412 Seventy-second Avenue, Newton, 
BC 

The objects for which the Company is 
established are:— 

(a) To purchase the assets and liabili- 
ties of a business known as Delta Glass, 
as per statement dated December 31st, 
1958: 

(b) To contract glazing, frames, and 
all forms of glass work: 

(c) To buy, sell, repair, change, and do 
all types of work with glass or materials 
appertaining thereto: 

(d) To do all things necessary and in- 
cidental to the above-mentioned objects. 


Se We TAYIEOR, 


ap2—2165 Registrar of Companies. 


CERTIFICATE OF INCORPORATION 





“Societies Act” 
Canada: 
Province of British Columbia. 
No. 5607. 


I HEREBY CERTIFY that “Vancou- 
ver Alumne Chapter of Alpha Omicron 
Pi Society ” has this day been incorpo- 
rated as a Society under the “ Societies 
Act.” 

The locality in which the operations of 
the Society will be chiefly carried on is 
City of Vancouver, Province of British 
Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this twenty-seventh day of February, one 
thousand nine hundred and fifty-nine. 


S. W. TAYLOR, 
Registrar of Companies. 


The objects of the Society are:— 

(a) For the advancement and promo- 
tion of the interests and welfare of the 
Vancouver Alumnze Chapter of Alpha 
Omicron Pi Society, and to promote and 
foster the spirit of good fellowship, friend- 
ship, sociability, and learning of all their 
various branches among its members: 

(b) To enter into, make, perform, and 
carry out contracts of every sort, charac- 
ter, and description with any person, firm, 
association, corporation, either private or 
public, or municipality, state or govern- 
ment, and to obtain from such govern- 
ment, state, or municipality any and all 


[L.s.] 


rights, easements, privileges, franchises, 
charters, grants, and gifts relating to or 
for the promotion or advancement of the 
purposes of the Corporation: 

(c) To receive gifts, donations, devises, 
legacies, and bequests of any kind, char- 
acter, or nature, including both real and 
personal property, money, and any other 
instruments or assets, from any person, 
firm, association, or corporation, for the 
purpose of carrying into effect the objects 
and purposes of this corporation: 

(d) To buy, sell, lease, hold, or improve 
real estate and the fixtures and personal 
property incidental thereto or connected 
therewith, and with such end in view to 
acquire by purchase, lease, hire, gifts, or 
otherwise, lands, tenements, heredita- 
ments, or any interest therein, and to im- 
prove the same, and generally to hold, 
manage, deal with, and improve the prop- 
erty of the Corporation, and to sell, lease, 
mortgage, pledge, or otherwise dispose of 
lands, tenements, hereditaments, or other 
property of the Corporation: 

(e) To construct, erect, repair, and im- 
prove houses, buildings, public or private 
roads, streets, alleys, subways, or bridges, 
and to make any contract that may be 
necessary to carry out any of the purposes 
set forth in these articles: 

(f) In the purchase or acquisition of 
property, both real and personal, without 
limit to the amount, to incur debts and 
to raise, borrow, and secure the payment 
of money in any lawful manner, includ- 
ing the issuance of bonds, warrants, de- 
bentures, obligations, negotiable and 
transferable instruments, and evidences 
of indebtedness of all kinds, either se- 
cured by mortgages, pledges, deeds of 
trust, or otherwise: 

(g) To exercise any and all other 
powers and rights which a co-partnership, 
corporation, or natural person could do 
or exercise, and are now or hereafter may 
be authorized by law. ap2—2166 


“COMPANIES ACT” 
No. 43593, 


NOTICE is hereby given that ‘“‘ Kam- 
loops Steel Fabricators Ltd.” was incor- 
porated under the “Companies Act” on 
the 15th day of January, 1959. 


The authorized capital of the Company 
is two hundred thousand dollars, divided 
into two hundred thousand shares with a 
nominal or par value of one dollar each. 


The address of its registered office is 
Suite 11, 345 Victoria Street, Kamloops, 
Bee: 


The objects for which the Company is 
established are:— 


(a) To carry on the business of pipe 
and steel fabricators, and of dealers in 
steel plate, and pipes of all description 
and kinds: 


(b) To acquire by purchase or other- 
wise steel products, pipe, machinery of all 
makes and types, and to deal with and sell 
and dispose of same, and to maintain, 
equip, and operate a_ steel-fabrication 
plant: 


(c) To purchase, hire, charter, operate, 
sell, and repair cars, trucks, and construc- 
tion equipment of all types and makes: 


(d) To carry on the business of rigging, 
maintaining, and constructing machinery, 
transformers, vessels, buildings, refinery 
equipment and refineries, compression sta- 
tions, and pumping stations, and generally 
to carry on the business of industrial con- 
struction in all its phases: 


(e) To carry on the business of truck- 


ing, bulldozing, excavating, and road- 
building contractors: 


(f) To operate a welding and machine- 
shop service, and to buy and sell building 
materials and plumbing and construction 
equipment and parts of all kinds: 

(g) To acquire and deal with any prop- 
erty, real or personal; to carry on any 
trade or business; to erect any buildings, 
and generally to do all acts or things 
which in the opinion of the Company or 
the directors may be profitably or usefully 
acquired and dealt with, carried on, 
erected, or done in connection with the 
business aforesaid: 

(h) To do all or any of the following 
things, viz.: To pay all expenses inci- 
dental to the formation of the Company; 
to sell, lease, or dispose of any property 
of the Company; to draw, accept, and 
negotiate negotiable instruments; to bor- 
row money on the security of the under- 
taking or on all or any of the assets of 
the Company, including uncalled capital, 
or without security; to invest moneys of 
the Company in such manner as the direc- 
tors determine; to promote other com- 
panies; to sell the undertaking of the 
Company for cash or any other con- 
sideration; to distribute assets in specie 
to members of the Company: 

(i) To do all such other things as are 
incidental or conducive to the attainment 
of the above objects, or any of them. 


S W. TAYLOR, 


ap2—2167 Registrar of Companies. 


CERTIFICATE OF INCORPORATION 





“Societies Act” 
Canada: 
Province of British Columbia. 
No. 5608. 

I HEREBY CERTIFY that “The 
Upper Island Poultry Producers’ Associa- 
tion” has this day been incorporated as 
a Society under the “ Societies Act.” 

The locality in which the operations of 
the Society will be chiefly carried on is 
Upper Vancouver Island, Province of 
British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this twenty-seventh day of February, one 
thousand nine hundred and fifty-nine. 


S. W. TAYLOR, 
Registrar of Companies. 


The object of the Society is: To pro- 
mote and further the best interests of the 
primary producer and the poultry indus- 
try as a whole. ap2—2166 


ee 


“COMPANIES ACT ” 


No. 44023. 

NOTICE is hereby given that “ David- 
son’s House of Cards Ltd.” was incorpo- 
rated under the “ Companies Act ” on the 
2nd day of March, 1959. 

The Company is authorized to issue 
one hundred shares without nominal or 
par value. 

The address of its registered office is 
care of E. Stuart Davidson, barrister and 
solicitor, 201 Yarrow Building, 625 Fort 
Street, Victoria, B.C. 


The object for which the Company is 
established is: To carry on in all its 
branches the business of manufacturers 
and distributers of and dealers in engray- 
ings, prints, pictures, and drawings, and 
any written, engraved, painted, or printed 
productions, and seasonal and greeting 
cards of all descriptions; paper and paper 
products of all kinds and products of all 
kinds dealt in by wholesale and retail sta- 
tioners, including personalized stationery, 
serviettes, books, candles, writing instru- 
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ments, fancy goods, and sundry gifts; 
plastic substances of every kind and de- 
scription, and articles made in whole or 
in part from plastic or any similar ma- 
terial; ceramics and wares of every de- 
scription; leather goods and artificial sub- 
stitutes; to envelop or wrap goods in 
various substances as packages, and deal 
in goods, wares, and merchandise neces- 
sary or incidental thereto; all manufac- 
tured products, merchandise, personal 
property, and subjects of trade or com- 
merce of every kind and nature, or any 
rights or interests therein and thereto. 


Ss. W.. TAYLOR, 
ap2—2182 Registrar of Companies. 


CERTIFICATE OF INCORPORATION 





“Societies Act” 
Canada: 
Province of British Columbia. 
No. 5609. 

I HEREBY CERTIFY that “ Buffalo 
Building Society” has this day been in- 
corporated as a Society under the “ Socie- 
ties Act.” ; 

The locality in which the operations of 
the Society will be chiefly carried on is 
City of Port Alberni, Province of British 
Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this twenty-seventh day of February, one 
thousand nine hundred and fifty-nine. 


Sa W:.. TAYLOR, 
Registrar of Companies. 


The objects of the Society are:— 

(a) To acquire by purchase, donation, 
devise, lease, or otherwise, suitable real 
and personal property for the purpose of 
providing accommodation for such lodges 
or other organizations as may desire to 
use or rent the same, and for general 
community purposes: 

(b) To operate, manage, lease, rent, 
and otherwise deal with the said property 
upon such terms and in such manner as 
may be decided upon by the Society from 
time to time: 

(c) To borrow or raise or secure the 
payment of money in such manner as the 
Society shall think fit, and in particular 
by the issue of debentures charged upon 
all or any of the Society’s property. 

ap2—2166 
a — ene Oo eee 


“COMPANIES ACT” 
No. 44026. 


NOTICE is hereby given that “ Robin- 
son’s Realty Ltd.” was incorporated under 
the “Companies Act” on the 2nd day of 
March, 1959. 

The Company is authorized to issue 
ten thousand shares without nominal or 
par value. 

The address of its registered office is 
3793 East Hastings Street, Burnaby, BC, 

The objects for which the Company is 
established are:— 

(a) To carry on business as agents in 
and for the sale, purchase, trading, or dis- 
posal in any way of real estate, chattels, 
personal property, business undertakings, 
and any corporeal and incorporeal rights, 
and any interest or interests in the same; 
and generally to carry on the business of 
real estate and brokerage in all its 
branches: 

(b) To carry on the business of insur- 
ance agents and to act as agents for 
insurance companies in respect of all 
kinds of insurance: 


[L.s.] 


(c) To negotiate loans, to lend money, 
and to buy, sell, and otherwise dispose of 
or deal with real estate and personal 
property of all kinds: 

(d) To purchase, acquire, hold, sell, 
lease, mortgage, or otherwise dispose of 
or deal with real estate and personal 
property of all kinds: 

(e) To act as agent for owners of real 
estate or personal property or any inter- 
ests therein: 

(f) To act as valuers of property and 
managers of real or personal property or 
estates and to collect the rent or income 
therefrom: 

(g) To sell, mortgage, lease, or dis- 
pose of the lands, properties, chattels, 
effects, and goodwill of this Company or 
any part thereof on such terms and con- 
ditions as to the Company may seem fit: 

(h) To amalgamate with any other 
Company as by this Company may be 
deemed useful or expedient in the inter- 
ests of the Company or its shareholders: 

(i) To loan or advance any of the 
funds of this Company or to any other 
person, firm, or corporation. 


S. W. TAYLOR, 
ap2—2183 Registrar of Companies. 


“ COMPANIES ACT” 
No. 44025. 


NOTICE is hereby given that “ Screen- 
all Products Ltd.” was incorporated under 
the “ Companies Act” on the 2nd day of 
March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
4, 2265 West Forty-first Avenue, Vancou- 
yer, B.C; 

The object for which the Company is 
established is: To carry on the business 
of manufacturers, merchants, importers, 
exporters, and wholesale and retail deal- 
ers in screen products and screening 
materials of every nature and description, 
and in all kinds of goods, wares, mer- 
chandise, and commodities, and to engage 
in the development and production of 
same. 





S. W. JAYLOK, 


ap2—2183 Registrar of Companies. 





CERTIFICATE OF INCORPORATION 





“Societies Act” 
Canada: 
Province of British Columbia. 
No. 5610. 

I HEREBY CERTIFY that “Associa- 
tion of Chefs de Cuisine of B.C.” has 
this day been incorporated as a Society 
under the “ Societies Act.” 

The locality in which the operations of 
the Society will be chiefly carried on is 
City of Vancouver, Province of British 
Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this twenty-seventh day of February, one 
thousand nine hundred and fifty-nine. 


S. W. TAYLOR, 
Registrar of Companies. 


The objects of the Society are:— 

(a) The advancement of the general in- 
terests of the profession of chefs, includ- 
ing improvement in preparation, cooking, 
and dispensing of all foods and the serv- 
ing thereof, as well as the serving of non- 
alcoholic beverages: 


[L.s.] 





(b) To further any interests of mutual 
benefit to the members of the Society: 

(c) To stimulate public interest in 
dietetics and the scientific preparation and 
serving of foods: 

(d) To establish a code of ethics: 

(e) To operate as part of the Society 
premises a dining-room and lunch counter 
and, without limiting the generality of the 
foregoing, for the sale of tobacco, ciga- 
rettes, non-alcoholic beverages, books, 
newspapers, magazines, and confectionery 
articles generally. ap2—2 167 


“COMPANIES ACT” 
No. 44027. 


NOTICE is hereby given that “Western 
Fence Company Ltd.” was incorporated 
under the “Companies Act” on the 2nd 
day of March, 1959. 


The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 


The address of its registered office is 
217, 713 Columbia Street, New West- 
minster, B.C. 


The objects for which the Company is 
established are:— 


(a) To carry on the business of gen- 
eral contractors and builders and to enter 
into contracts for, construct, execute. 
own, and carry on all description of 
works, and to carry on for the purposes 
aforesaid the business of a general con- 
struction company and contractors for 
the construction of works, both public 
and private: 


(b) To buy, sell, manufacture, repair, 
and deal with goods, wares, and mer- 
chandise of every kind and description, 
both wholesale and retail, and to carry 
on a general trading and commercial 
business. 





SW. LAYEOR: 
Registrar of Companies. 


CERTIFICATE OF INCORPORATION 


ap2—2183 





“Societies Act” 
Canada: 
Province of British Columbia. 

No. 5613. 

I HEREBY CERTIFY that “ Terrace 
Association for Retarded Children” has 
this day been incorporated as a Society 
under the “ Societies Act.” 

The locality in which the operations 
of the Society will be chiefly carried on is 
School District No, 53 (Terrace), Prov- 
ince of British Columbia. 


Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this third day of March, one thousand 
nine hundred and fifty-nine. 


S. W. TAYLOR, 
Registrar of Companies. 


The objects of the Society are: — 

(a) To promote the education, training, 
development, and welfare of all mentally 
handicapped children: 

(b) To co-operate with public and 
private agencies, governmental depart- 
ments, and other groups and organiza- 
tions interested in the projects of the 
Society: 

(c) To affiliate with and become a 
member of the Association for Retarded 
Children of British Columbia: 

(d) To develop a better understanding 
by the general public of the problem of 
the handicapped child and of mental re- 
tardation. ap2—2188 


[L.s.] 


March 26th, 1959] 


CERTIFICATES OF 
INCORPORATION 


“COMPANIES ACT” 
No. 44062. 

NOTICE is hereby given that “ Cava- 
lier Builders Ltd.” was incorporated under 
the “ Companies Act” on the 4th day of 
March, 1959. 

The authorized capital of the Company 
is twenty thousand dollars, divided into 
ten thousand ordinary shares and ten 
thousand preference shares, both with a 
nominal or par value of one dollar each. 

The address of its registered office is 
328, 625 Fort Street, Victoria, B.C. 

The objects for which the Company is 
established are:— 

(a) To engage in and carry on all or 
any of the businesses of general contrac- 
tors and engineers, and building for and 
in the construction, erection, repair, alter- 
ation, maintenance and (or) operation of 
public and private works of whatsoever 
nature and kind: 

(6) To carry on any other business 
which may from time to time be deemed 
by the directors as capable of being con- 
veniently carried on in connection with 
the objects or calculated directly or indi- 
rectly to assist, promote, or render profit- 
able any of the property or undertakings 
of the Company: 

(c) To purchase or otherwise acquire 
or undertake the whole or any part of 
the assets, property, undertaking, privi- 
leges, contracts, rights, obligations, and 
liabilities of any person, firm, or com- 
pany carrying on business which this 
Company is authorized to carry on, or 
having objects altogether or in part simi- 
lar to those of this Company, and to pay 
for the same, if desired, by the issue of 
fully paid-up shares in the capital of the 
Company. 

S. W. TAYLOR, 
ap9—2211 Registrar of Companies. 


“COMPANIES ACT” 
No. 44061. 
NOTICE is hereby given that “ Isle 
Food Markets & Enterprises Ltd.” was 


incorporated under the “Companies Act” 
on the 4th day of March, 1959. 


The authorized capital of the Company 
is ten thousand dollars, divided into nine 
thousand preference shares, and one 
thousand common shares, both having a 
nominal or par value of one dollar each. 

The address of its registered office is 
202 Scollard Building, 1207 Douglas 
Street, Victoria, B.C. 

The objects for which the Company is 
established are:— 

(a) To enter upon and undertake the 
importing and exporting of goods, wares, 
and merchandise of every kind, character, 
and description; to buy and sell such 
goods and to do a general import and 
export business: 

(b) To carry on the business as bro- 
kers and agents generally for the buying 
and selling of merchantable commodities 
of every kind and description: 


(c) To act as agents, commission 
agents, commission merchants, brokers, 
or representatives in Canada and any 
foreign country or countries for Cana- 
dian or foreign commercial houses, and 
for other persons, firms, or corporations: 

(d) To carry on the wholesale and 
retail business of grocers and of food 
markets and super markets, and to pur- 
chase, import, export, prepare, manufac- 
ture, sell groceries, food-stuffs, hardware, 
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and every and all types of wares and 
merchandise connected with such busi- 
nesses: 

(e) To carry on the business of a 
restaurant and drive-in, to sell food and 
beverages to the public and to deal in 
foods and provisions of every kind and 
description: é 

(f) To manufacture soft ice cream, ice 
cream, and to manufacture any other 
foodstuffs and to sell same either whole- 
sale or retail, and to retail candy, ciga- 
rettes, newspapers and such other articles 
as may be necessary for the convenience 
of the customers: 

(g) To keep, maintain, operate, and 
manage garages, storehouses, storerooms, 
warehouses, and other like places, for 
the safekeeping, cleaning, repairing, and 
care generally, of automobiles and motor- 
cars of all and every kind, description, 
and class, and of all the accessories 
thereof and thereto of any and every 
kind and description, and to supply, dis- 
tribute, and deal in gasoline, motor oil, 
and other products for automobiles. 


S. W. TAYLOR, 
ap9—2211 Registrar of Companies. 


“COMPANIES ACT” 
No. 44082. 


NOTICE is hereby given that “ Tama- 
rac Mines Ltd. (Non-Personal Liability)” 
was incorporated under the “ Companies 
Act” as a Specially Limited Company 
on the 6th day of March, 1959. 

The authorized capital of the Company 
is two hundred thousand dollars, divided 
into two hundred thousand shares with a 
nominal or par value of one dollar each. 

The address of its registered office is 
202 Scollard Building, 1207 Douglas 
Street, Victoria, B.C. 

The objects of the Company are re- 
stricted to the following, namely:— 

(a) To acquire by purchase, lease, hire, 
discovery, location, or otherwise, and hold, 
mines, mineral claims, mineral leases, 
mining lands, prospects, licences, and 
mining rights of every description, and to 
work, develop, operate, turn to account, 
sell, or otherwise dispose thereof: 

(b) To dig, drill, or bore for, raise, 
crush, wash, smelt, reduce, refine, amal- 
gamate, assay, analyse, and otherwise 
treat gold, silver, copper, lead, iron, coal, 
petroleum, natural gas, and any other ore, 
deposit, metal, or mineral whatsoever, 
whether belonging to the Company or 
not, and to render the same merchant- 
able, and to buy, sell, and deal in the 
same or any product thereof: 


(c) To engage in any branch of mining, 
smelting, milling, and refining minerals: 


(d) To acquire by purchase, lease, hire, 
exchange, or otherwise, timber lands, 
leases, or claims, rights to cut timber, 
surface rights and rights-of-way, water 
rights and privileges, patents, patent rights 
and concessions, and other real or per- 
sonal property: 


(e) To acquire by purchase, lease, hire, 
exchange, or otherwise, and to construct, 
operate, maintain, or alter, trails, roads, 
ways, tramways, reservoirs, dams, flumes, 
race and other ways, watercourses, canals, 
aqueducts, pipe-lines, wells, tanks, bridges, 
wharves, piers, mills, pumping plants, fac- 
tories, foundries, furnaces, coke-ovens, 
crushing-works, smelting-works, concen- 
trating-works, refining-works, hydraulic, 
electrical, and other works and appliances, 
power devices and plants of every kind, 
laboratories, warehouses, boarding-houses, 
dwellings, buildings, machinery, plant, 
and other works and conveniences, and 





to buy, sell, manufacture, and deal in all 
kinds of goods, stores, provisions, imple- 
ments, chattels, and effects: : 

(f) To build, purchase, lease, hire, 
charter, navigate, use, and operate cars, 
wagons, and other vehicles, boats, ships, 
and other vessels: 

(g) To sell or otherwise dispose of ore, 
metal, oil, gas, or mineral product, and 
to take contracts for mining-work of all 
kinds, and to accept as the consideration 
shares, stock, debentures, or other securi- 
ties of any limited company, wheresoever 
incorporated and carrying on any busi- 
ness, directly or indirectly, conducive to 
the objects of a specially limited com- 
pany, if such shares (except the shares of 
a company having non-personal liability), 
stock, debentures, or other securities are 
fully paid up, and to sell or otherwise dis- 
pose thereof. 

S. 'W. TAYLOR, 
ap9—2236 Registrar of Companies. 


“COMPANIES ACT” 
No. 44059. 


NOTICE is hereby given that “ Sea- 
Breeze Holdings Limited” was incorpo- 
rated under the “ Companies Act” on the 
4th day of March, 1959. 

The authorized capital of the Company 
is fifteen thousand dollars, divided into 
one hundred and fifty shares with a nom- 
inal or par value of one hundred dollars 
each. 

The address of its registered office is 
Suite 305, The Canadian Bank of Com- 
merce Chambers, 1020 Government 
Street, Victoria, B.C. 

The object for which the Company is 
established is: To carry on the business 
of boat charterers and any other profit- 
able endeavour. 


ap9—2210 





S. W. TAYLOR, 
Registrar of Companies. 





CERTIFICATE OF INCORPORATION 





“Societies Act ” 
Canada: 
Province of British Columbia. 


No. 5616. 

I HEREBY CERTIFY that “ Trail 
Bowling Association” has this day been 
incorporated as a Society under the 
“ Societies Act.” 

The locality in which the operations of 
the Society will be chiefly carried on is 
ae of Trail, Province of British Colum- 

la: 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this fourth day of March, one thousand 
nine hundred and fifty-nine. 


S. W. TAYLOR, 
Registrar of Companies. 


The objects of the Society are:— 

_ (a) To encourage and foster amongst 
its members, and all bowlers in general, 
sportsmanship and the spirit of good fel- 
lowship; to maintain and increase an 
interest in the bowling game; and to have 
and exercise a general care, supervision. 
and direction of all leagues under the 
jurisdiction of this Association; and to 
assist all others interested in the game: 


(b) To provide, adopt, and legislate 
for and amongst its members, uniform 
rules and regulations governing the man- 


ner and method of playing the five-pin 
bowling game: 


(¢) To provide, adopt, and legislate 
uniform qualifications and conditions 
governing regulation tournaments and 
other special events, and fix and deter- 


[L.s.] 
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mine by rules and _ regulations the 
qualifications of all bowlers, teams, and 
leagues who are members of this Associa- 
tion participating therein; to hold, con- 
duct, and manage such tournaments as 
may be duly authorized by the Associa- 
tion; to sanction, on approval of the 
executive, all such special events that 
conform to the rules, regulations, and 





objects of this Association. | ap9—2207 
“COMPANIES ACT” 
No. 44060. 


NOTICE is hereby given that “ Old 
Country Industrial Contractors Limited ” 
was incorporated under the “ Companies 
Act” on the 4th day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
thousand preference shares, having a 
nominal or par value of ten dollars each. 

The Company is also authorized to 
issue ten thousand ordinary shares with- 
out nominal or par value. 

The address of its registered office is 
220 Canada Trust Building, 1205 Broad 
Street, Victoria, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of gen- 
eral contractors and to enter into con- 
tracts for, construct, execute, own, and 
carry on all manner of buildings, works, 
and structures of every nature and kind: 

(b) Without limiting the generality of 
the foregoing, to carry on the business of 
painters, decorators, cleaners, scaffolders, 
drillers, and sand blasters: 

(c) To carry on the business of whole- 
salers, retailers, and dealers in building, 
painting, cleaning, and decorating mate- 
rials of all kinds and all and any mer- 
chandise incidental thereto: 

(d) To carry on any other business 
which in the discretion of the directors 
may be conveniently carried on with any 
of the foregoing objects: 

(e) To loan or advance any of the 
funds of the Company to any shareholder 
of the Company or to any other person, 
firm, or corporation upon such terms as 
the Company may think fit. 


S. W. TAYLOR, 
ap9—2211 Registrar of Companies. 
“COMPANIES ACT” 
No. 44085. 

NOTICE is hereby given that “ Smuk 
Logging Company Limited ” was incorpo- 
rated under the “Companies Act ” on the 
6th day of March, 1959. : 

The Company is authorized to issue 
one hundred shares without nominal or 
par value. 

The address of its registered office is 
202 Ford Building, 193 East Hastings 
Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— ; 

(a) To carry on a general business of 
logging operators: 

(b) To carry on the business of truck- 
ing and hauling and to carry on the pro- 
cessing of all things ancillary to and aris- 
ing out of the logging operation: 

(c) To carry on a general warehousing 
business and to act as agents for the 
storage of goods and merchandise: 

(d) To carry on business as general 
merchants, brokers, agents, importers, 
and exporters, and to buy, sell, and deal 
in as principal or agent, goods, wares, 
and merchandise of every kind: 

(e) To buy, hire, construct, or other- 
wise acquire and to sell, let out on hire, 
equip, repair, maintain, and operate 





trucks, automobiles, trailers, drays, cars, 
ships, barges, and aircraft, and all equip- 
ment necessary and incidental to the 
logging operation: 

(f) To lease, purchase, or otherwise 
acquire and operate garages, repair shops, 
wharves, marine ways, warehouses, hang- 
ers, and landing fields, service stations, 
ele. : 

(g) To loan or advance any of the 
funds of the Company to any shareholder 
of the Company or to any other person, 
firm, or corporation. 


S. W. TAYLOR, 
ap9—2236 Registrar of Companies. 
“COMPANIES ACT ” 

No. 44084. 


NOTICE is hereby given that “ Kar- 
holm Turkeys Ltd.” was incorporated 
under the “Companies Act” on the 6th 
day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
hundred common shares and nine thou- 
sand nine hundred preferred shares, all 
having a nominal or par value of one 
dollar each. 

The address of its registered office is 
ee on Railway Avenue, Ashcroft, 
B.C, 

The object for which the Company is 
established is: To engage in the business 
of farming in all its branches, and to pur- 
chase, sell, manufacture, and deal in 
agricultural products and by-products. 


S. W. TAYLOR, 
ap9—2236 Registrar of Companies. 


“COMPANIES ACT ” 
No. 44080. 

NOTICE is hereby given that “ Robt. 
T. Stevens & Co. Ltd.” was incorporated 
under the “ Companies Act” on the 6th 
day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
522, 837 West Hastings Street, Vancou- 
Ver, BC, 

The objects for which the Company is 
established are:— 

(a) To act and carry on business as 
general brokers, agents, factors, repre- 
sentatives, and commission agents for 
commercial houses, manufacturers, and 
any other firms, corporations, or busi- 
nesses, both domestic and foreign, for 
the buying, selling, and trading in mer- 
chantable commodities of all kinds and 
description, whether as principal or agents 
or otherwise, and enter into any and all 
kinds of lawful contracts in respect there- 
to: 

(b) To own and control and acquire 
by purchase, charter, lease, construction, 
or in any other manner, steam, motor, 
diesel, and other ships, barges, vessels, 
and boats of all kinds, or any interest 
therein, and to operate the same on nav- 
igable rivers and waters, either as owners, 
managers, under lease or charter, or in 
any other way, and to dispose thereof, or 
any interest therein by sale, charter, or 
in any other way; to transport passengers, 
mail, freight, goods, and articles of any 
kind or nature upon land or water; to 
purchase, build, construct, repair, lease, 
sell, rent, convey, and operate docks, 
wharves, storehouses and warehouses of 
every kind and description, and ma- 
chinery, appliances, and equipment of all 
kinds in connection therewith; to do a 
general lighterage, berthing, dockage, re- 


ceiving, elevating, towing, wrecking, sal- 
vage, and commission business in any 
and all of its branches; to carry on the 
business of shipping and cartage agents, 
managers of ships and shipping property, 
freight contractors, stevedores, shipping 
brokers, vessel agents, wharfingers, store- 
keepers, warehousemen, general traders, 
and forwarders, and carriers by land or 
water: 

(c) For the better carrying out of the 
purposes of the Company to make traffic 
or other arrangements with any bus, 
trucking, airway, railway, steamboat, or 
navigation company whose line of rail- 
way or undertaking communicates with 
or is contiguous to that of the Company, 
or may conveniently be operated there- 
with, and to enter into agreements with 
such other company or companies for the 
conveying or leasing to it or them of the 
undertakings or works of the Company 
in whole or in part, or for amalgamation, 
upon such terms and conditions as may be 


agreed upon. 

S. W. TAYLOR, 
ap9—2235 Registrar of Companies. 
“COMPANIES ACT ” 

No. 44055. 

NOTICE is hereby given that “Allied 
Accommodation Rentals Ltd.” was incor- 
porated under the “Companies Act” on 
the 4th day of March, 1959. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
ne Marine Drive, West Vancouver, 
B.C. 

The object for which the Company is 
established is: To carry on the business 
as general contractors and builders of 
every nature and kind whatsoever, and 
to purchase, rent, and (or) lease housing 
units and living accommodation and other 
chattels and things used for any of the 
above purposes, and to engage in any 
other business which may be conveniently 
carried on in that connection and which 
may benefit the aforesaid. 


S. W. TAYLOR, 
ap9—2209 Registrar of Companies. 


“COMPANIES ACT ” 
No. 44056. 

NOTICE is hereby given that “B.C. 
Steel Manufacturing Ltd.” was incorpo- 
rated under the “Companies Act” on 
the 4th day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares of a nominal 
or par value of one dollar each. 

The address of its registered office is 
408, 604 Columbia Street, New Westmin- 
Sion, 

The object for which the Company is 
established is: To carry on the business 
of manufacturing, producing, preparing, 
smelting, refining, buying, selling, trading, 
and dealing in and installing all kinds of 
metals, including the work of brass fin- 
ishing in all its branches, brass founding, 
tin and copper smith, and the business of 
manufacturing, producing, and otherwise 
preparing, buying, or otherwise acquiring, 
storing, transporting, disposing of and 
dealing generally in bronze, bronze cast- 
ings, metal alloys, brass, copper, zinc, tin, 
lead, babbitt and steel and their com- 
pounds, or any other metals and all arti- 
cles and things used in the manufacture 
and erection thereof, machinery, rolling 
stock, bearings, and railway, steamship, 
and foundry equipment and supplies, and 
any and all merchandise and compounds 
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of whatsoever nature and character, and 
all materials, machinery, appliances, prod- 
ucts, and supplies, proper or adapted to 
be used in or in connection with or inci- 
dental to the manufacture, preparation, 
or production of any of the articles, mer- 
chandise, and commodities aforesaid, and 
any and all commodities and things which 
result from or are by-products of the 
same or in the manufacture, production, 
or preparation of which any of the said 
articles may be a factor or an ingredient 
or of which the same may be a compo- 


nent part. 
5. Wi TAYLOR 
ap9—2209 Registrar of Companies. 


CERTIFICATE OF INCORPORATION 





“Societies Act” 
Canada: 
Province of British Columbia. 
No. 5619. 


I HEREBY CERTIFY that “Crusaders 
Custom Car Club” has this day been 
incorporated as a Society under the “ So- 
cieties Act.” 

The locality in which the operations of 
the Society will be chiefly carried on is 
in the City and the District of North 
Vancouver, Province of British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this sixth day of March, one thousand 
nine hundred and fifty-nine. 


S. W. TAYLOR, 
Registrar of Companies. 


The objects of the Society are:— 

(a) To promote interest in various 
types of custom car activities: 

(b) To promote good fellowship and 
sportsmanship among the members of the 
Society: 

(c) To uphold the principles of good 
government: 

(d) To conduct the operations and 
activities of the Society in such a manner 
as to bring about a clearer understanding 
on the part of the public, press, and law 
enforcement departments of those opera- 
tions and activities: 

(e) To promote safety in automobile 
maintenance and use: 

(f) To improve the performance and 
enhance the appearance of automobiles 
by the practice and example of all mem- 


eesal 


bers of the Society. ap9—2234 
“COMPANIES ACT” 
No. 44058. 


NOTICE is hereby given that “Taylor- 
motive Service Ltd.” was incorporated 
under the ‘Companies Act” on the 4th 
day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares of a nominal or par value 
of one dollar each. 

The address of its registered office is 
1804 West Broadway, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of general 
garage and repair-shop for automobiles, 
trucks, sport cars, and custom cars, and 
for all internal-combustion engines and 
diesel engines: 

(b) To carry on the business of repair- 
shop for trailers and mechanical and 
upholstery repair to boats: 

(c) To carry on the business of auto- 
motive and mechanical engineering, sub- 
ject to the provisions of the “ Engineering 
Profession Act, 1955,” and without limit- 
ing the generality of the foregoing to 





carry on the business of machinist, too] 
makers, metal workers, blacksmiths, mill- 
wrights, builders, painters, electricians, 
and dealers in and manufacturers of 
plants, engines, and other machinery: 

(d) To carry on the business of import- 
ers, exporters, storers, marketers, sup- 
pliers, and distributers of automobiles: 

(e) To carry on the business of dealers 
and merchants in automobiles, automotive 
parts and accessories: Ree, 

({) To own, lease, hold, maintain, man- 
age, and operate garages for repairing 
and general maintenance of automobiles, 
trucks, and trailers: 

(g) Without restricting or limiting the 
foregoing to carry on any and all lines of 
business as manufacturers, producers, 
merchants, wholesale or retail, importers 
and exporters generally without limitation 
as to the class of products and merchan- 
dise, and to manufacture, produce, adapt, 
prepare, buy, sell, and otherwise deal in 
any materials, articles, or things required 
in connection with or incidental to such 


business. 

Si We LAYVORS 
ap9—2210 Registrar of Companies. 
“COMPANIES ACT ” 

No. 44054. 


NOTICE is hereby given that “ West- 
more Securities Ltd.” was incorporated 
under the “Companies Act” on the 3rd 
day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares of one dollar each. 

The address of its registered office is 
4673 Kingsway, Burnaby, B.C. 

The objects for which the Company is 
established are:— 

(a) To invest the capital of the Com- 
pany, any accretions thereto, and such 
part of the income of the Company as 
the directors may from time to time 
determine in such land, mortgages, de- 
bentures, bonds, stocks, shares, and other 
forms of real and personal property as 
may be selected by the directors for the 
purposes of investment, but not of specu- 
lating or trading, and from time to time 
to change by sale or otherwise such in- 
vestments for others of a similar nature: 


(b) To generally act as a holding com- 
pany of investments: 

(c) All matters or transactions ancil- 
lary or incidental to the foregoing. 


S. W. TAYLOR, 
ap9—2209 Registrar of Companies. 


“COMPANIES ACT” 
No. 44053. 

NOTICE is hereby given that “ Tony 
Batten Ltd.” was incorporated under the 
“Companies Act” on the 3rd day of 
March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
hundred shares of the par value of one 
hundred dollars each. 


The address of its registered office is 
Lang Bay, B.C. 


The objects for which the Company is 
established are:— 


(a) To act as agents and to establish 
an agency or agencies to store, transport, 
and distribute for the British American 
Oil Company Limited petroleum products 
of every nature and kind, B.A. Fisk tires 
and tubes, B.A. batteries, and all other 
automobile accessories and parts of every 
kind and nature, and all other products 
of the British American Oil Company 
Limited of whatsoever nature or kind: 


(b) To act as agents and to establish an 
agency or agencies to store, transport, and 
distribute for any persons or business con- 
cerns (of whatsoever type or kind) petro- 
leum products of every kind and nature 
and automobile accessories and parts of 
every kind and nature: 

(c) To purchase, sell (retail and whole- 
sale), lease, let, exchange, or otherwise 
deal with petroleum products of every 
nature and kind and automobile acces- 
sories and parts of every kind and nature: 

(d) To manufacture, produce, develop, 
or otherwise deal with petroleum prod- 
ucts of every nature and kind and auto- 
mobile accessories and parts of every 
kind and nature: 

(e) To fix, repair, alter, or otherwise 
deal with automobile accessories and 
parts of every kind and nature: 

(f) To carry on all other businesses 
and transactions which are incidentally 
connected to or conducive to the attain- 
ment of the aforesaid objects. 


Ss. W. TAYLOR, 
ap9—2208 Registrar of Companies. 


“COMPANIES ACT” 
No. 44063. 


NOTICE is hereby given that “ Regent 
Investment Corporation Ltd.” was incor- 
porated under the “ Companies Act” on 
the 4th day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
thousand common shares and nine thou- 
sand preference shares, both with a nom- 
inal or par value of one dollar each. 

The address of its registered office is 
606, 718 Granville Street, Vancouver, 
Be 


The objects for which the Company is 
established are: — 

(a) To negotiate loans and to lend 
money and to deal in mortgages, bonds, 
obligations, and other investments: 

(b) To purchase and otherwise acquire 
and hold real property, or any interest 
therein, for the purpose of subdividing or 
developing the same or earning rents or 
occupying the premises: 

(c) To carry on the building and con- 
struction business in any and all its 
branches: 


(d) To borrow or raise money for the 
sale of lands, mortgages, or debentures. 


S. W. TAYLOR, 
ap9—2225 Registrar of Companies. 


“COMPANIES ACT ” 
No. 44076. 

NOTICE is hereby given that “ John F. 
Prendergast Ltd.” was incorporated under 
the “Companies Act” on the 5th day of 
March, 1959. 

The Company is authorized to issue 
one thousand shares without nominal or 
par value. 


The address of its registered office is 
aye 640 West Broadway, Vancouver, 
Bee. 

The objects for which the Company is 
established are:— 


(a) To carry on a general agency and 
investment business in any and all of its 
branches, including the acting as agents, 
both local and general, or as managers, 
superintendents, supervisors of and for 
insurance companies undertaking and 
issuing policies of all kinds and descrip- 
tions or risks and insurances and particu- 
larly life insurance, and also to include 
fire, accident, sickness, storm, hail, plate- 
glass, credit insurance, and insurance for 
any other purposes whatsoever: 
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(b) To lend money to a shareholder, 
officer, or servant of the Company to 
enable or assist him to purchase or erect 
a dwelling-house for his own occupation 
or to assist him to purchase from the 
Company fully paid shares, to be held 
by him for his own benefit, or to lend 
money to any shareholders of the Com- 
pany at such interest rate as the directors 
may deem advisable and to accept such 
security therefor as may be approved by 
the directors of the Company. 


S. W. TAYLOR, 
ap9—2228 Registrar of Companies. 


“COMPANIES ACT ” 
No. 44069. 

NOTICE is hereby given that “ Mac- 
Donald-Buchanan Properties Limited” 
was incorporated under the “ Companies 
Act” on the Sth day of March, 1959. 

The authorized capital of the Company 
is one hundred thousand dollars, divided 
into ten thousand Class A shares and 
ninety thousand Class B shares, all of 
the nominal or par value of one dollar 
each. 

The address of its registered office is 
Suite 310, 717 West Pender Street, Van- 
couver, B.C. 

The objects for which the Company is 
established are:— 

(1) To purchase, lease, take in ex- 
change, or otherwise acquire lands or 
interests therein, together with any build- 
ings or structures that may be on the said 
lands, or any of them, and to hold, sell, 
lease, exchange, mortgage, or otherwise 
dispose of the whole or any portion of 
the lands and all or any of the buildings 
or structures that are now or may here- 
after be erected thereon, and to take such 
security therefor as may be deemed neces- 
sary: 

(2) To take or hold mortgages for any 
unpaid balance of the purchase money on 
any of the lands, buildings, or structures 
so sold, and to sell, mortgage, or other- 
wise dispose of the said mortgages. 


S. W. TAYLOR, 
ap9—2225 Registrar of Companies. 
“COMPANIES ACT” 

No. 44081. 


NOTICE is hereby given that “Zenith 
Mortgage Corporation Ltd.” was incorpo- 
rated under the “ Companies Act ” on the 
6th day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into nine 
thousand preference shares and one thou- 
sand common shares, all of a nominal or 
par value of one dollar each. 

The address of its registered office is 
3219 Oak Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To acquire by purchase, lease, ex- 
change, concession, or otherwise, city lots, 
farm lands, mining or fruit lands, town- 
sites, grazing and timber lands, and any 
description of real estate and real proper- 
ty, or any interest and rights therein, legal 
or equitable, or otherwise howsoever; to 
take, build upon, hold, own, maintain, 
work, develop, sell, lease, exchange, im- 
prove, or otherwise deal in and dispose 
of such lots, lands, sites, real estate, and 
real property, or any interest therein; to 
deal with any portion of the lands and 
property so acquired, subdividing the 
same into building lots, and generally 
laying the same out into lots, street and 
building sites for residential purposes, or 

otherwise, and with power to construct 
streets thereon, necessary sewerage and 


drainage system; to build upon same for 
residential purposes or otherwise; to sup- 
ply buildings so erected with electric light, 
heat, gas, water, or other requisites: 

(b) To carry on business as financial 
and investment agents, and to buy, sell, 
and deal in, either as principal or agent, 
stocks, bonds, debentures, mortgages on 
real estate and on personal property, se- 
curities, notes, and obligations of all 
kinds, and to collect and dispose of in- 
terest, dividends, or income upon or from 
such stock, bonds, debentures, mortgages, 
securities, notes, and other obligations: 

(c) To prepare building sites, and to 
construct, reconstruct, alter, improve, 
decorate, furnish, and maintain offices, 
flats, houses, factories, warehouses, and 
lands, and to consolidate, connect, or sub- 
divide properties: 

(d) To guarantee and otherwise assist 
in the performance of contracts or mort- 
gages of persons, firms, or corporations 
with whom or with which the Company 
may have dealings, and to assume and 
take over such mortgages or contracts on 
default. 

S2 iW. SLASAVOR? 
ap9—2235 Registrar of Companies. 


“COMPANIES ACT” 


No. 44070. 
NOTICE is hereby given that “ Holm- 
bury Estates Ltd.” was incorporated 


under the “Companies Act” on the 5th 
day of March, 1959. 

The authorized capital of the Company 
is fifty thousand dollars, divided into fifty 
thousand preference shares with a nomi- 
nal or par value of one dollar each. 

The Company is also authorized to 
issue.-one hundred Class A common 
shares, and four thousand nine hundred 
Class B common shares without nominal 
or par value. 

The address of its registered office is 
1014 Howe Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To purchase for investment on!y 
all kinds of property, real, personal, an | 
mixed, and from time to time sell any or 
all of its property and to reinvest the 
proceeds of the same, but not to deal in 
property except by way of investment: 

(b) To borrow moneys upon such 
security as the directors may from time 
to time determine and in particular by the 
granting of mortgages in respect of the 
Company’s real and personal assets. 


S. W. TAYLOR, 
ap9—2228 Registrar of Companies. 


“COMPANIES ACT” 
No. 44064. 

NOTICE is hereby given that “ Merit 
Oil Co. Ltd.” was incorporated under the 
“Companies Act” on the 4th day of 
March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
thousand common shares and nine thou- 
sand preferred shares, both with a nomi- 
nal or par value of one dollar each. 

The address of its registered office is 
714 Birks Building, 718 Granville Street, 
Vancouver, B.C. 

The objects for which the Company is 
established are: — 

(a) To carry on the business of im- 
porters, exporters, producers, traders, 
refiners, stores, transporters, marketers, 
suppliers, wholesalers, retailers, and dis- 
tributers of petroleum and_ petroleum 
products and by-products, gas, and chemi- 
cals of every kind and description: 


(b) To carry on business as general 
merchants at wholesale or retail, and to 
buy, sell, and deal in goods, wares, and 
merchandise of any kind and description: 

(c) To acquire, maintain, and operate 
service-stations, buildings, and garages 
for the wholesale and retail distribution 
of gas, oil, and petroleum products, and 
for the storage, repairing, caring for, and 
keeping for hire therein of vehicles of 
every kind and of all the accessories there- 
of and thereto of any kind and every de- 
scription, and to rent, lease, and hire 
motor-cars, trucks, trailers, and automo- 
biles of all kinds: 

(d) To acquire, maintain, and operate 
a towing, hauling, and wrecking service 
for automobiles, trucks, trailers, taxi- 
cabs and motor-cycles. 


Ss. W. TAYLOR, 
ap9—2224 Registrar of Companies. 


“COMPANIES ACT ” 
No. 44002. 


NOTICE is hereby given that “ Fairfax 
Holdings Ltd.” was incorporated under 
the “Companies Act” on the 26th day 
of February, 1959. 

The Company is authorized to issue 
thirty thousand shares without nominal 
or par value. 

The address of its registered office is 
2582 Kent Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To acquire real and personal prop- 
erty and to hold the property so acquired 
for investment only and not for specula- 
tion or trading, and to utilize the funds 
of the Company to acquire such real and 
personal property: 

(b) To buy, purchase, lease, erect, con- 
struct, build, or otherwise acquire all 
manner of structures on the Company’s 


property. 
S: W. TAYLOR; 
ap9—2226 Registrar of Companies. 


“COMPANIES ACT ” 
No. 44074. 

NOTICE is hereby given that “ North 
Shore Crane and Lowbed Service Ltd.” 
was incorporated under the “ Companies 
Act” on the Sth day of March, 1959. 

The authorized capital of the Com- 
pany is fifty thousand dollars, divided 
into ten thousand common shares and 
forty thousand preferred shares, all of a 
par value of one dollar each. 

The address of its registered office is 
202, 744 West Hastings Street, Vancou- 
ver bic, 

The objects for which the Company is 
established are:— 

(a) To carry on the business of gen- 
eral contractor for the clearing and exca- 
vation of building sites or for the con- 
struction of roads, water-mains, sewers, 
or other services, or to enter into con- 
tracts with the owners of property for 
the construction thereon of buildings or 
improvements, or to construct buildings 
or improvements on property owned by 
the Company for the purposes of sale: 

(b) To engage in and undertake a 
machinery hauling, transfer, and rental 
business with specific reference to land- 
clearing and excavation machinery and 
equipment: 

(c) To engage in and undertake a gen- 
eral contracting and construction busi- 
ness: 


(d) To purchase, lease, or otherwise 
acquire, and to hold, but not to trade in 
the same as a business or plan for profits, 
such assets as may be necessary from 
time to time for the operation of any 
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business of the Company or any business 
or undertaking in which the Company 
may be interested and which assets shall 
not be sold in the ordinary course of the 
business operations of the Company: 

(e) To undertake and to carry into 
effect all such financial, trading, or other 
operations in connection with the objects 
of the Company as the directors may 
deem advisable, including the investment 
of the Company’s capital in any real or 
personal property: 

(f) To allot the shares of the Com- 
pany, credited as fully or partly paid up, 
as the whole or part of the purchase price 
of any real or personal property, or as 
the whole or part payment for services 
rendered or to be rendered to the Com- 
pany or for any valuable consideration: 

(g) To make gifts and donations. 


S. W. TAYLOR, 
Registrar of Companies. 


“COMPANIES ACT” 
No. 44075. 


NOTICE is hereby given that “Ohman 
Marina Ltd.” was incorporated under the 
“Companies Act” on the Sth day of 
March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares of a nominal 
or par value of one dollar each. 

The address of its registered office is 
408, 604 Columbia Street, New Westmin- 
ster, B.C. 

The objects for which the Company is 
established are:— 

(a) To purchase, sell, lease, and other- 
wise howsoever acquire, charter, own, 
maintain, operate, manage, and deal in 
respect of ships, vessels, and boats of 
every description and kind: 

(b) To carry on in any or all branches 
and departments the businesses of agents, 
financiers, contractors, importers, export- 
ers, merchants, warehousemen, wharfin- 
gers, forwarders, carriers, and salvors. 


Ss. W. TAYLOR, 
Registrar of Companies. 


“ COMPANIES ACT ” 
No. 44090. 

NOTICE is hereby given that “G. J. 
Plumbing & Heating Ltd.” was incorpo- 
rated under the ‘““Companies Act” on the 
9th day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
1121 East Fifty-fourth Avenue, Vancou- 
ver, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of plumb- 
ing, heating, and refrigeration contractors, 
and to install sprinklers and air-condi- 
tioning equipment; to carry on trade in 
metal products and to engage in the 
manufacture, fabrication, construction, 
erection, and maintenance of plumbing, 
heating, ventilating, air-conditioning, 
sprinkler, and refrigeration machinery 
and equipment and other metal products, 
and generally to carry on a wholesale, re- 
tail, manufacturing, and sales business in 
the aforesaid goods, wares, and merchan- 
dise: 

(b) To carry on in all or any of their 
branches all or any of the businesses of 
hardware merchants, wholesale and (or) 
retail manufacturers, warehousemen, sup- 
pliers, jobbers, contractors, builders, 
plumbers, tinsmiths, roofers, and repair- 


ap9—2228 


ap9—2227 





men, and any other business which may 
be carried on in conjunction with any 
thereof, and to buy, sell, produce, manu- 
facture, import, export, exchange, let, 
hire, repair, alter, and otherwise in any 
manner whatsoever deal in and _ with 
hardware, electrical supplies, building 
supplies, mining supplies, lumbermen’s 
supplies, ship supplies, machinery and 
equipment of all kinds, and other goods, 
merchandise, articles, or things of any 
kind or nature whatsoever, and to supply 
any service or services which may be 
furnished in connection with the afore- 
said businesses, or any of them. 


S. W. TAYLOR, 
Registrar of Companies. 


ap9—2238 


“COMPANIES ACT” 
No. 44083. 


NOTICE is hereby given that “ Wood- 
lam Products Limited” was incorporated 
under the “Companies Act” on the 6th 
day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into nine 
thousand preference shares and one thou- 
sand common shares, both with a nominal 
or par value of one dollar each. 

The address of its registered office is 
602 Birks Building, 718 Granville Street, 
Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on in any and all of their 
branches the businesses of loggers, lum- 
bermen, and lumber merchants: 

(b) To buy, sell, prepare for market, 
manufacture, import, export, and other- 
wise deal in sawlogs, and deal in timber, 
poles, lumber, and wood of all kinds: 

(c) To manufacture and deal in glued 
laminated beams, truss rafters, and all 
other products, articles, and materials in 
the manufacture of which wood is used: 

(d) To carry on the business of general 
manufacturers and merchants, and to 
establish plants, warehouses, and stores, 
and to purchase and sell, and otherwise 
deal in all kinds of wares, goods, and mer- 
chandise: 

(e) To carry on the business of general 
contractors and builders. 


S. W. TAYLOR, 
ap9—2226 Registrar of Companies. 


“COMPANIES ACT” 
No. 44052. 


NOTICE is hereby given that “ George 
Wertman Ltd.” was incorporated under 
the “Companies Act ” on the 3rd day of 
March, 1959. 

The authorized capital of the Company 
is fifty thousand dollars, divided into forty 
thousand preferred shares, and ten thou- 
sand common shares, both with a par 
value of one dollar each. 

The address of its registered office is 
ae 3304 Cambie Street, Vancouver, 
BiG: 

The objects for which the Company is 
established are:— 

(a) To manufacture, produce, adapt, 
prepare, import, export, buy, sell, and 
otherwise deal in goods, wares, materials, 
articles, and merchandise of every nature 
and kind whatsoever: 

(b) To build, produce, lease, or other- 
wise acquire and establish factories, ware- 
houses, plants, machinery, and tools to 
carry out the objects of the Company: 

(c) To apply for, obtain, register, pur- 
chase, lease, or otherwise acquire, hold, 
own, use, operate, introduce, develop, or 
control, sell, assign, or otherwise dispose 
of, take, or grant licences or other rights 


with respect to and in any and all ways 
to exploit or turn to account inventions, 
improvements, processes, copyrights, pat- 
ents trademarks, formule, trade names 
and distinctive marks, and similar rights 
of any and all kinds: 

(d) To pay for any property or ser- 
vice acquired by or rendered to the Com- 
pany such consideration as the Company 
shall deem fit and, in particular, by shares 
or securities of the Company or partly 
in shares or securities and partly in cash: 

(ec) To make gifts and donations to 
any person, firm, or corporation for any 
purpose whatsoever, whether such firm, 
person, or corporation be a member of 
the Company or not. 


S. W. TAYLOR, 
ap9—2208 Registrar of Companies. 


“COMPANIES ACT” 
No. 43993. 


NOTICE is hereby given that “ North 
Arm Transportation Ltd.” was incorpo- 
rated under the ““ Companies Act” on the 
26th day of February, 1959. 

The Company is authorized to issue 
one thousand five hundred Class A shares 
and thirty thousand Class B shares with- 
out nominal or par value. 

The address of its registered office is 
2582 Kent Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To transport on land and water all 
manner of goods, materials, and passen- 
gers: 

(b) To own, control, and otherwise ac- 
quire all manner of barges, vessels, and 
vehicles to carry on the transporting of 
goods, materials, and passengers: 

(c) To carry on the business of towing 
in all its branches and to carry on a gen- 
eral wrecking and salvaging business. 


S. W. TAYLOR, 
Registrar of Companies. 





ap9—2226 


CERTIFICATE OF INCORPORATION 





“Societies Act” 
Canada: 
Province of British Columbia. 
No. 5615. 

I HEREBY CERTIFY that “The Vi- 
king Football Club” has this day been in- 
corporated as a Society under the “Socie- 
ties Act.” 

The locality in which the operations of 
the Society will be chiefly carried on is 
Greater Vancouver area, Province of 
British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this third day of March, one thousand 
nine hundred and fifty-nine. 


S. W. TAYLOR, 
Registrar of Companies. 


The objects of the Society are:— 

(a) To help instil in minors wholesome 
and desirable character attributes, prin- 
ciples of good sportsmanship, self-control, 
and co-operation with all others regard- 
less of race, colour, or creed: 

(b) To encourage parents, foster pa- 
rents, and guardians to take a more active 
interest in the wholesome development of 
children: 


(c) To accomplish the foregoing objects 
by sponsoring, equipping, coaching, op- 
erating, managing, and promoting interest 
in and general supervision of the organ- 
ization and playing of Canadian football 
and other sports and related athletic and 
recreational activities in the Greater Van- 
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couver area and elsewhere in the Province 
of British Columbia, by boys and girls in 
minor age groups: 

(d) To raise funds for all purposes of 
the Society by means of the collection of 
contributions, subscriptions, and dona- 
tions; acceptance of public and private 
grants, bequests, and the benefits of trusts 
or endowments, and by such other lawful 
means as from time to time may be 
deemed desirable: 

(e) Generally to do all such other 
things as may be incidental or conducive 
to the attainment of the above objects or 
any of them. ap9—2227 


“COMPANIES ACT” 
No. 44086. 


NOTICE is hereby given that “B.C. 
Industrial Leaseholds Ltd.” was incorpo- 
rated under the “Companies Act” on 
the 6th day of March, 1959. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
Fifteenth Floor, Burrard Building, 1030 
West Georgia Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To purchase, lease and otherwise 
acquire, to hold, improve, develop, main- 
tain, alter, rent, operate, manage, use, 
and deal in, and to mortgage, charge, and 
otherwise encumber real property and 
any interest and right therein: 

(b) To manufacture, produce, acquire, 
and deal in building materials, equip- 
ment and supplies: 

(c) To act as general contractors and 
builders: 

(d) To act as financial agents and real- 
estate brokers. 

S. W. TAYLOR, 
ap9—2237 Registrar of Companies. 


CERTIFICATE OF INCORPORATION 





“Co-operative Associations Act” 
Canada: 
Province of British Columbia. 
No. 750. 

I HEREBY CERTIFY that “North 
Fraser Consumers’ Cooperative Associa- 
tion” has this day been incorporated as 
an Association under the “Co-operative 
Associations Act” and that the denomi- 
nation of its shares is five dollars each. 

The registered office of the Association 
will be situate at Mission City, Province 
of British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this third day of March, one thousand 
nine hundred and fifty-nine. 


S. W. TAYLOR, 
Registrar of Companies. 


The objects of the Association are:— 

(a) To carry on the business of distrib- 
uting goods and services in all branches, 
whether wholesale or retail; to buy, sell, 
manufacture, and deal in goods, stores, 
articles for consumption, for personal use 
or adornment, or otherwise, and chattels 
and effects of all kinds; to transact busi- 
ness for other persons or corporations as 
agents, and to provide services of all 
kinds for the convenience and advantage 
of the members of the Association or its 
patrons: 

(b) To make arrangements with per- 
sons engaged in trade, business, or profes- 
sion, and others, for the concession to the 
Association’s members, ticket-holders, and 


[L.s.] 


others of any special rights, privileges, 
and advantages, and in particular in re- 
gard to the supply of goods and for ser- 
vices: 

(c) To own and operate hotels, room- 
ing-houses, restaurants, lunch-counters, 
libraries, gas-stations, garages, repair- 
shops, machine-shops, and locker plants: 

(d) To buy, sell, lease, mortgage, or 
otherwise acquire, and dispose of any 
lands, buildings, machinery, and mer- 
chandise of every description; to erect, 
pull down, alter, or otherwise deal with 
any building thereon: 

(e) To market goods or services of all 
sorts and kinds produced or rendered by 
members of the Association or otherwise. 

ap9—2225 


“COMPANIES ACT” 
No. 44093. 

NOTICE is hereby given that “ Dan’s 
Plumbing & Heating Ltd.” was incorpo- 
rated under the “ Companies Act” on the 
9th day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
corner of Denver and Francis Streets, 
Nakusp, B.C. 

The object for which the Company is 
established is: To carry on the business 
of plumbing, heating, and refrigeration 
contractors, and to install sprinklers and 
air-conditioning equipment; to carry on 
trade in metal products and to engage in 
the manufacture, fabrication, construc- 
tion, erection, and maintenance of plumb- 
ing, heating, ventilating, air-conditioning, 
sprinkler, and refrigeration machinery 
and equipment, and other metal products, 
and generally to carry on a wholesale, 
retail, manufacturing, and sales business 
in the aforesaid goods, wares, and mer- 
chandise. 

S. W. TAYLOR, 
ap9—2238 Registrar of Companies. 


“COMPANIES ACT” 
No. 44092. 

NOTICE is hereby given that “Tech 
Pharmacy Ltd.” was incorporated under 
the “ Companies Act” on the 9th day of 
March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
2416 Nanaimo Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To prepare, manufacture, buy and 
sell chemicals, pharmaceutical products 
and preparations, drugs, medicines, scien- 
tific, medicinal, and surgical instruments 
and apparatus, equipment, and containers, 
toilet articles, perfumes, and brushes, and 
other goods, wares, and merchandise 
generally bought, sold, and dealt in by 
persons or corporations carrying on busi- 
ness as wholesale or retail druggists and 
chemists: 

(b) To carry on business generally as 
wholesale and retail druggists and chem- 
ists, and to buy, sell, and deal in goods, 
wares, and merchandise of all kinds: 

(c) To carry on the manufacture and 
sale of patent and (or) proprietary medi- 
cines and medical and pharmaceutical 
preparations, and generally to carry on the 
business of manufacturers, buyers, sellers, 
at wholesale, of all kinds of patent and 
(or) proprietary medicines, medical prepa- 
rations, and chemicals whatsoever; to 


carry on all or any of the businesses of 
chemists, chemical manufacturers, export- 
ers and importers, at wholesale or on a 
commission basis; to buy and acquire 
from any person, firm, or corporation any 
recipes, formule, or other information, 
whether patented or not, for the manu- 
facture and preparation of any medical 
or pharmaceutical articles, patent and (or) 
proprietary medicines, or specialties, and, 
as wholesalers and retailers, to deal in 


drugs. 
S, \W, TAYLOR; 
ap9—2238 Registrar of Companies. 


“COMPANIES ACT” 
No. 44094. 


NOTICE is hereby given that “ Beaver- 
dam Ranch Co. Ltd.” was incorporated 
under the “ Companies Act” on the 9th 
day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
thousand shares with the nominal or par 
value of ten dollars each. 

The address of its registered office is at 
office of K. D. Houghton, Railway Ave- 
nue, Ashcroft, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on generally the business 
of farming, ranching, stock-breeding, and 
dealing in live stock and any other branch 
of subsidiary business commonly carried 
on in connection therewith: 

(b) To carry on the business of tourist- 
camps, lodges, or resorts: 

(c) To carry on the business of retail 


stores. 
S. W. TAYLOR, 
ap9—2243 Registrar of Companies. 


“COMPANIES ACT” 
No. 44096. 

NOTICE is hereby given that “ Ritchie 
Bros. Holdings Ltd.” was incorporated 
under the “Companies Act” on the 9th 
day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares of the nominal 
or par value of one dollar each. 

The address of its registered office is 
1618 Pandosy Street, Kelowna, B.C. 

The objects for which the Company is 
established are:— 

(a) To acquire and hold, but not to 
trade in the same as a business or plan 
for profit, shares, stocks, debentures, 
bonds, obligations, or securities issued or 
guaranteed by any company, wheresoever 
situate or carrying on business, and de- 
bentures, bonds, obligations, or securities 
issued or guaranteed by any government, 
commissioners, public body or authority, 
supreme, municipal, local, or otherwise, 
whether in Canada or elsewhere, or any 
right, title, or interest therein: 


(b) To acquire by purchase, lease, ex- 
change, concession, or otherwise, and to 
hold, but not to trade or deal in the same 
as a business or plan for profit, real prop- 
erty of every nature and description, and 
any interest therein: 


(c) To take part in the management, 
supervision, or control of the business or 
operations of any company or undertak- 
ing, and for the purpose to appoint and 
remunerate any directors, accountants, or 
other experts or agents: 


(d) To acquire and carry on all or any 
part of a business or property, and to 
undertake any liabilities of any person, 
firm, association or company possessed of 
property suitable for the purposes of this 
Company, and as consideration for the 
same to pay cash or give shares, or to 
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enter into any obligations or agreements 
for deferred payments as the Company 
may think fit: 

(e) To make gifts and donations to any 
person, firm, or corporation for any pur- 
pose whatsoever, whether such person, 
firm, or corporation be a member of this 
Company or not. 

S. W. TAYLOR, 
ap9—2244 Registrar of Companies. 


*“ COMPANIES ACT” 
No. 44089. 


NOTICE is hereby given that “ Norm’s 
Automobile Impounding Service Ltd.” 
was incorporated under the “ Companies 
Act” on the 9th day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
ee West Fourth Avenue, Vancouver, 
BC. 

The objects for which the Company is 
established are:— 

(a) To carry on business as towing 
operators: 

(6) To carry on the business of owners 
and operators of omnibuses, cabs, drays, 
taxicabs, motor-buses, auto-drays, motor- 
trucks, and any other private or public 


conveyances. 
S. W. TAYLOR, 
ap9—2237 Registrar of Companies, 


“COMPANIES ACT” 
No. 44091. 


NOTICE is hereby given that “ BLBL 
Holdings Limited” was incorporated 
under the “Companies Act” on the 9th 
day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into nine 
thousand preference shares and one thou- 
sand common shares, both having a nom- 
inal or par value of one dollar each. 

The address of its registered office is 
Suite 10, Croll Block, 305 Argyle Street, 
Port Alberni, B.C. 

The object for which the Company is 
established is: To carry on business as 
factors, brokers, storekeepers, both whole- 
sale and retail, as dealers in petroleum 
products, as garage and service-station 
operators, proprietors, and mechanics, as 
dealers in automotive equipment, ma- 
chinery, and parts; to improve and sell 
lands, as general contractors in all 
branches of the construction industry, 
and as dealers and jobbers in building 
equipment and supplies. 


S. W. TAYLOR, 
ap9—2243 Registrar of Companies. 


“COMPANIES ACT” 
No. 44098. 


NOTICE is hereby given that “ Wolfe 
Estates Ltd.” was incorporated under the 
“Companies Act” on the 10th day of 
March, 1959. 

The Company is authorized to issue ten 
thousand common shares without nom- 
inal or par value. 

The address of its registered office is 
530 Rogers Building, 470 Granville Street, 
Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To purchase, lease, take in ex- 
change, or otherwise acquire lands or in- 
terests therein, together with any build- 
ings or structures that may be on the said 
lands, or any of them, and to sell, lease, 
exchange, or otherwise dispose of the 
whole or any portion of the lands, and 


all or any of the buildings or structures 
that are now, or may hereafter be erected 
thereon, and to take such security there- 
for as may be deemed necessary, and to 
erect buildings and deal in building ma- 
terial; to improve, alter, and manage the 
said lands and buildings: 

(b) To acquire and hold shares, stocks, 
debentures, debenture stocks, bonds, obli- 
gations, and securities issued or guaran- 
teed by any company wheresoever con- 
stituted or carrying on business, and de- 
bentures, debenture stock, bonds, obliga- 
tions, and securities issued or guaranteed 
by any government, commissioners, pub- 
lic body or authority, supreme, municipal, 
local or otherwise, whether in Canada or 
elsewhere: 

(c) To transact or carry on all kinds of 
financial agency business, and in particu- 
lar in relation to the investment of money, 
the sale of property, and the collection 
and receipt of money: 

(d) Generally for the purposes afore- 
said to carry on business as financiers, and 
to undertake and carry out financial op- 
erations and transactions: 

(e) To buy, sell, and deal in goods, 
wares, and merchandise of all descrip- 


tions. 

Su Wen LAMEORS 
ap9—2244 Registrar of Companies. 
“COMPANIES ACT” 

No. 44105. 


NOTICE is hereby given that “M. W. M. 
Construction Ltd.” was incorporated un- 
der the “Companies Act” on the 10th 
day of March, 1959. 


The authorized capital of the Company 
is ten thousand dollars, divided into one 
hundred Class A shares and nine thou- 
sand nine hundred Class B shares, both 
aes a nominal or par value of one dollar 
each. 


The address of is registered office is 
4717 Kingsway, Burnaby, B.C. 


The objects for which the Company is 
established are:— 


(a) To carry on the business of general 
contractors and to enter into contracts 
for, construct, execute, own, and carry on 
all descriptions of works, and to carry on 
for the purposes aforesaid the businesses 
of a general construction company and 
contractors for the contruction of works, 
public and private: 


(b) To carry on the business of a land 
company, and in connection therewith to 
acquire by purchase, lease, exchange, 
grant, concession, or otherwise, and to 
hold, subdivide, lay out in building lots, 
streets, lands, squares, and otherwise to 
improve, develop, rent, sell, convey, ex- 
change, lease, and otherwise dispose of, 
and generally deal in lands and real estate 
of all and every kind and description, 
whether vacant, improved, or otherwise, 
as also any right, title, or interest therein, 
as also property of any other kind or de- 
scription, including personal and movable 
property, and any rights and privileges 
that the Company may consider necessary 
for the purposes of its business, and in 
and upon such lands and real estate, or 
any part thereof, to make, erect, con- 
struct, build, operate, and maintain roads, 
streets, lanes, bridges, and other means of 
communication, houses, dwellings, fac- 
tories, mills, plants, manufactories, and 
all other buildings and works and im- 
provements that may be considered ad- 
visable in connection with the purposes 
of the Company, including the construc- 
tion in and on such lands, or any part 
thereof, of sidewalks, drains, water mains, 
sewers, lighting plants and accessories, 


and all and any other improvements of a 
nature to enhance the value of the Com- 
pany’s property, or any part thereof: 

(c) To make advances by way of loans 
for building purposes or other improve- 
ments to purchasers or lessees of any 
part of the Company’s property, and to 
aid by way of advances or otherwise in 
the construction and maintenance of 
roads, streets, bridges, sidewalks, water- 
works, sewers, lighting plant or plants, 
and other improvements calculated to 
render the Company’s property more ac- 
cessible or enhance its value: 

(d) To take and hold mortgages, hypo- 
thecs, liens, and charges to secure pay- 
ment of the purchase price of any part 
of the Company’s property sold by the 
Company, or any money due to the Com- 
pany from purchasers, or advances made 
by the Company to purchasers for build- 
ing purposes, or other improvements. 


S. W. TAYLOR, 
ap9—2251 Registrar of Companies. 


“COMPANIES ACT” 
No. 44097. 


NOTICE is hereby given that “ Bur- 
quitlam Taxi Co. Ltd.” was incorporated 
under the “ Companies Act” on the 9th 
day of March, 1959. 

The authorized capital of the Company 
is six thousand five hundred dollars, 
divided into six thousand five hundred 
shares with a nominal or par value of 
one dollar each. 

The address of its registered office is 
Suite 24, 624 Columbia Street, New West- 
minster, B.C. 

The objects for which the Company is 
established are:— 

(a) To take over partnership of Weldon 
S. Graham and Robert J. Arrel, carrying 
on business under the firm name and 
style of Burquitlam Taxi: 

(b) To operate a taxi business. 


S. W. TAYLOR; 
Registrar of Companies. 





ap9—2244 





“COMPANIES ACT” 
No. 44102. 

NOTICE is hereby given that “Gramek 
Motors Ltd.” was incorporated under the 
“Companies Act” on the 10th day of 
March, 1959. 
_ The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand ordinary shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
102 Grace Street, Nanaimo, B.C. 

The objects for which the Company is 
established are:— 


_ (a) To manufacture, repair, buy, sell, 
import, export, exchange, and generally 
deal in all kinds of automobiles, motors, 
engines, machines, carburetors, accesso- 
ries, and parts, and all kinds of machinery, 
implements, utensils, apparatus, lubri- 
cants, cements, solutions, and appliances, 
whether incidental to the construction of 
motor-cars or otherwise, rubber and 
articles and goods of all kinds of which 
rubber is a component part, together with 
the various materials which enter into the 
manufacture of such articles and goods, 
and fuel-saving, mechanical, and elec- 
trical apparatus and devices, and all things 
capable of being used therewith or in the 
manufacture, maintenance, and working 
thereof respectively: 


(b) To keep, maintain, operate, and 
manage garages, storehouses, storerooms, 
warehouses, and other like places for the 
safekeeping, cleaning, repairing, and care 
generally of automobiles and motor-cars 
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of any and every kind, description, and 
class, and of all the accessories thereof of 
any and every kind and description, and 
to rent, lease, and hire motor-cars, trucks, 
and automobiles of all kinds, and to carry 
and transport passengers and freight in 
the same upon such terms and conditions 
as the Company may consider advisable: 

(c) To manufacture and repair, and to 
purchase, sell, and deal in hardware: 

(d) To carry on the business of import- 
ers, exporters, producers, refiners, storers, 
transporters, marketers, suppliers, and 
distributers of, and traders in petroleum 
and petroleum products and by-products 
of every kind and description, and natural 
gas: 

(e) To use any of the funds of the 
Company in the purchase of shares in 
any other company: 

(f) To manufacture, buy, sell, and deal 
in automobiles, trucks, tractors, farm ma- 
chinery and implements, cars, boats, fly- 
ing machines, and other vehicles, and 
their parts and accessories, and kindred 


articles. 
S: W. LAy LOR, 
ap9—2251 Registrar of Companies. 


“COMPANIES ACT” 
No. 44106. 


NOTICE is hereby given that “ Port 
Kells Sand & Gravel Ltd.” was incorpo- 
rated under the “Companies Act ” on the 
10th day of March, 1959. 


The Company is authorized to issue ten 
thousand shares without nominal or par 
value, 

The address of its registered office is 
Sixth Floor, The Canadian Bank of Com- 
merce Building, 640 West Hastings Street, 
Vancouver, B.C. 

The objects for which the Company is 
established are:— 


(a) To carry on the business of manu- 
facturers of and dealers in sand and (or) 
gravel products, sand and gravel and (or) 
any by-products thereof, and other prod- 
ucts or articles composed in whole or in 
part of sand or gravel by-products: 

(b) To carry on the business of manu- 
facturers of and dealers in cement prod- 
ucts, cement, and all or any by-products 
thereof, and other products or articles 
composed in whole or in part of cement 
and cement by-products: 

(c) To quarry, mine, search for, and 
make merchantable, manufacture, use, 
buy, sell, and deal in gravel, sand, lime, 
plasters, clay, stone, artificial stone, shale, 
coal, coke, fuel, and other minerals, 
metals, and earths, and all products or 
articles composed of all or any of the 
same, in whole or in part, or of all or 
any of the by-products thereof, in whole 
or in part: 

(d) To acquire by purchase, lease, con- 
cession, licence, exchange, or other legal 
title (for the purposes set out in the fore- 
going paragraphs (a), (b), and (c), but not 
for purposes of speculation or trade), 
mineral properties, mining lands, mines, 
easements, water rights, gravel and stone 
deposits, or other properties, powers, 
rights, and privileges: 

(e) To engage in and carry on all or 
any of the business of general contractors, 
and builders for and in the construction, 
erection, repair, alteration, maintenance, 
or operation of public and private works 

of whatsoever nature or kind, and for 
such purpose to solicit, obtain, perform, 
carry out, sub-contract, and sub-let con- 
tracts or concessions for or in relation to 
the building and contracting business and 
any work connected therewith: 


(f) For the purposes aforesaid to carry | wholesale and retail, manufacturers, and 


on the business of trucking and common 


carriers by land and water, and in con- ! 


nection therewith to contract for the car- 
riage or transport of any goods, chattels, 
or merchandise; to carry on a general 
cartage business in all its branches: 

(g) To allot and issue, credited as fully 
or partly paid up, the shares or bonds, 
debentures or debenture stock of the 
Company as the whole or part of the pur- 
chase price for any property, claims, 
privileges, licences, concessions, or fran- 
chises which the Company may lawfully 
acquire, or for services or other valuable 
consideration, and in addition to allot and 
issue, credited as fully or partly paid up, 
the shares or bonds, debentures or de- 
benture stock of the Company as the 
whole or a part of the purchase price on 
the exchange for the shares or bonds, de- 
bentures or debenture stock, or other se- 
curities of any other company. 


Ss. W.. TAYLOR, 
Registrar of Companies. 


“COMPANIES ACT ” 
No. 44110. 


NOTICE is hereby given that “Avonlee 
Holdings Ltd.” was incorporated under 
the “ Companies Act” on the 10th day of 
March, 1959, 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
306, 1111 West Georgia Street, Vancou- 
Ver bie: 

The object for which the Company is 
established is: To carry on the business 
of hotel, restaurant, café, refreshment- 
room, and lodging-house keeper, import- 
ers, exporters, manufacturers, dealers in, 
and dispensers of aerated, mineral, and 
artificial waters, and other drinks, and 
any and all other fermented, spirituous, 
malt, liquors, or combination of liquors, 
and beverages, in accordance with the 
laws of the Province of British Columbia, 
being and from time to time in force, pur- 
veyors, caterers for public amusements 
generally, garage proprietors, and tobacco 


merchants. 
S. W. TAYLOR, 
ap9—2253 Registrar of Companies. 


“COMPANIES ACT” 
No. 44107. 


NOTICE is hereby given that “ Van- 
couver Fire Prevention Service Co. Ltd.” 
was incorporated under the “ Companies 
Act” on the 10th day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
hundred common shares and nine thou- 
sand nine hundred preference shares, both 
of a nominal or par value of one dollar 
each. 

The address of its registered office is 
1575 West Georgia Street, Vancouver, 
BC. 

The objects for which the Company is 
established are:— 

(a) To acquire from Vancouver Fire 
Prevention Service Co. any or all of its 
assets on such terms as the directors of 
the Company shall by resolution deter- 
mine: 

(b) To buy, sell, manufacture, repair, 
alter, exchange, let on hire, and deal in 
machinery and equipment, tools, imple- 
ments, and engines of all kinds, and to 
acquire, buy, sell, and deal in all ma- 
terials, metals, and articles used in the 
manufacture or repair thereof: 

(c) To carry on any or all of the busi- 
nesses of importers, exporters, merchants, 


ap9—2251 


rental agents, and a general agency busi- 
ness, repair-men, and service-men, and to 
buy, sell, and deal in goods and merchan- 
dise generally without restriction as to 
kind: 

(d) To carry on the said business as 
principals, agents, or as contractors, or by 
or through agents, and either alone or in 
conjunction with others. 


S. W, TAYLOR, 
ap9—2252 Registrar of Companies. 


“COMPANIES ACT” 
No. 44112. 


NOTICE is hereby given that “Western 
Sales Limited” was incorporated under 
the “Companies Act” on the 11th day 
of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
Suite 4, 604 No. 3 Road, Richmond, B.C. 

The objects for which the Company is 
established are:— 

(a) To transact all kinds of agency 
business; to distribute manufactured prod- 
ucts for use in furniture manufacture: 

(b) To import, export, manufacture, 
buy, sell, and deal in goods, wares, and 
merchandise pertaining to wholesale hard- 
ware and supplies for the wood-product 
manufacturing industry, building trade, 
and other suppliers, both retail and 
wholesale, connected with these indus- 
tries: 

(c) To enter into partnership or into 
any arrangement for sharing profits, union 
of interest, co-operation, or joint adven- 
ture with any person or company carry- 
ing on or engaged in or about to carry 
on or engage in any business or transac- 
tion which this Company is authorized to 
carry on or engage in: 

(d) To enter into contracts with other 
companies or individuals to supply and 
install the products of the Company: 

(e) To draw, make, accept, endorse, 
execute, and issue promissory notes, bills 
of exchange, bills of lading, warrants, and 
other negotiable or transferable instru- 
ments: 

(f) To buy, sell, manufacture, repair, 
alter or exchange, let or hire, import or 
export, and deal in all kinds of articles 
and things which may be required for the 
purpose of any said business or common- 
ly supplied or dealt in by persons engaged 
in any such business, or which may seem 
capable of being profitably dealt in in 
connection therewith: 

(g) To apply for, obtain, register, pur- 
chase, lease, or otherwise acquire, and 
hold, own, use, operate, introduce, and to 
sell, assign, or otherwise dispose of any 
trade-marks, formule, secret processes, 
trade names, and distinctive marks, and 
all inventions, processes, and improve- 
ments used in connection with or secured 
under letters patent or otherwise of Can- 
ada, or any other country, and to use, 
exercise, develop, grant licences in respect 
of, or otherwise turn to account any and 
all such trade-marks, patents, licences, 
concessions, processes, and the like, or 
any such property rights, and information 
so acquired, and with a view to the work- 
ing and development of the same: 

(A) To carry on any business, whether 
distributing, manufacturing, or otherwise, 
which the Company may think calculated 
directly or indirectly to effectuate these 
objects. 


S. W. TAYLOR, 


ap9—2253 Registrar of Companies. 
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CERTIFICATES OF 
INCORPORATION 


“COMPANIES ACT” 
No. 44145. 

NOTICE is hereby given that * Center- 
vale Construction Limited ” was incorpo- 
rated under the “Companies Act” on 
the 13th day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
540 Main Street, Mission City, B.C. 

The object for which the Company is 
established is: To conduct and carry on 
the business of builders and contractors 
for the purpose of building, erecting, 
altering, repairing, or doing any other 
work in connection with any and all 
classes of building and improvements of 
any kind and nature whatsoever, includ- 
ing the building, rebuilding, alteration, 
repairing, or improvement of houses, fac- 
tories, buildings, works, or erections of 
every kind and description whatsoever 
and the locating, laying out, and con- 
structing of roads, avenues, docks, slips, 
sewers, bridges, wells, walls, canals, 
and power plants and generally all classes 


of buildings, erections, and works, both |, 


public and private, or integral parts there- 
of and generally to do and perform any 
and all work as builders and contractors, 
and with that end in view to solicit, ob- 
tain, make, perform, and carry out con- 
tracts covering the building and contract- 
ing business and the work connected 


therewith. 
S. W. TAYLOR, 
mh26—2283 Registrar of Companies. 
* COMPANIES ACT ” 


No. 44144. 


NOTICE is hereby given that “ Coast 
Beauty and Barber Supply Ltd.” was in- 
corporated under the “Companies Act ” 
on the 12th day of March, 1959. 

The authorized capital of the Company 
is forty thousand dollars, divided into 
ten Class A common shares, nine hun- 
dred and ninety Class B preference shares, 
all of a par value of one dollar each and 
three thousand nine hundred Class C 
preference shares of the par value of ten 
dollars each. 

The address of its registered office is 
1376 West Broadway, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To take over and operate as a go- 
ing concern the business now carried on 
at 1376 West Broadway in the the City of 
Vancouver, in the Province of British 
Columbia, as a beauty and barber supply 
and to pay the purchase price thereof 
either in cash or by the allotment of 
shares as fully paid up or partly in cash 
and partly in shares: 

(b) To carry on the general business 
of manufacturers’ agent: 

(c) To carry on the business of con- 
tracting for installation of salons for 
various purposes, including designing the 
same: 

(d) To operate schools of instruction 
of all types subject to the laws of the 
Province of British Columbia: 

(e) To carry on a general retail busi- 
ness in all lines related to other objects 
of the Company: 

(f) To undertake and carry into effect 
all financial, trading, manufacturing, con- 
struction, merchandising, or other opera- 
tions in connection with the objects of 


oi 


the Company as to the directors may 
seem advisable, including the investment 
of the Company’s capital in any real or 
personal property: : 

(g) To purchase, lease, or Otherwise 
acquire and hold for purpose of invest- 
ment but not to trade in the same as a 
business or plan for profits, such assets 
as may be necessary from time to time 
for the operation of any business of the 
Company Or any business or undertaking 
in which the Company may be interested 
and which asset will not be sold in the 
ordinary course of the business opera- 
tions of the Company: 

(h) To acquire and hold but not to 
trade in the same as a business or plan 
for profits, shares, stocks, debentures, 
bonds, obligations, and securities of all 
kinds issued or guaranteed by any com- 
pany wheresoever situate or carrying on 
business and debentures, bonds, obliga- 
tions, and securities issued or guaranteed 
by any government, commissioners, pub- 
lic body orauthority, supreme, municipal, 
local, or otherwise whether in Canada or 
elsewhere, Or any right, title, or interest 
therein: 

(i) For the purpose of investment to 
loan money, with or without security, and 
with or without interest, subject to any 
Provincial or Dominion laws in that be- 
alf: 


(j) To lease and rent real and personal 
property and to acquire and hold, but 
not to trade in the same as a business or 
plan for profits, royalties, or other evi- 
dences of indebtedness: 


(k) To allot the shares of the Com- 
pany credited as fully or partly paid up 
as the whole or part of the purchase 
price Of any real or personal property, 
or as the whole or part payment for ser- 
vices rendered or to be rendered to the 
Company, or for any valuable considera- 
tion: 

(1) For the purpose of investment to 
make loans to the Company, sharehold- 
ers, or directors on such terms as to se- 
curity and such rate of interest as the di- 
rectors of the Company may approve: 

(m) To make gifts and donations. 


Ss. W. TAYLOR, 
Registrar of Companies. 


“COMPANIES ACT ~ 
No. 44146. 


NOTICE is hereby given that “ Built- 
rite Contractors Ltd.” was incorporated 
under the “ Companies Act” on the 13th 
day of March, 1959. 


The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand ordinary shares with a nominal 
or par value of one dollar each. 


The address of its registered office is 
1141 Vidal Street, White Rock, B.C. 


The objects for which the Company is 
established are:— 


(a) To carry on the business of gen- 
eral contractors, to enter into contracts 
for, construct, execute, own, and carry 
on all description of works, and to carry 
on for the purpose aforesaid the business 
of a general construction company and 
contractors for the construction of works, 
public and private: 


(b) To purchase, lease, or otherwise 
acquire, hold, use, develop, subdivide. 
improve, manage, let, sell, lease, convey, 
exchange, trade, surrender, mortgage, 
charge, convert, turn to account, and 
otherwise deal in property real and per- 
sonal of every kind whatsoever, or any 
interest therein: 


mh26—2283 





(c) To take and hold mortgages or 
other securities on real or personal prop- 
erty: 

(d) To erect and construct houses, 
shops, buildings, or works of every de- 
scription upon any land of the Company, 
or upon any other lands or property, and 
to pull down, rebuild, enlarge, alter, and 
improve existing houses, shops, buildings, 
or works thereon; to convert and appro- 
priate any such land into and for roads, 
streets, squares, gardens, and pleasure 
grounds, and other conveniences; to con- 
struct, erect, and maintain sewers, water, 
and gas works and generally to deal with 
and improve the property of the Com- 
pany: 

(e) To buy, sell, and deal in both 
wholesale and retail, lumber, cement, 
hardware, electrical, heating, and plumb- 
ing equipment, paint, and plaster and 
generally all kinds of building supplies, 
wares, and materials used for and in the 
construction of houses and buildings of 
all kinds: 

(f) To do all such things as are neces- 
sary, incidental to, or can conveniently 
be carried on in connection with the 
above objects. 


S. W. TAYLOR, 
Registrar of Companies. 


“ COMPANIES ACT” 
No. 44153. 


NOTICE is hereby given that “ West 
Coast Duplicating Services Ltd.” was in- 
corporated under the “Companies Act ” 
on the 13th day of March, 1959. 


The authorized capital of the Company 
is ten thousand dollars, divided into five 
thousand preferred shares, one thousand 
Class A common shares, and four thou- 
sand Class B common shares, all with a 
nominal or par value of one dollar each. 

The address of its registered office is 
at the office of Frederick N. A. Rowell, 
barrister and solicitor, Room 707, 475 
Howe Street, Vancouver 1, B.C. 

The objects for which the Company is 
established are:— 


(a) To purchase, acquire, and take 
over as a going concern and carry on the 
business now carried on by Frederick 
N. A. Rowell, at 4587 Marguerite Street, 
Vancouver, British Columbia, under the 
firm name and style of Canadian Track 
& Field Digest and to acquire all the as- 
sets, rights, and goodwill and assume all 
the liabilities of the said firm and to pay 
for the same either in cash or by the 
issuance of fully paid up shares of the 
Company or partly in one way or partly 
in another as may be agreed upon: 

(b) To duplicate, print, publish, buy, 
sell, and otherwise deal in books, news- 
papers, magazines, or periodicals, and 
generally to do a duplicating, printing, 
publishing, binding, engraving, lithograph- 
ing, electrotyping, and stereotyping busi- 
ness, including the furnishing of plate 
material to the publishers: 

(c) To apply for, obtain, register, pur- 
chase, lease, or license on royalty or 
otherwise, or otherwise acquire and hold, 
use, Own, introduce and sell, assign, lease, 
or license on royalty or otherwise, or 
otherwise dispose of any copyright or 
copyrights in any literary or other work 
capable of being copyrighted: 


(d) To carry on any other business 
which may seem to the Company capable 
of being conveniently carried on in con- 
nection with the Company’s business, or 
calculated, directly or indirectly, to en- 
hance the value or render profitable any 
of the Company’s property and rights: 
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(e) To acquire and hold for the pur- 
pose of earning interest and dividends, 
but not to trade in the same as a business 
or plan for profit, shares, stocks, bonds, 
debentures, obligations, and securities of 
all kinds issued or guaranteed by any 
company wheresoever situate or carrying 
on a business or by any government, com- 
missioners, public body or authority, su- 
preme, municipal, local, or otherwise, 
whether in Canada or elsewhere, or any 
right, title, or interest therein: 

(f) To loan money to such persons or 
companies and on such terms as may 
seem expedient, and, in particular to 
customers and others having dealings with 
the Company, and to guarantee the per- 
formance of contracts by any such per- 


sons or cOmpanies. 
S. W. TAYLOR, 
mh26—2285 Registrar of Companies. 


“COMPANIES ACT” 
No. 44137. 


NOTICE is hereby given that “ Reli- 
able Household Services Ltd.” was incor- 
porated under the “Companies Act” on 
the 12th day of March, 1959. 

The Company is authorized to issue 
ten thousand shares without nominal or 
par value. 

The address of its registered office is 
3123 Granville Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To furnish to subscribers therefor 
a 24-hour around-the-clock emergency 
service, making available promptly, day 
or night, such adequate and expert ser- 
vices of every kind, nature, and descrip- 
tion whatsoever as said subscribers may 
request or require: 

(b) To contract with competent per- 
sons, firms, and (or) corporations to sup- 
ply the said services and any and all 
products requisite in connection there- 
with: ; 

(c) To buy, sell, manufacture, repair, 
alter, exchange, let or hire, import, ex- 
port, and deal in all equipment, acces- 
sories, materials, supplies, products, 
goods, wares, and merchandise of every 
kind and description whatsoever, which 
may be requisite or required for the pur- 
poses of any of the businesses which the 
Company is authorized to carry on, or 
which the directors may deem capable of 
being profitably dealt with in connection 
with same: 

(d) To operate and act as consultants 
and advisers and furnish advice and con- 
sulting services in connection with the 
purchase or sale of real and personal 
property, insurance, and personal and 
household problems of every kind and 
nature: 

(e) To act as agents, factors, repre- 
sentatives, salesmen, solicitors, of and for 
any company, firm, or individual carrying 
on or about to carry on or engage in any 
business or transaction which the Com- 
pany is authorized directly or indirectly 
to carry on or engage in, and to enter 
into partnership or other arrangement for 
sharing profits, commissions, union of 
interests, reciprocal concessions or CO- 
operation with any such company, firm, 
or individual, and generally to transact 
every kind of agency business: 

(f) To engage in and carry on all or 
any of the businesses, in all or any of 
their respective branches, of general con- 
tractors, constructors, and builders for 
and in the construction, erection, 1m- 
provement, repair, alteration, reclama- 
tion, and maintenance of buildings of all 
kinds, public or otherwise, and all other 

works or conveniences of utility or other- 


wise; to design, plan, lay out, construct, 
erect, equip, improve, make, repair, re- 
new, install, and perform any and all 
work as contractors, constructors, build- 
ers, and roofers, and to solicit, obtain, 
make, perform, carry out, sub-contract, 
sublet, and assign contracts agreements, 
concessions, and options for or in rela- 
tion to the contracting, constructing, 
building, and house improvement and 
(or) repair business and any work, di- 
rectly or indirectly, connected therewith: 

(g) To carry on in all its branches, 
the business of travel agents, including 
the making of reservations for trans- 
portation, accommodation, entertainment, 
and all and any other services incidental 
to travel; to plan and finance vacations, 
tours, and to compile, publish, and dis- 
tribute travel information and informa- 
tion and advice respecting matters inci- 
dental thereto: 

(h) To engage in and carry on any 
other business which may from time to 
time seem to the directors capable of 
being conveniently carried on in connec- 
tion with any of the objects for which the 
Company is established, or calculated, 
directly or indirectly, to enhance the 
value of, or render profitable, any of the 
Company’s rights, operations, or proper- 
ties: 

(i) The objects specified in any one of 
the preceding paragraphs of this clause 3 
shall be deemed separate, independent, 
and distinct from the objects specified in 
any other of said paragraphs, and shall 
in no wise be limited or restricted there- 
by, or by the name of the Company or 


otherwise. 
So Ww. TAYLOR: 
mh26—2267 Registrar of Companies. 
“COMPANIES ACT” 


No. 44115. 


NOTICE is hereby given that “ North- 
ern Plastics Ltd.” was incorporated under 
the “ Companies Act ” on the 11th day of 
March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
Room 1114 Vancouver Block, 736 Gran- 
ville Street, Vancouver, B.C. 

The object for which the Company is 
established is: To engage in the manu- 
facture, sale, and distribution of plastics 
and allied products. 

S. W. TAYLOR, 


mh26—2273 Registrar of Companies. 





“COMPANIES ACT” 
No. 44152. 


NOTICE is hereby given that “ Kaepa 
Wholesale Distributors Ltd.” was incor- 
porated under the “ Companies Act” on 
the 13th day of March, 1959. 

The authorized capital of the Company 
is four thousand dollars, divided into 
four hundred preference shares with a 
nominal or par value of ten dollars each. 

The Company is also authorized to 
issue six thousand common shares with- 
out nominal or par value. 

The address of its registered office is 
Room 203, 455 Granville Street, Van- 
couver, B.C. 


The objects for which the Company is 
established are:— 

(a) To carry on the business of im- 
porters and exporters of and dealers both 
wholesale and retail in merchandise of 
all kinds; to act as brokers or agents, 
warehousemen and common carriers, and 
to manufacture, process, and prepare for 


market all kinds of goods, wares, and 
merchandise and to deal generally in the 
same: 

(b) To maintain warehouses, docks, 
buildings, and other erections and con- 
structions for the storage and care gen- 
erally of the goods, wares, and merchan- 
dise of the Company: 

(c) To act as representatives and com- 
mission merchants and brokers and dis- 
tributers for Canadian and foreign com- 
mercial houses and manufacturers and 
for any other persons, firms, or corpora- 
tions. 


Ss. W. TAYLOR, 
mh26—2285 Registrar of Companies. 


“COMPANIES ACT” 
No. 44078. 


NOTICE is hereby given that “A. & J. 
Department Store Ltd.” was incorporated 
under the “Companies Act” on the Sth 
day of March, 1959. 


_ The authorized capital of the Company 
is ten thousand dollars, divided into one 
thousand A or common shares and nine 
thousand B or preference shares both 
aD a nominal or par value of one dollar 
each, 


The address of its registered office is 
Suite 411, 717 West Pender Street, Van- 
couver, B.C. 


The objects for which the Company is 
established are:— 


(a) To carry on the business of a 
wholesale, retail, and departmental store, 
and to carry on generally the business of 
a merchant; to carry on all or any of the 
businesses of dry-goods merchants, dry- 
goods manufacturers, furriers, clothiers, 
haberdashers, hosiery manufacturers, ex- 
porters and importers, wholesale and re- 
tail dealers of and in all kinds of fabrics, 
leathers, dresses, boot and shoe makers, 
manufacturers and importers and whole- 
sale and retail dealers of and in leather 
goods, household furniture, ironmongery, 
china and glassware, crockery and other 
household fittings and utensils, ornaments, 
bric-a-brac, stationery, notions, and fancy 
goods, dealers in meats and provisions, 
drugs, chemicals, and other articles and 
commodities of personal and household 
use and consumption, and generally of, 
and in all manufactured goods, materials, 
provisions, and produce and _ personal 
property; to carry on any of the busi- 
nesses of warehousemen, carriers, store- 
keepers, manufacturers of and dealers in 
hardware, jewellery, plated goods, per- 
fumery, soap, toilet articles of all kinds, 
and articles required for ornament, recre- 
ation, or amusement, dealers in precious 
stones, watchmakers, newspaper proprie- 
tors, booksellers, dealers in musical in- 
struments, bicycles, tricycles, and vehicles 
and sporting goods of all kinds, and also 
refreshment contractors, restaurant keep- 
ers, tobacconists, and dealers in mineral, 
aerated water, and other liquids; barbers 
and hairdressers, photographers and deal- 
ers in photographic supplies and optical 
goods; printers, lithographers, and en- 
gravers; to manufacture, buy, sell, and 
deal in bread, cakes, pies, biscuits, crack- 
ers, confectionery, and all other products, 
also baking powders and all substances 
and ingredients generally used in the mak- 
ing of baking powders, and also to carry 
on the wholesale and retail business of 
grocers, grain, and provision merchants in 
all its branches, and also the business of 
importing and exporting said products, 
also to purchase, import, export, prepare, 
manufacture, and sell groceries, food- 
stuffs, and other wares and merchandise 
connected with such business, also to act 
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as brokers, commercial and commission 
agents for the sale and purchase of such 
products: 

(b) To buy, sell, manufacture, repair, 
alter, and exchange, let or hire, import or 
export, and deal in all kinds of articles 
and things which may be required for the 
purpose of any of the said businesses or 
commonly supplied or dealt in by persons 
engaged in any businesses or commonly 
supplied or dealt in by persons engaged 
in any such business, or which may seem 
capable of being profitably dealt with in 
connection with any Of the said busi- 
nesses: 

(c) To provide and conduct refresh- 
ment rooms, newspaper rooms, reading 
and writing rooms, dressing rooms, tele- 
phones, and other conveniences for the 
use of customers and others: 

(d) To purchase, erect, construct, and 
operate mills, factories, buildings, ware- 
houses, machinery, and plants for the 
purpose of the said business, and to act 
as agent for manufacturers and dealers 
in any of the materials and goods herein 
mentioned, Or of a similar nature: 

(e) To receive from its customers or 
intended customers deposits of money to 
be applied to the account of such per- 
sons, in view of future purchasers and to 
pay interest on such deposits at the rate 
and on the conditions found advisable: 

(f) To°grant to other persons or cor- 
porations the right or privilege to carry 
on any kind of business on the premises 
of the Company on such terms as the 
Company shall deem expedient or proper. 


SS) W. TAYLOR, 
mh26—227 1 Registrar of Companies. 


“ COMPANIES ACT” 
No. 44117. 


NOTICE is hereby given that “Con- 
tinental Contractors Ltd.” was incorpo- 
rated under the ‘““ Companies Act” on the 
11th day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
506 Royal Trust Building, 626 West Pen- 
der Street, Vancouver, B.C. 


The objects for which the Company is 
established are:— 

(a) To carry on a general construction 
business in all classes of construction and 
the business of builders and general con- 
tractors in all branches: 

(b) Subject to the provisions of the 
“Engineering Profession Act, 1955,” to 
design, construct, contract for, sublet by 
contract, alter, furnish, fit, equip, main- 
tain, pull down, restore, and carry out, 
whether alone or jointly with any other 
companies or persons, works of all de- 
scriptions, including street paving, grad- 
ing, waterworks, sewers, roads, canals, 
aqueducts, viaducts, dams, fills, cuttings, 
tunnels, subways, bridges, and irrigation 
works, aerodromes, airports, air bases, 
seaplane bases, aeroplane landing-strips 
and grounds, hangars, houses, buildings, 
and erections of every description, fac- 
tories, warehouses, elevators, stores, 
shops, towers, pylons, piers, floats, docks, 
drydocks, aerial and other tramways, rail- 
ways, and all kinds of private, municipal, 
or public works or utilities: 

(c) Subject to the provisions of the 
“Engineering Profession Act, 1955,” to 
carry on the business of mechanical, civil, 
hydraulic, and electrical engineers, metal- 
workers, millwrights, machinists, smith, 
woodworkers, painters, and carriers: 
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(d) To engage in any branch of mining, 
smelting, milling, and refining of minerals: 

(ec) To furnish and provide deposits 
and funds required in relation to any ten- 
der or application for any contract, con- 
cession, decree, enactment, property, or 
privilege, or in relation to the carrying 
out of any contract, concession, decree, 
or enactment: 

(f) To guarantee and become surety for 
the performance of any contract, obliga- 
tion, or undertaking made or to be made 
by any person, firm, or corporation what- 
soever, and to secure the performance 
thereof by mortgage or charge on all or 
any of the property or assets of the Com- 
pany, including its unpaid or uncalled 
capital for the time being, or in any other 
manner whatsoever; provided that noth- 
ing herein contained shall confer on the 
Company the powers of any insurance 
company within the meaning of the “In- 
surance Act,” chapter 164 “Revised 
Statutes of British Columbia, 1948”: 

(g) To make loans to the Company’s 
shareholders or directors on such terms 
as to security and at such rate of interest 
as the directors of the Company may 
approve: 

(h) To allot and credit as fully paid or 
partly paid up shares or bonds, debentures 
and debenture stock of the Company as 
whole or part of the purchase price of or 
for any goodwill, rights, or property ac- 
quired or to be acquired by the Company, 
or for services rendered or to be rendered 
to the Company, or for any valuable con- 
sideration: 

(i) To exercise all other powers, rights, 
and privileges competent to a company 
incorporated under the “Companies Act” 
or any act in amendment thereto or sub- 
stitution therefor. 


mh26—2274 


* COMPANIES ACT * 
No. 43821. 


NOTICE is hereby given that “Tri-B. 
Holdings Ltd.” was incorporated under 
the “ Companies Act” on the Sth day of 
February, 1959. 

The authorized capital of the Company 
is seventy thousand dollars, divided into 
ten thousand common shares of a par 
value of one dollar each and six thousand 
preference shares of a par value of ten 
dollars each. 

The address of its registered office is 
1141 Vidal Street, White Rock, B.C. 


The objects for which the Company is 
established are:— 

(a) To purchase, lease, or otherwise 
acquire, to hold, develop, subdivide, im- 
prove, turn to account, enjoy, sell, lease, 
or otherwise dispose of any real or per- 
sonal property of any kinds, or rights 
pertaining to property: 

(b) To promote, organize, manage, or 
develop, or to assist with the promotion, 
organization, management, or develop- 
ment of any building-scheme subdivision: 

(c) To carry on the business of raising 
of fish for sport or resale, including the 
development of parcels of land for the 
raising of fish, the stocking of lakes and 
streams with fish, and generally to carry 
on the business of fish-farming: 


(d) To acquire and hold for the pur- 
pose of earning interest and dividends, 
but not to trade in the same as a business 
or plan for profit, shares, stocks, deben- 
tures, bonds, obligations, and securities 
of all kinds issued and guaranteed by any 
company, wheresoever constituted or car- 
rying on business, in debentures, bonds, 
obligations, and securities issued or guar- 


S; We LDAYEOR; 
Registrar of Companies. 
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anteed by any government or govern- 
mental authority, either in Canada or 
elsewhere: 

(e) To do all such things as may be 
incidental to or conducive to the attain- 
ment of the foregoing objects, and to 
carry on any other business which may 
seem to the Company capable of being 
beneficially carried on in connection with 
the foregoing objects or calculated direct- 
ly or indirectly to enhance the value of or 
render profitable any of the Company’s 
property or rights: 

(f) To raise money by loans, mort- 
gages, or other means and manner to 
obtain funds with which to carry out the 
objects of the Company. 


S. W. TAYLOR, 
mh26—2272 Registrar of Companies. 
“COMPANIES ACT ” 

No. 44116. 

NOTICE is hereby given that “ New- 
castle Holdings Ltd.” was incorporated 
under the “ Companies Act” on the 11th 
day of March, 1959. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
800 Hall Building, 789 West Pender 
Street, Vancouver, B.C. 

The object for which the Company is 
established is: To carry on the business 
of hotel, restaurant, café, tavern, licensed 
beer-house, refreshment-room and lodg- 
ing-house keepers, licensed victuallers, 
vendors of and dealers in aerated, min- 
eral, and artificial waters and other drinks, 
purveyors and caterers for public amuse- 
ments generally, automobile and carriage 
proprietors, garage keepers, dairymen, ice 
merchants, importers and brokers of food, 
of live and dead stock, perfumers, chem- 
ists, proprietors of baths, dressing-rooms, 
laundries, reading, writing, and newspaper 
rooms, libraries, grounds, and places of 
amusement and recreation and sport, en- 
tertainment, and instruction of all kinds, 
tobacco and cigar merchants, agents for 
railway and shipping companies, carriers, 
vendors, and dealers in books, papers, 
magazines, postcards, theatrical and opera 
box-office proprietors, entrepreneurs, and 
general agents, and any other business 
which can conveniently be carried on in 
connection therewith. 


S: We DAYEOR, 
Registrar of Companies. 
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“COMPANIES ACT” 
No. 44155. 

NOTICE is hereby given that “ Camp- 

bell River Sales Ltd.” was incorporated 
under the “ Companies Act ” on the 13th 
day of March, 1959. 
_ The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
Duncan Bay Road, R.R. 2, Campbell 
River: S.C: 

The objects for which the Company is 
established are:— 

(a) To buy, sell, manufacture, import, 
export, exchange, and generally deal in 
all kinds of automobile accessories and 
parts and all kinds of machinery, imple- 
ments, utensils, apparatus, and appli- 
ances, whether incidental to the construc- 
tion and use of motor-cars or otherwise: 

(b) To buy, sell, import, export, and 
trade and deal in motor-cars, motor- 
trucks, motor parts, aircraft, aircraft mo- 
tors, motor-boats, refrigerators, bicycles, 
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motor-cycles, and accessories, including 
any and all component parts and to make 
repairs to and to condition and (or) re- 
condition the same: 

(c) To keep, maintain, operate, and 
manage garages, storehouses, storerooms, 
warehouses, and other like places for the 
safekeeping, cleaning, repairing, and care 
generally of automobiles and motor-cars 
of any and every kind, description, and 
class, and of all the accessories thereof of 
any and every kind and description, and 
to rent, lease, and hire motor-cars, trucks, 
and automobiles of all kinds and to carry 
and transport passengers and freight in 
the same upon such terms and conditions 
as the Company may consider advisable, 
including marine transport: 

(d) To operate water taxis and deal in 
all marine transport. 


S. W. TAYLOR, 
mh26—2286 Registrar of Companies. 


“COMPANIES ACT” 
No. 44154. 


NOTICE is hereby given that “ Sep- 
panen Construction Ltd.” was incorpo- 
rated under the “Companies Act” on 
the 13th day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares of a nominal or par 
value of one dollar each. 

The address of its registered office is 
2163 West 4th Avenue, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To purchase land and any estate 
or interest therein for the purpose of 
erecting buildings thereon and the sub- 
sequent selling of same: 

(b) To construct, re-construct, alter, 
improve, decorate, furnish, and maintain 
offices, apartments, houses, factories, 
warehouses, shops, wharves, buildings, 
works, and conveniences of all kinds. 


S$. W. TAYLOR, 


mh26—2285 Registrar of Companies. 


CERTIFICATE OF INCORPORATION 





“Societies Act” 
Canada: 
Province of British Columbia. 
No. 5622. 

I HEREBY CERTIFY that “Mid-West 
Property Owners Association of West 
Vancouver ” has this day been incorpo- 
rated as a Society under the “ Societies 
ACh. 

The locality in which the operations 
of the Society will be chiefly carried on 
is the locality of West Vancouver, Proy- 
ince of British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this eleventh day of March, one thousand 
nine hundred and fifty-nine. 


S. W. TAYLOR, 
Registrar of Companies. 


The objects of the Society are:— 

(a) To protect the rights of its mem- 
bers in their community and the value of 
their property and its surrounding area 
in the best interests of the community as 
a whole: 

(b) To promote, advance, and im- 
prove the understanding of municipal and 
community affairs on a non-partisan basis 
without political affiliations: 

(c) To promote, encourage, and assist 
in the advancement, improvement, and 
beautification of the locality: 


[L.s.] 


(d) To acquire absolutely or con- 
ditionally or in trust, property, real or 
personal, immovable and movable, by 
gift, devise, bequest, purchase, exchange, 
or otherwise, and to perform or fulfill or 
cause to be performed or fulfilled all ob- 
ligations pertaining to and all conditions 
of any such gift, devise, bequest, pur- 
chase, exchange, or other acquisitions: 

(e) Generally to do all such other 
things as may be incidental or conducive 
to the attainment of the above objects, 
or any of them. ap 16—2271 


“COMPANIES ACT” 
No. 44119. 


NOTICE is hereby given that “Na- 
tional Transport Ltd.” was incorporated 
under the “ Companies Act” on the 12th 
day of March, 1959. 

The Company is authorized to issue 
fifteen thousand shares without nominal 
or par value. 

The address of its registered office is 
301 Times Building, 630 Fort Street, Vic- 
toria, B.C. 

The objects for which the Company is 
established are: — 

(a) To carry on generally the business 
of trucking and transporting goods, wares, 
and merchandise; to act as forwarders, 
customs-house brokers, warehousemen, 
and storage and express agents, and to 
carry on any business similar to the fore- 
going or which may be carried on ad- 
vantageously therewith: 

(b) To contract with persons, firms, or 
corporations for the carriage and trans- 
portation of any goods, chattels, or mer- 
chandise, money, packages, or parcels 
which may be entrusted to it for convey- 
ance from place to place. 


Ss. W. TAYLOR, 





mh26—2274 Registrar of Companies. 
* COMPANIES ACT ” 
No. 44157. 


NOTICE is hereby given that “ Kelly 
Car Co. Ltd.” was incorporated under th> 
“Companies Act” on the 16th day cf 
March, 1959. 

The authorized capital of the Company 
is forty thousand dollars, divided into 
forty thousand preference shares with a 
nominal or par value of one dollar each. 

The Company is also authorized to 
issue ten thousand common shares with- 
out nominal or par value. 

The address of its registered office is 
914 Birks Building, 718 Granville Street, 
Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To manufacture, buy, sell, and 
deal in automobiles, trucks, tractors, farm 
machinery, and implements, cars, boats, 
flying machines, and other vehicles, their 
parts and accessories and kindred articles: 

(b) To construct, improve, maintain, 
work, manage, and control any track or 
surface adapted for the use of automo- 
biles, motors, engines, and machines, and 
to contribute to or otherwise assist in the 
construction, improvement, maintenance, 
working, management, carrying-out, or 
control of any such track or surface: 

(c) To establish depots and agencies 
and to promote trial tests for motors and 
appliances in connection therewith, in- 
cluding carburetors and fuel-saving de- 
vices, and to offer for competition and 
distribution, prices in connection there- 
with: 

(d) To lend money to the shareholders 
on such security as the Company shall 
deem necessary: 


(e) To act as carriers, truckmen, cart- 
age agents, and forwarders by land and 
water, agents, commission agents, insur- 
ance agents, merchants, warehousemen, 
and to warehouse and store products, 
materials, goods, wares, and merchandise 
for other persons, firms, companies, and 
corporations: 

(f) To carry on the business of a de- 
partment store or any part thereof: 

(g) To grant to other persons or cor- 
porations the right or privileges to carry 
on any kind of business on the premises 
of the Company on such terms as the 
Company shall deem expedient or proper: 

(h) To carry on any other business 
which may seem to the Company capable 
of being conveniently carried on in con- 
nection with the above or calculated, 
directly or indirectly, to render profitable 
or enhance the value of the Company’s 
rights of property for the time being: 

(i) It is hereby declared that the inten- 
tion is that the objects specified in each 
of the paragraphs of this clause may be 
used as individual objects and shall in 
nowise be restricted to or subject to any 
interference from any other paragraphs. 


S. W. TAYLOR, 
Registrar of Companies. 


“COMPANIES ACT” 
No. 44113. 


NOTICE is hereby given that “Andy 
Dairon Plastering Ltd.” was incorporated 
under the “ Companies Act” on the 11th 
day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand preference shares with a nom- 
inal or par value of one dollar each. 

The Company is also authorized to issue 
one thousand common shares without 
nominal or par value. 

The address of its registered office is 
Suite 16, 1490 West Broadway, Vancou- 
Verbs. 

The objects for which the Company is 
established are:— 

(a) To purchase from Andrew Edward 
Dairon the business heretofore carried on 
by him under the firm name and style of 
Andrew E. Dairon Plastering Contractor: 

(b) To carry on the respective busi- 
nesses of plasterers, contractors for plas- 
tering, lathing, stuccoing, and _ stucco 
spraying, and to carry on any other busi- 
ness which may seem to the Company 
capable of being conveniently carried on 
in connection with the above. 


S. W. TAYLOR, 
Registrar of Companies. 


mh26—2286 
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“COMPANIES ACT” 


No. 43986. 

NOTICE is hereby given that “Skyline 
Steel Erectors Ltd.” was incorporated un- 
der the “Companies Act” on the 25th 
day of February, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
807-808 Rogers Building, 470 Granville 
Street, Vancouver, B.C. 

The objects for which the Company is 
established are: — 

(a) To carry on the business of general 
steel erectors, and to enter into contracts 
for, construct, execute, own, and carry 
on all descriptions of works, both public 
and private, and, in particular, but with- 
out limitation to the foregoing, for the 
erection of steel buildings, structural steel 
framework, towers, conveyor systems, 


March 26th, 1959] 


and generally all types of works pertain- 
ing to the use of structural steel; the 
construction and erecting of all types of 
rigging, and the demolition of buildings: 

(b) To act as carriers, truckmen, cart- 
age agents, and forwarders by land and 
water, agents, commission agents, insur- 
ance agents, merchants, warehousemen, 
and to warehouse and store products, ma- 
terials, goods, wares, and merchandise for 
other persons, firms, companies, and cor- 
porations: 

(c) Generally to carry on the business 
of builders and to buy, sell, and deal in 
goods, wares, and merchandise as princi- 
pals and agents. 

S. W. TAYLOR, 
mh26—2272 Registrar of Companies. 


“COMPANIES ACT” 
No. 44156. 

NOTICE is hereby given that “ Kal- 
wari Arabian Farms Ltd.” was incorpo- 
rated under the “Companies Act” on 
the 13th day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares of the nominal or par 
value of one dollar each. 


The address of its registered office is 
Fifteenth Floor, The Burrard Building, 
ve West Georgia Street, Vancouver, 

The object for which the Company is 
established is: To carry on the business 
of ranching in all its branches. 


So WwW. LAYLOR:. 
mh26—2286 Registrar of Companies. 


* COMPANIES ACE” 
No. 44136. 


NOTICE is hereby given that “ Bay- 
view Investments Ltd.” was incorporated 
under the “Companies Act” on the 12th 
day of March, 1959. 


The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 


The address of its registered office is 
Suite No. 4, Miller Block, 688 No. 3 
Road, Richmond, B.C. 


The objects for which the Company is 
established are:— 


(a) To negotiate loans of every descrip- 
tion: 

(b) To buy, make advances on, or sell 
all descriptions of freehold, leasehold, or 
other properties, and all descriptions of 
produce or merchandise, and _ stocks, 
shares, bonds, mortgages, debentures, 
agreements for sale, or obligations of 
every kind and description: 


(c) To transact business as financial 
and monetary agents: 


(d) To acquire by purchase, lease, or 
otherwise, and to own, use, hold, improve, 
manage, lease, sell, dispose of, and deal 
in lands, tenements, hereditaments, and 
immovables, and interests therein, and 
mortgages and other securities thereon, 
and to erect, alter, repair, and maintain 
buildings upon any lands acquired by the 
Company in the course of the business 
which the Company is authorized to carry 
on: 


(e) To carry on any other business, 
whether financial or otherwise, which may 
seern to the Company capable of being 
conveniently carried on in connection 
with the above, or calculated directly or 
indirectly to enhance the value of or to 
render profitable any of the Company’s 
property or rights: 
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(f) To acquire and hold shares, stocks, 
debentures, debenture stocks, bonds, obli- 
gations, and securities issued or guaran- 
teed by any Company wheresoever situ- 
ated or carrying on business: 

(g) To take part in the management, 
supervision, or control of the business or 
operations of any company or undertak- 
ing, and for the purpose to appoint and 
remunerate any directors, accountants, or 
other experts or agents: 

(h) To acquire and carry on all or any 
part of a business or property, and to 
undertake any liabilities of any person, 
firm, association or company possessed 
of property suitable for the purposes of 
this Company, and as consideration for 
the same to pay cash or give shares, or 
to enter into any obligations or agree- 
ments for deferred payments as the Com- 
pany may think fit: 

(i) To sell or dispose of any undertak- 
ing of the Company, or any part thereof, 
for such consideration as the Company 
may think fit, and in particular for shares, 
debentures, or securities of any other 
company, wheresoever incorporated, hav- 
ing objects altogether or in part similar to 
those of the Company: 

(j) To make gifts and donations to any 
person, firm, or corporation for any pur- 
pose whatsoever, whether such person, 
firm, or corporation be a member of this 


Company or not. 

Sh WWE TPANALOIR. 
mh26—2267 Registrar of Companies. 
“COMPANIES ACT ” 

No. 44134. 


NOTICE is hereby given that “Crit 
Holdings Ltd.” was incorporated under 
the “ Companies Act” on the 12th day of 
March, 1959. 

The Company is authorized to issue 
ten thousand shares without nominal or 
par value. 

The address of its registered office is 
care of Gould, Thorpe & Easton, bar- 
risters and solicitors, 204, 525 Seymour 
Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of an 
investment Company: 

(b) To procure capital, credit, or other 
assistance for establishing, extending, or 
reorganizing any enterprise or any indus- 
try carried on or intended to be carried 
on by any person, firm, corporation, or 


Company. 
SHV amleAnvals@)Re 
Registrar of Companies. 


“COMPANIES ACT ” 
No. 44135. 

NOTICE is hereby given that “Hilltop 
Land Development Ltd.” was incorpo- 
rated under the “ Companies Act ” on the 
12th day of March, 1959. 

The authorized capital of the Company 
is nine thousand dollars, divided into nine 
thousand preference shares of the par 
value of one dollar each. 


The Company is also authorized to issue 
one thousand ordinary shares without 
nominal or par value. 


The address of its registered office is 
care of Arnold R. Booth, barrister and 
solicitor, Suite 325, 718 Granville Street, 
Vancouver 2, B.C. 

The object for which the Company is 
established is: To conduct and carry on 
the business of builders and contractors 
for the purpose of building, erecting, al- 
tering, repairing, or doing any other work 
in connection with any and all classes of 
building, and improvements of any kind 
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and nature whatsoever, including the 
building, rebuilding, alteration, repairing, 
or improvement of houses, factories, 
buildings, works, or erections of every 
kind and description whatsoever, and the 
locating, laying out, and construction of 
roads, avenues, docks, slips, sewers, 
bridges, wells, walls, canals, and power 
plants, and generally all classes of build- 
ings, erections, and works, both public 
and private, or integral parts thereof, and 
generally to do and perform any and all 
work as builders and contractors, and 
with that end in view to solicit, obtain, 
make, perform, and carry out contracts 
covering the building and contracting 
business and the work connected there- 
with. 
S. W. TAYLOR, 

mh26—2267 Registrar of Companies. 


“COMPANIES ACT” 
No. 44114. 


NOTICE is hereby given that “Alex- 
ander-Gane Stores Ltd.” was incorporated 
under the “Companies Act” on the 11th 
day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
thousand shares having a nominal or par 
value of ten dollars each. 

The address of its registered office is 
Beacon Avenue, Sidney, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on business as men’s fur- 
nishers and clothiers, and retailers, whole- 
salers, tailors, dealers, jobbers, or manu- 
facturers of all lines of men’s and wo- 
men’s clothing and wearing apparel and 
accessories, whether as principals or as 
agents: 

(b) To carry on a general business as 
merchants, both wholesale and retail, and 
to deal in commodities of all types and 
class, both wholesale and retail: 

(c) To establish branches or agencies 
for the purpose of the Company: 

(d) To carry on business as importers 
and exporters, manufacturers, agents, 
brokers, jobbers, and distributers in all 
lines of goods and merchandise. 


S: W. TAYLOR: 
mh26—2273 Registrar of Companies. 


“COMPANIES ACT” 
No. 44142. 

NOTICE is hereby given that “ Hill- 
crest Services Ltd.” was incorporated 
under the “ Companies Act” on the 12th 
day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
911 Dogwood, Campbell River, B.C. 

The objects for which the Company is 
established are:— 

(a) To buy, sell, lease, use, operate, 
maintain, let for hire, trade, and deal in 
and with, dispose of, manufacture, repair, 
and service conveyances and vehicles and 
the accessories and parts thereof of every 
kind and description capable of being 
moved by any form of power for the 
transportation of animate or inanimate 
objects by land, water, or air, including, 
but without limiting the generality of the 
foregoing, automobiles, trucks, taxicabs, 
motor-cycles, boats, aeroplanes, and aero- 
stats: 

(b) To import, export, buy, sell, and 
deal in goods, wares, and merchandise of 
all kinds or descriptions, and to carry on 
any or all lines of business as manufac- 
turers, producers, processors, merchants, 
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distributors, commission agents, and 
wholesale and retail importers and ex- 
porters, and, without in anywise limiting 
the generality of the foregoing, to acquire, 
construct, and operate warehouses, stores, 
and shops, and to acquire, own, and carry 
on the business of wholesale and retail 
dealers in and purchasers and manufac- 
turers of groceries and all kinds and 
classes of goods, wares, and merchandise 
connected therewith, and to act as agents 
and to carry on all and any business, 
both wholesale and retail, as shopkeepers, 
general merchants, manufacturers, ship- 
pers, general agents, exporters, importers, 
brokers, and public warehousemen, and 
to buy, sell, make, manufacture, import 
and export, warehouse, store, and deal in 


products of every description, goods, 
wares, merchandise, or manufactured 
articles: 


(c) To carry on the business of hotel 
and motel operators: 
(d) To operate roller rinks. 


S. W. TAYLOR, 
mh26—2282 Registrar of Companies. 


“COMPANIES ACT” 
No. 44143. 


NOTICE is hereby given that “ Seed 
and Van Oene Construction Company 
Ltd.” was incorporated under the “ Com- 
panies Act” on the 12th day of March, 
1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
nae 355 Burrard Street, Vancouver, 
B.C, 

The objects for which the Company is 
established are:— 

(a) To carry on the business of gen- 
eral contractors and to enter into con- 
tracts for, construct, execute, own, and 
carry on all description of works, and to 
carry on for the purposes aforesaid the 
businesses of a general construction com- 
pany and contractors for the construction 
of works, public and private: 

(b) To design, lay out, construct, erect, 
equip, improve, make, repair, raise, and 
(or) develop public or private works and 
conveniences of all kinds: 

(c) To purchase, take on lease or in 
exchange, or otherwise acquire any lands 
or buildings and any estate or interest in 
any rights connected with any such lands 
and buildings: 

(d) To purchase, sell, lease, sublet, or 
otherwise deal in and with real estate in 
the Province of British Columbia. 


5. W. TAYLOR, 


mh26—2282 Registrar of Companies. 


“ COMPANIES ACT” 
No. 44129. 

NOTICE is hereby given that “ West- 
ward Power Engineering Ltd.” was incor- 
porated under the “Companies Act” on 
the 12th day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
thousand shares of the nominal or par 
value of ten dollars each. 

The address of its registered office is 
Suite 11, 246 East Broadway, Vancouver, 
BG: 

The objects for which the Company is 
established are:— 

(a) The design, manufacture, and in- 
stallation of engines in vehicles of other 
proprietory or the Company’s own design: 

(b) The maintenance of such engines: 


(c) The manufacture and (or) sale of 
automobile accessories and parts: 

(d) To act as agents for the sale and 
distribution of parts and accessories: 

(e) To act as importers of foreign auto- 
mobiles, parts, and accessories: 

(f) To appoint agents to sell and (or) 
service automobiles, automobile parts, 
and automobile accessories: 

(g) To adjust and (or) repair automo- 
biles and (or) automobile engines: 

(h) To do any other acts which, with 
the discretion of the directors of the Com- 
pany, will further the business of the 


Company. 
S. W. TAYLOR, 
mh26—2270 Registrar of Companies. 


“COMPANIES ACT” 
No. 44139, 


NOTICE is hereby given that “ Rox- 
anne’s Beauty Salon Ltd.” was incorpo- 
rated under the ““ Companies Act” on the 
12th day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
530 Rogers Building, 470 Granville 
Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of beauty- 
parlour operators: 

(b) To provide facilities and services 
for beauty treatment, including hair treat- 
ment: 

(c) To provide all services ordinarily 
incidental to a beauty salon: 

(d) To buy, sell, and deal in goods, 
wares, and merchandise: 

(e) To provide facilities and services 
for body treatment and body weight ad- 


justment. 
S. W. TAYLOR, 
mh26—2270 Registrar of Companies. 


“COMPANIES ACT ” 
No. 44169. 


NOTICE is hereby given that ‘“‘ Peace 
Portal Properties Limited” was incorpo- 
rated under the “Companies Act” on 
the 16th day of March, 1959. 

The authorized capital of the Company 
is two hundred and fifty thousand dollars, 
divided into two hundred and fifty thou- 
sand preference shares with a nominal or 
par value of one dollar each. 

The Company is also authorized to 
issue one hundred Class A common and 
ten thousand Class B common shares 
without nominal or par value. 

The address of its registered office is 
Tenth Floor, Credit Foncier Building, 
ae West Hastings Street, Vancouver, 
BC. 


The objects for which the Company is 
established are: — 

(a) To organize, manage, or develop, 
or to assist in the organization, manage- 
ment or development of any corporation, 
company, syndicate, firm, partnership, en- 
terprise, or undertaking, and to take over, 
manage, or dispose of in any manner 
whatsoever, any business or undertaking 
in which the Company may be so inter- 
ested: 

(b) To purchase or otherwise acquire 
and hold real property or any interest 
therein for the purpose of earning rents 
or occupying the premises: 

(c) To acquire and hold for the pur- 
pose of earning interest and dividends, 
but not trade in the same as a business 
or plan for profit, shares, stocks, deben- 
tures, bonds, obligations, and securities 


of all kinds issued or guaranteed by any 
company, wheresoever situate or carrying 
on business, and debentures, bonds, obli- 
gations, and securities issued or guaran- 
teed by any government, commissioners, 
public body or authority, supreme, mu- 
nicipal, local, or otherwise, whether in 
Canada or elsewhere, or any right, title, 
or interest therein: 

(d) To guarantee to any bank, person, 
firm, or corporation, the due payment of 
any moneys by any other person, firm, or 
corporation, and the due fulfilment, per- 
formance, and carrying-out by any per- 
son, firm, or corporation, of the cove- 
nants, agreements, provisions, stipula- 
tions, and conditions of any contract or 
obligation; this power shall be exercised 
by the Company subject to the provisions 
of the “Insurance Act ”: 

(e) To operate a golf course and golf 


club. 

S. W. TAYLOR, 
mh26—2296 Registrar of Companies. 
“COMPANIES ACT” 

No. 44130. 


NOTICE is hereby given that “Con- 
Vent Holdings Ltd.” was incorporated 
under the “ Companies Act” on the 12th 
day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
104, 569 Howe Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(i) To carry on the business of the 
management of mining, oil, and indus- 
trial properties: 

(ii) To borrow or raise or secure pay- 
ment or repayment of money on the se- 
curity of real or personal property and 
to mortgage and charge the same. 


S) We LAWLOR: 
mh26—2270 Registrar of Companies. 


“COMPANIES ACT ” 
No. 44168. 


NOTICE is hereby given that “ Lough- 
eed Lanes Ltd.” was incorporated under 
the “Companies Act” on the 16th day of 
March, 1959. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
800 Hall Building, 789 West Pender 
Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on generally the business 
of furnishing amusements and recreations 
to the public; to carry on the business of 
bowling alleys, billiard and pool parlours, 
circus, amusement park, theatre, exhibi- 
tions, and performances of all kinds, and, 
in particular, to lay out and prepare any 
lands or premises for any kind of athletic 
sports and games or any other kind of 
amusement, recreation, sport, and enter- 
tainment; to construct premises, booths, 
alleys, and other erections and buildings 
and conveniences directly or indirectly 
conducive to the Company’s objects: 

(b) To conduct, hold, and promote 
athletic meets of all kinds, including bowl- 
ing tournaments, exhibitions, expositions, 
and otherwise to use the Company’s prop- 
erty rights and assets and to contribute 
toward prizes, stakes, and other rewards: 

(c) To provide and engage and em- 
ploy entertainers and to charge entrance 
and other fees to the public for any enter- 
tainments or activities: 
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(d) To engage in and carry on any of 
the business of restaurateurs, confection- 
ers, café proprietors, news vendors, and 
tobacconists: 

(e) To buy and sell merchandise, 
foods, and food products, whether liquid 
or solid, of and incidental to the Com- 
pany’s business and including, without in 
any way limiting the generality of the 
foregoing, newspapers, magazines, to- 
bacco, smoking accessories, candy, fruit, 
ice-cream, and beverages. 


S. W. TAYLOR, 
Registrar of Companies. 


“COMPANIES ACT” 
No. 44138. 


NOTICE is hereby given that “Special- 
ty Foods (1959) Ltd.” was incorporated 
under the “ Companies Act” on the 12th 
day of March, 1959. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
306, 1111 West Georgia Street, Vancou- 
ver, B.C. 

The object for which the Company is 
established is: To buy, sell, manufacture, 
and deal with goods, wares, and merchan- 
dise of every kind and description, both 
wholesale and’ retail, and to carry on a 
general trading and commercial business. 


S. W. TAYLOR, 
Registrar of Companies. 


mh26—2296 


mh26—2268 


“COMPANIES ACT” 
No. 44123. 


NOTICE is hereby given that “ Trans- 
Provincial Equipment Ltd.” was incorpo- 
rated under the “Companies Act ” on the 
12th day of March, 1959. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
Fifteenth Floor, The Burrard Building, 
1030 West Georgia Street, Vancouver, 
Re 


The object for which the Company is 
established is: To engage in and carry on 
in all its branches the business of manu- 
facturing, buying, selling, reconditioning, 
and rebuilding equipment and machinery 


of every kind. 
S. W. TAYLOR, 
mh26—2268 Registrar of Companies. 


“COMPANIES ACT” 
No. 44125. 


NOTICE is hereby given that ‘“ Pem- 
berton Realty Corporation (1959) Ltd.” 
was incorporated under the “ Companies 
Act ” on the 12th day of March, 1959. 

The authorized capital of the Company 
is two hundred thousand dollars, divided 
into one hundred and fifty thousand re- 
deemable preference shares and fifty thou- 
sand common shares, both of a par value 
of one dollar each. 

The address of its registered office is 
418 Howe Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 


(a) To acquire and take over the busi- 
ness now carried on in the Province of 
British Columbia by Pemberton Realty 
Corporation Limited and to carry on the 
business of a realtor: 

(b) To manage, act as fiscal or financial 
agent, or otherwise as agent for or on 
behalf of any company or person: 

(c) To act as agents for insurance com- 
panies of all and every kind, insuring any 
kind of property against loss by fire, acci- 


dent, burglary, or any other thing what- 
soever, and without limiting the generality 
of the foregoing to act as agents for any 
life insurance company or companies; 
provided always that the company or 
companies for which this Company acts 
as agents must be lawfully entitled to 
carry on business in the Province of 
British Columbia: 

(d) To acquire real and personal prop- 
erty and to hold the property so acquired 
for investment only and not for specula- 
tion or trading, and to utilize the funds 
of the Company to acquire such real and 
personal property: 

(e) To loan or advance any of the 
funds of the Company to any shareholder 
of the Company or to any other person, 
firm, or corporation. 


S. W. TAYLOR, 
mh26—2269 Registrar of Companies. 


CERTIFICATE OF INCORPORATION 


“Societies Act” 
Canada: 
Province of British Columbia. 
No. 5623. 


I HEREBY CERTIFY that “ Tatla 
Lake Recreation Society” has this day 
been incorporated as a Society under the 
“ Societies Act.” 

The locality in which operations of the 
Society will be chiefly carried on is the 
vicinity of Tatla Lake and adjacent areas, 
Province of British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this twelfth day of March, one thousand 
nine hundred and fifty-nine. 


S. W. TAYLOR, 
Registrar of Companies. 


The objects of the Society are:— 

(a) To promote and encourage all ac- 
tivities of a public nature in the social, 
literary, and athletic fields: 

(b) To raise funds to build a com- 
munity hall, and other facilities, and to 
maintain them for such activities. 

ap16—2268 


“COMPANIES ACT” 
No. 44127. 


NOTICE is hereby given that “B. & G. 
Investments Ltd.” was incorporated under 
the “Companies Act” on the 12th day 
of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
3219 Oak Street, Vancouver, B.C. 


The objects for which the Company is 
established are:— 


(a) To build, acquire by purchase, con- 
cession, lease, or otherwise, and to own, 
maintain, operate, manage, and conduct 
refreshment-rooms, lunch-rooms, dairy- 
lunch rooms, restaurants, tea-rooms, cof- 
fee-rooms, cafeterias, and sandwich-bars: 


(b) To engage in and carry on all or 
any of the businesses, both wholesale and 
retail, of restaurateurs, bottlers, bakers, 
confectioners, butchers, milk sellers, dairy- 
men, grocers, poulterers, greengrocers, 
farmers, ice-merchants, news vendors, and 
tobacconists: 


(c) To manufacture, buy, sell, import, 
export, distribute, refine, prepare, grow, 
and otherwise deal in and with any and 
all kinds of goods, wares, merchandise, 
articles, effects, foods, food products, and 
provisions, whether liquid or solid, direct- 


[L.s.] 


ly or indirectly relating to any of the 
foregoing businesses, including, without 
in any way limiting the generality of the 
foregoing, newspapers, magazines, tobac- 
co, smoking accessories, candy, nuts, fruit, 
ice-cream, beverages, soft drinks, sand- 
wiches, cakes, pastry, and biscuits. 


S. W. TAYLOR, 
mh26—2269 Registrar of Companies. 


“COMPANIES ACT” 
No. 44124. 


NOTICE is hereby given that “B. & E. 
Lumber Co, Ltd.” was incorporated under 
the “Companies Act” on the 12th day 
of March, 1959. 

The authorized capital of the Company 
is six thousand dollars, divided into six 
hundred preference shares with a nominal 
or par value of ten dollars each. 

The Company is also authorized to issue 
four thousand common shares without 
nominal or par value. 

The address of its registered office is 
Room 203, 455 Granville Street, Vancou- 
ver, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on in any and all their 
branches the businesses of loggers, Jum- 
bermen, lumber merchants, and sawmill, 
planing-mill, and pulp-mill owners: 

(b) To buy, sell, prepare for market, 
manufacture, import, export, and deal in 
sawlogs, timber, piles and poles, lumber 
and wood of all kinds: 

(c) To manufacture and deal in lum- 
ber, timber, and all articles and materials 
in the manufacture whereof wood is used. 


S. W. TAYLOR, 
mh26—2269 Registrar of Companies. 


“COMPANIES ACT” 
No. 44111. 

NOTICE is hereby given that “ Indus- 
trial Minerals Ltd. (Non-Personal Lia- 
bility)” was incorporated under the 
“ Companies Act” as a Specially Limited 
ee on the 11th day of March, 
_ The authorized capital of the Company 
1s ten thousand dollars, divided into ten 
thousand shares of a nominal or par value 
of one dollar each. 

The address of its registered office is 
Suite 330, 175 East Broadway, Vancou- 
ver, B.C. 


The objects of the Company are re- 
stricted to the following, namely: — 


_(a) To acquire by purchase, lease, hire, 
discovery, location, or otherwise, and hold, 
mines, mineral claims, mineral leases, 
mining lands, prospects, licences, and 
mining rights of every description, and to 
work, develop, operate, turn to account, 
sell, or otherwise dispose thereof: 


(b) To dig, drill, or bore for, raise, 
crush, wash, smelt, reduce, refine, amal- 
gamate, assay, analyse, and otherwise 
treat gold, silver, copper, lead, iron, coal, 
petroleum, natural gas, and any other ore, 
deposit, metal, or mineral whatsoever, 
whether belonging to the Company or 
not, and to render the same merchant- 
able, and to buy, sell, and deal in the 
same or any product thereof: 


(c) To engage in any branch of mining, 
smelting, milling, and refining minerals: 


(d) To acquire by purchase, lease, hire, 
exchange, or otherwise, timber lands 
leases, or claims, rights to cut timber. 
surface rights and rights-of-way, water 
rights and privileges, patents, patent rights 
and concessions, and other real or per- 
sonal property: 
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(e) To acquire by purchase, lease, hire, 
exchange, or otherwise, and to construct, 
operate, maintain, or alter, trails, roads, 
ways, tramways, reservoirs, dams, flumes, 
race and other ways, watercourses, canals, 
aqueducts, pipe-lines, wells, tanks, bridges, 
wharves, piers, mills, pumping plants, fac- 
tories, foundries, furnaces, coke-ovens, 
crushing-works, smelting-works, concen- 
trating-works, refining- works, hydraulic, 
electrical, and other works and appliances, 
power devices and plants of every kind, 
laboratories, warehouses, boarding-houses, 
dwellings, buildings, machinery, plant, 
and other works and conveniences, and 
to buy, sell, manufacture, and deal in all 
kinds of goods, stores, provisions, imple- 
ments, chattels, and effects: 

(f) To build, purchase, lease, hire, 
charter, navigate, use, and operate cars, 
wagons, and other vehicles, boats, ships, 
and other vessels: 

(g) To sell or otherwise dispose of ore, 
metal, oil, gas, or mineral product, and 
to take contracts for mining-work of all 
kinds, and to accept as the consideration 
shares, stock, debentures, or other securi- 
ties of any limited company, wheresoever 
incorporated and carrying on any busi- 
ness, directly or indirectly, conducive to 
the objects of a specially limited com- 
pany, if such shares (except the shares of 
a company having non-personal liability), 
stock, debentures, or other securities are 
fully paid up, and to sell or otherwise dis- 


pose thereof. 
S. W. TAYLOR, 
mh26—2265 Registrar of Companies. 


“COMPANIES ACT” 
No. 44121 


NOTICE is hereby given that “Dow- 
ling & Harris Agencies Ltd.” was incor- 
porated under the “ Companies Act” on 
the 12th day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand ordinary shares of the nominal 
or par value of one dollar each. 

The address of its registered office is 
309-311 Scollard Building, 1207 Douglas 
Street, Victoria, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of agents 
for the placing of fire, accident, automo- 
bile, plate glass, marine, fidelity, and all 
other kinds of insurance, including life 
insurance, and to act as agents for any 
other branch of the insurance business 
whatsoever, and to accept or pay any 
commissions or other remuneration for 
services rendered: 

(b) To carry on the business of finan- 
cial brokers, commission agents, and real- 
estate and personal-estate agents, and all 
branches of the said business whatsoever: 

(c) To act as agents and brokers for 
any and all persons, firms, corporations, 
and estates engaged in any branch of in- 
dustry or commercial business: 

(d) To negotiate loans and to act as 
agents for the loan, payment, investment, 
and collection of money, and for the man- 
agement and realization of property, and 
generally to transact all kinds of invest- 
ment business: ; 

(e) To undertake and carry on the busi- 
ness of insurance surveyors and adjusters, 
agents for guarantee, indemnity, and 
other bonds, loan and financial agents: 

(f) To act as agents or attorneys for 
the management of estates, sale of prop- 
erty, the investment, handling, loan, pay- 

ment, transmission, and collection of 
moneys, rents, interests, dividends, mort- 
gages, bonds, debentures, and other se- 
curities, and the undertaking of invest- 


ments, valuations, sales, exchanges, leases, 
subdivisions, and the like, and to carry on 
the business of general brokers and 
agents: 

(g) To do all or any of the above 
things as principals, agents, contractors, 
or otherwise, and by or through trustees, 
agents, or otherwise, and either alone or 
in conjunction with others: 

(h) To carry on business as a general 
financial agent, broker, stock broker, and 
promoter, and generally to carry on in 
all its branches an agency, promotion, 
and brokerage business: 

(i) To subscribe for, underwrite, pur- 
chase, invest in, or otherwise acquire, 
offer for public subscription, sell, assign, 
or otherwise deal in stocks, bonds, deben- 
tures, shares, and other securities of any 
government or municipal or school cor- 
poration, or of any chartered bank, or of 
any industrial, commercial, or mining 
corporation, or of any other duly incor- 
porated company. 

S. W. TAYLOR, 
mh26—2275 Registrar of Companies. 


“COMPANIES ACT” 
No. 44122. 

NOTICE is hereby given that “Long 
Beach Shell-Fish Co. Ltd.” was incorpo- 
rated under the “Companies Act” on the 
12th day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares of a nominal or par value 
of one dollar each. 

The address of its registered office is 
1070 Robson Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of pro- 
curing sea food products by the various 
methods of fishing and gathering all types 
of fish and sea foods: 

(b) To carry on the business of buying 
and selling sea food products, both whole- 
sale and retail: 

(c) To do all such other acts as are 
incidental or conducive to the attainment 
of the above objects, or any of them. 


S. W. TAYLOR, 
mh26—2275 Registrar of Companies. 


“COMPANIES ACT ” 
No. 44068. 


NOTICE is hereby given that “ South- 
West Construction Company Limited ” 
was incorporated under the “ Companies 
Act” on the Sth day of March, 1959. 


The authorized capital of the Company 
is twenty-five thousand dollars, divided 
into fifteen thousand ordinary shares and 
ten thousand preference shares, all of the 
par value of one dollar each. 

The address of its registered office is 
Suite 2, Hazlewood Block, 929 Spokane 
Street, Trail, B.C, 

The objects for which the Company is 
established are: — 

(a) To carry on the business of general 
contractors and to enter into contracts for, 
construct, execute, own, and carry on all 
description of works, and to carry on for 
the purposes aforesaid the business of a 
general construction company and con- 
tractors for the construction of works, 
public and private: 


(b) To carry on business as contractors, 
builders, importers, dealers in, and manu- 
facturers of concrete, cement, asphalt, 
roof preparations, lumber, and other ma- 
terials which can be used, directly or in- 
directly, by contractors or builders, with 
power to act as agents for other persons 


or corporations carrying on a similar 
business, and also to carry on any other 
business of a like nature or incidental to 
the foregoing: 

(c) To carry on the business of dis- 
tributers of (both wholesale and retail and 
as jobbers), agents for, buyers and sellers, 
manufacturers, repairers, storers, ware- 
housers, and dealers in goods, stores, chat- 
tels, and effects of all kinds, both whole- 
sale and retail, and to transact every kind 
of agency business: 

(d) To acquire by purchase, lease, ex- 
change, or otherwise, for the purposes of 
the Company, and to own, hold, improve, 
manage, and sell, but not to deal in for 
profit, lands, and interests in lands, and 
buildings, structures, works, and improve- 
ments of all kinds. 


Ss: W. TAYLOR, 
mh26—2265 Registrar of Companies. 


“COMPANIES ACT ” 
No. 44133. 

NOTICE is hereby given that “Beacon 
Holdings Ltd.” was incorporated under 
the “ Companies Act” on the 12th day of 
March, 1959, 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
524, 510 West Hastings Street, Vancou- 
Ver, BC: 

The objects for which the Company is 
established are: 

(a) To carry on business, and to trans- 
act, conduct, and carry on a general finan- 
cial investment and brokerage business, 
and to underwrite, subscribe for, pur- 
chase, or otherwise dispose of, or deal in 
the bonds, debentures, stocks, shares, or 
other securities of any duly incorporated 
corporation or company: 

(b) To operate pleasure and (or) freight 
boats and excursion steamers and charter 
parties, including all boats, barges, and 
tugs. 

S. W. TAYLOR, 
Registrar of Companies. 


“COMPANIES ACT” 
No. 44126. 

NOTICE is hereby given that “ Pea- 
cock Agencies Ltd.” was incorporated un- 
der the “Companies Act” on the 12th 
day of March, 1959. 

The authorized capital of the Company 
is fifteen thousand dollars, divided into 
one hundred Class A common, fifty Class 
B common, and fourteen thousand eight 
hundred and fifty preferred shares, all 
ib a nominal or par value of one dollar 
each. 


The address of is registered office is 
care of Richard E. Lester, barrister and 
solicitor, Federal Building, P.O. Box 940, 
Haney, B.C 

The objects for which the Company is 
established are: — 

(a) To carry on the business of real 


estate and general insurance agents and 
financial brokers: 

(b) Without limiting and in addition 
to the powers set out in section 22 of the 
“Companies Act,” R.S.B.C. 1948, chapter 
58, to hold shares in or become a mem- 
ber of any legal corporate entity for pur- 
poses advantageous to the carrying out of 
the purposes hereinbefore set forth. 


S. W. TAYLOR, 
Registrar of Companies. 


mh26—2266 
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CERTIFICATES OF 
INCORPORATION 


“COMPANIES ACT” 
No. 44120. 


NOTICE is hereby given that “Glened 
Dairies Ltd.” was incorporated under the 
“Companies Act” on the 12th day of 
March, 1959, 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand ordinary shares of the nominal 
or par value of one dollar each. 

The address of its registered office is 
2350 Douglas Street, Victoria, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on in all its branches a 
general dairy business and to deal in milk 
and milk products as wholesalers, retailers, 
and manufacturers, or any of them: 

(6) To manufacture, sell, and otherwise 
deal in condensed, preserved, and evapo- 
rated milk, and all other forms of manu- 
factured milk; to produce, purchase, and 
sell fresh milk and all the products of 
milk, cream, ice-cream, confections, and 
beverages of all types; to manufacture, 
purchase, and sell all food and dairy prod- 
ucts; to manufacture, lease, purchase, and 
sell all machinery, tools, implements, ap- 
paratus, and all other articles and appli- 
ances used in connection with all or any 
of the purposes aforesaid, or with selling 
or transporting the manufactured and 
other products of the Company: 

(c) To acquire by purchase, or other- 
wise, and to own and hold any franchise 
or agency in connection with any of the 
purposes aforesaid. 





S. W. TAYLOR, 
mh26—2275 Registrar of Companies. 


~ COMPANIES ACT ¥” 
No. 44170. 


NOTICE is hereby given that “ Pacific 
American Motels Ltd.” was incorporated 
under the “Companies Act” on the 16th 
day of March, 1959. 

The authorized capital of the Company 
is six hundred thousand dollars, divided 
into sixty thousand preference shares with 
a nominal or par value of ten dollars 
each. 

The Company is also authorized to 
issue ninety thousand common. shares 
without nominal or par value. 

The address of its registered office is 
104, 569 Howe Street, Vancouver, B.C. 

The objects for which the Company is 
established are: — 

(a) To purchase, build, or otherwise 
acquire, and to operate for the produc- 
tion of revenue any form of real property 
and, in particular, without limiting the 
generality of the foregoing, to acquire 
and operate hotels, motels, auto-car 
courts, trailer courts, apartment build- 
ings, and rooming houses: 

(b) To carry on the business of hotel, 
restaurant, café, tavern, licensed premises, 
including public houses, dining rooms, 
dining lounges, and cocktail lounges, and 
lodging-house keepers, licensed victual- 
lers, vendors of and dealers in aerated, 
mineral, and artificial waters and other 
drinks, purveyors and caterers for public 
amusements generally, automobile and 
carriage proprietors, garage keepers, 
dairymen, ice merchants, importers, and 
brokers of food, including live and dead 
stock, perfumers, chemists, proprietors of 
baths, dressing rooms, laundries, reading 
and writing and newspaper rooms, libra- 
ries, grounds, and places of amusement, 
recreation, and sport, entertainment and 


8 


instruction of all kinds, tobacco and cigar 


merchants, agents for railway and ship- 
ping companies, carriers, vendors, and 
dealers in books, papers, magazines, post- 


cards, theatrical and opera box-office 
proprietors, entrepreneurs, and general 
agents: 


(c) To take part in the management, 
Supervision, or control of the business or 
Operations of any company or under- 
taking of which the Company holds any 
shares, bonds, debentures, or other securi- 
ties, or of which the Company owns any 
property, assets, or rights, and for that 
purpose to appoint and remunerate any 
Managers, accountants, or other experts 
or agents: 

(d) To employ any individual, firm, or 
corporation to manage, in whole or part, 
the affairs of the Company, and to em- 
ploy experts to investigate and examine 
into the conditions, prospects, value, char- 
acter, and circumstances of any business, 
concerns, and undertakings and generally 
of any assets, property, or rights: 

(e) To acquire by purchase, lease, or 
otherwise, to take over and (or) manage 
and carry on all or any of the businesses, 
undertakings, property, franchises, good- 
will, contracts, rights, powers, and privi- 
leges held, enjoyed, or carried on by any 
person, firm, or corporation, or by any 
business, the carrying-on of which will, in 
the opinion of the Company, promote 
the carrying-out of the undertakings of 
the Company or any of them, or pos- 
sessed of any powers suitable for the ob- 
jects of the Company, as the Company 
may deem advisable, and, in particular, 
for shares, bonds, debentures, or other 
securities of the Company, and to let 
and sublet any property, and to sell, lease, 
or otherwise dispose of the whole or any 
part of the Company’s business, property, 
and assets of any kind for such considera- 
tion as the Company may deem advisable 
and, in particular, for shares, bonds, de- 
bentures, or other securities of any other 
company and to undertake the liabilities 
of any such person, firm, or corporation: 

(f) To borrow or raise or secure pay- 
ment or repayment of money on the secu- 
rity of real or personal property and to 
mortgage and charge the same. 


Ss. W. TAYLOR, 
Registrar of Companies. 


CERTIFICATE OF INCORPORATION 


mh26—2296 








“Societies Act” 
Canada: 
Province of British Columbia. 
No. 5626. 

I HEREBY CERTIFY that “ Nanaimo 
Lodge No. 1052, Loyal Order of Moose,” 
has this day been incorporated as a 
Society under the “ Societies Act.” 

The locality in which the operations of 
the Society will be chiefly carried on is 
in the City of Nanaimo, Province of 
British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this sixteenth day of March, one thousand 
nine hundred and fifty-nine. 


S. W. TAYLOR, 
Registrar of Companies. 


The objects of the Society are: — 

(a) To unite in the bonds of frater- 
nity, benevolence, and charity all accept- 
able persons of good character: 

(b) To educate and impune its mem- 
bers and the families of its members 
socially, morally, and intellectually: 


[L.s.] 


(c) To assist its members and their 
families in the time of need: 

(d) To provide for the payment of 
benefits or the rendering of services to 
its members and their beneficiaries and 
dependents in the event of death: 

(e) To receive gifts of money from 
time to time to be placed in a building 
fund for the Society and to issue building 
certificates therefor. ap 16—2294 





“COMPANIES ACT ” 
No. 44087. 

NOTICE is hereby given that “ Cyr 
Investments Limited” was incorporated 
under the “Companies Act” on the 9th 
day of March, 1959, 

The authorized capital of the Company 
is two hundred and fifty thousand dollars, 
divided into twenty-five hundred shares 
with a nominal or par value of one hun- 
dred dollars each. 

The address of its registered office is 
308 Bank of Nova Scotia Building, 602 
West Hastings Street, Vancouver, B.C. 

The objects for which the Company is 
established are: 

(a) To acquire and hold for the pur- 
poses of investment and re-investment, 
but not to trade in the same as a business 
or plan for profit or speculation, real 
estate, mortgages, agreements for sale, 
contracts, shares, stocks, bonds, deben- 
tures, debenture stock, and other securi- 
ties and investments of any kind or na- 
ture, and to sell and dispose of or other- 
wise deal with the same, and to reinvest 
the proceeds of any such sale or other 
disposition: 

(b) To lend any of the funds of the 
Company to any shareholder of the Com- 
pany or to any other person, firm, or cor- 
poration. 





S. W. TAYLOR, 
Registrar of Companies. 


“COMPANIES ACT ” 
No. 44162. 


NOTICE is hereby given that “F. D. 
Bolton Services Limited” was incorpo- 
rated under the “ Companies Act” on the 
16th day of March, 1959. 

The authorized capital of the Company 

is one hundred thousand dollars, divided 
into one hundred thousand preference 
shares with a nominal or par value of 
one dollar each. 
_ The Company is also authorized to 
issue One hundred Class A common 
shares and ten thousand Class B common 
shares without nominal or par value. 

The address of its registered office is 
Tenth Floor, Credit Foncier Building, 
a West Hastings Street, Vancouver, 


mh26—2294 





‘The objects for which the Company is 
established are:— 


(a) To organize, manage, or develop, 
or to assist in the organization, manage- 
ment, or development of any corporation, 
company, syndicate, firm, partnership, en- 
terprise, or undertaking, and to take over, 
manage, or dispose of in any manner 
whatsoever, any business or undertaking 
in which the Company may be so inter- 
ested: 

(b) To purchase or otherwise acquire 
and hold real property or any interest 
therein for the purpose of earning rents 
or occupying the premises: 

(c) To acquire and hold for the pur- 
pose of earning interest and dividends, 
but not trade in the same as a business or 
plan for profit, shares, stocks, debentures, 
bonds, obligations, and securities of all 
kinds issued or guaranteed by any Com- 
pany, wheresoever situate or carrying on 
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business, and debentures, bonds, obliga- 
tions, and securities issued or guaranteed 


by any government, commissioners, pub-| k 


lic body, or authority, supreme, munici- 
pal, local, or otherwise, whether in Can- 
ada or elsewhere, or any right, title, or 
interest therein: 

(d) To guarantee to any bank, person, 
firm, or corporation, the due payment of 
any moneys by any other person, firm, 
or corporation, and the due fulfilment, 
performance, and carrying-out by any 
person, firm, or corporation, of the cove- 
nants, agreements, provisions, stipula- 
tions, and conditions of any contract or 
obligation; this power shall be exercised 
by the Company subject to the provisions 
of the “Insurance Act”: 

(e) To carry on the business of com- 
mission and (or) manufacturers’ agents: 

(f) To carry on agency business of all 
kinds: 

(g) To carry on the business of buy- 
ing, selling, merchandising, importing, 
exporting, manufacturing, assembling, dis- 
tributing, exchanging, trading, and other- 
wise dealing in property of all kinds. 


S: We TAYLOR, 
mh26—2288 Registrar of Companies. 


“COMPANIES ACT” 
No. 44163. 


NOTICE is hereby given that “ Ernest 
Dann Acoustics & Insulations Ltd.” was 
incorporated under the “Companies Act” 
on the 16th day of March, 1959. 

The authorized capital of the Company 
is twenty thousand dollars, divided into 
ten thousand preferred shares and ten 
thousand common shares, all with a nom- 
inal or par value of one dollar each. 

The address of its registered office is 
301 National Trust Building, 980 West 
Pender Street, Vancouver 1, B.C. 

The objects for which the Company is 
established are:— 

(a) To buy, sell, deal in, and dis- 
tribute, either at wholesale or retail, and 
to manufacture, fabricate, acquire, im- 
port, and export, and to install, renew, 
and repair insulations, insulating mate- 
rials, fibres, papers, plastics, laminated 
plastics, acoustic tile of all kinds, and all 
manner of insulating materials and all 
merchandise of a character similar or 
analogous to the foregoing: 

(b) To carry on business as manufac- 
turers’ agents generally: 

(c) To carry on business as contrac- 


tors generally. 
S. W. TAYLOR, 
mh26—2288 Registrar of Companies. 


“COMPANIES ACT” 
No. 44132. 


NOTICE is hereby given that “ Rich- 
mond Trading Company Ltd.” was incor- 
porated under the “Companies Act” on 
the 12th day of March, 1959. 

The authorized capital of the Company 
is one hundred dollars, divided into one 
hundred Class B or voting shares with a 
nominal or par value of one dollar each. 

The Company is also authorized to issue 
nine thousand nine hundred Class A or 
ownership shares without nominal or par 
value. 

The address of its registered office is 
care of Shulman, Tupper, Gray & Wor- 
rall, barristers and solicitors, 404, 510 
West Hastings Street, Vancouver, B.C 

The objects for which the Company is 
established are:— 

(a) To carry on the business of import- 
ers and exporters of all types of merchan- 
dise, equipment, appliances, supplies, 





warehouses, metalliferous products, and 
industrial and commercial produce of all 
inds: 

(b) To buy or to sell all types of mer- 
chandise and equipment and to act as 
agents for purchasers and sellers of mer- 
chandise equipment and inventory of all 
nature and kinds: 

(c) To carry on any other business 
which may, in the opinion of the direc- 
tors, be conveniently carried on together 
with the foregoing objects. 


S. W. TAYLOR, 
mh26—2266 Registrar of Companies. 


“COMPANIES ACT ” 
No. 44160. 


NOTICE is hereby given that “ Mellro 
Construction Co., Ltd.,” was incorporated 
under the “ Companies Act” on the 16th 
day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into three 
thousand ordinary shares and seven thou- 
sand preference shares, both with a nomi- 
nal or par value of one dollar each. 

The address of its registered office is 
355 Fourth Street, Courtenay, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of gen- 
eral contractors for public and private 
works and buildings of all kinds: 

(6) To purchase, lease, take in ex- 
change, or otherwise acquire lands or 
interest therein, together with any build- 
ings or structures that may be on the 
said lands or any of them, and to erect 
dwellings or other buildings thereon and 
to sell, lease, exchange, mortgage, or 
otherwise dispose of the whole or any 
portion of the lands and premises, and 
to take such security therefor as may be 
deemed necessary: 

(c) To take or hold agreements for 
sale or mortgages for any unpaid balance 
of the purchase money and any of the 
lands and premises so sold, and to sell, 
mortgage, or otherwise dispose of said 


securities. 
S. W. LAYLOR: 
mh26—2287 Registrar of Companies. 
“COMPANIES ACT ” 


No. 44164. 


NOTICE is hereby given that “ Hull- 
car Farms Limited” was incorporated 
under the “ Companies Act” on the 16th 
day of March, 1959. 

The authorized capital of the Company 
is fifty thousand dollars, divided into five 
hundred shares with a nominal or par 
value of one hundred dollars each. 

The address of its registered office is 
G. S. Denroche, barrister and solicitor, 
Armstrong, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on a general farming and 
stock-raising business and to operate 
farms for live stock, dairying, or agricul- 
ture, and to breed, raise, keep, render 
marketable, and deal in cattle, swine, 
poultry, and livestock of all kinds, and to 
purchase, buy, sell, manufacture, and 
deal in all agricultural products and by- 
products: 

(b) To manufacture, import, export, 
buy, sell, and deal in goods, wares, and 
merchandise of all kinds, and, without 
limiting the generality of the foregoing, 
to buy and sell by wholesale and retail 
all manner of farm or logging machinery 
and equipment, and to repair, renovate, 
or remanufacture such machinery and 
equipment, whether the property of the 


Company or otherwise; to carry on in 
all its branches the business of loggers 
and sawmill operators, and to manufac- 
ture and deal in logs, lumber, pulp, pulp- 
wood, paper, and other products or by- 
products of wood and pulp, and all other 
articles and materials into which wood, 
pulp, pulpwood, or paper enter, or of 
which they form a part; to carry on any 
other business which may from time to 
time be deemed by the directors capable 
of being carried on in conjunction with 
the above objects or calculated, directly 
or indirectly, to enhance the value of or 
render profitable any of the Company’s 
properties or undertakings. 


Ss. W. TAYLOR, 
Registrar of Companies. 


“COMPANIES ACT ” 
No. 44166. 


NOTICE is hereby given that “Arnett 
Enterprises Ltd.” was incorporated under 
the “Companies Act” on the 16th day 
of March, 1959. 

The authorized capital of the Company 
is fifteen thousand dollars, divided into 
fifteen thousand preference shares of the 
par value of one dollar each. 

The Company is also authorized to 
issue one hundred Class A common vot- 
ing shares and nine thousand nine hun- 
dred common non-voting shares without 
nominal or par value. 

The address of its registered office is 
4717 Kingsway, Burnaby, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of gen- 
eral contractors and to enter into con- 
tracts for, construct, execute, own, and 
carry on all descriptions of works, and to 
carry on for the purposes aforesaid the 
business of a general construction com- 
pany and contractors for the construction 
of works, public and private: 

(b) To carry on the business of a land 
company and, in connection therewith, to 
acquire, by purchase, lease, exchange, 
grant, concession, or otherwise, and to 
hold, subdivide, lay out in building lots, 
streets, lands, squares, and otherwise to 
improve, develop, rent, sell, convey, ex- 
change, lease, and otherwise dispose of 
and generally deal in lands and real estate 
of all and every kind and description, 
whether vacant, improved, or otherwise, 
as also any right, title, or interest therein, 
as also property of any other kind or 
description, including personal and moy- 
able property, and any rights and privi- 
leges that the Company may consider 
necessary for the purposes of its business, 
and in and upon such lands and real 
estate, or any part thereof, to make, erect, 
construct, build, operate, and maintain 
roads, streets, lanes, bridges and other 
means of communication, houses, dwell- 
ings, factories, mills, plants, manufac- 
tories, and all other buildings and works 
and improvements that may be consid- 
ered advisable in connection with the 
purposes of the Company, including the 
construction in and on such lands, or any 
part thereof, of sidewalks, drains, water- 
mains, sewers, lighting plants and acces- 
sories, and all and any other improve- 
ments of a nature to enhance the value 
of the Company’s property or any part 
thereof: 

(c) To make advances by way of loans 
for building purposes or other improve- 
ments to purchasers or lessees of any part 
of the Company’s property, and aid by 
way of advances or otherwise in the 
construction and maintenance of roads, 
streets, bridges, sidewalks, waterworks, 


mh26—2288 
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sewers, lighting plant or plants, and 
other improvements calculated to render 
the Company’s property more accessible 
or enhance its value: 

(d) To take and hold mortgages, hy- 
pothecs, liens, and charges to secure pay- 
ment of the purchase price of any part 
of the Company’s property sold by the 
Company or any money due to the Com- 
pany from purchasers, or advances made 
by the Company to purchasers for build- 
ing purposes or other improvements: 

(e) To carry on the business of whole- 
sale and retail merchants, distributers, 
agents, and repairers of merchandise of 
every description. 

; S. W. TAYLOR, 
mh26—2295 Registrar of Companies. 


“COMPANIES ACT” 
No. 44167. 

NOTICE is hereby given that “ Fank- 
hauser Landscaping Ltd.” was incorpo- 
rated under the “ Companies Act” on the 
16th day of March, 1959, 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
thousand shares of ten dollars each. 

The address of its registered office is 
297 West Sixty-third Avenue, Vancouver, 
B.G. 


The objects’ for which the Company is 
established are:— 

(a) To take over and carry on as a 
going concern the business of Fankhauser 
Landscaping heretofore carried on in the 
City of Vancouver, British Columbia, and 
elsewhere: 

(b) To carry on the business of land- 
scaping and gardening in all its branches: 

(c) To build, operate, and maintain 
greenhouses and nurseries: 

(d) To buy and sell, either wholesale 
or retail, garden plants and shrubs and 
other garden supplies. 


So oW. LAYIEOR: 
mh26—2295 Registrar of Companies. 


“COMPANIES ACT” 
No. 44131. 


NOTICE is hereby given that “ Kux 
Lumber Company Limited ” was incorpo- 
rated under the “ Companies Act” on the 
12th day of March, 1959. 


The authorized capital of the Company 
is ten thousand dollars, divided into one 
hundred ordinary common shares and 
nine thousand nine hundred preferred 
shares, all of a nominal or par value of 
one dollar each. 


The address of its registered office is 
Room 1500, Marine Building, 355 Bur- 
rard Street, Vancouver, B.C. 


The objects for which the Company is 
established are:— 


(a) To carry on business as timber 
owners, timber growers, sawmill, shingle- 
mill, pulp-mill, paper-mill, planing-mill, 
box-mill, plywood plant, veneer works, 
and furniture factory proprietors and op- 
erators, loggers, lumbermen, and lumber 
merchants; to buy, sell, prepare for mar- 
ket, manipulate, import, export, and deal 
in sawlogs, timber, piles, poles, lumber, 
shingle bolts, veneer, plywood, and wood 
of all kinds, and forest products of every 
kind and description; to manufacture, re- 
manufacture, buy, sell, and deal in, both 
at wholesale and retail, lumber, timber, 
shingles, laths, sashes and doors, furni- 
ture, veneer, plywood, and all articles 
and materials in the manufacture where- 
of forest products of any kind and de- 
scription are used: 


(b) To purchase or otherwise acquire, 
maintain, prepare, keep, improve, and sell 
for the purposes of the Company all 
kinds of sawmills, shingle-mills, pulp- 
mills, paper-mills, box-mills, furniture 
factories, veneer works, plywood plants, 
and mills for the manufacture of forest 
products of all kinds, logging camps, log- 
ging and industrial railways, and other 
buildings, plant, and machinery of every 
description, and to lease, mortgage, or 
otherwise deal with the same from time 
to time: 

(c) To take part in the management, 
supervision, and control of the business 
or operations of any undertaking, shares 
or securities of which are held by the 
Company, or in which the Company is 
otherwise interested, and for that purpose 
to appoint or remunerate any directors or 
accountants or other experts or agents: 

(d) To do all such things as may be 
incidental or conducive to the attainment 
of the foregoing objects, and to carry on 
any other business which may seem to 
the Company capable of being benefici- 
ally carried on in connection with the 
foregoing objects, or calculated, directly 
or indirectly, to enhance the value of or 
render profitable any of the Company’s 


property or rights. 
S. W. TAYLOR, 
mh26—2266 Registrar of Companies. 


COMPANIES ACT? 
No. 44128. 


NOTICE is hereby given that “Easing- 
wood Television Ltd.’ was incorporated 
under the “ Companies Act” on the 12th 
day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

‘The address of its registered office is 
care of McDonald and MacDonald, Sims 
Building, Langley, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of radio, 
wireless, television, and electronic equip- 
ment dealers in all types of hardware, 
electrical appliances, plumbing and heat- 
ing supplies, electrical equipment, ma- 
chinery, dry goods, sporting goods, ship 
chandlery, farm supplies, and merchants 
in all other branches: 

(b) To establish, equip, maintain, and 
operate service, repair, and supply sta- 
tions, agencies, branches, warehouses, and 
stores: 

(c) To carry on the business of second- 
hand dealers, repairers, and servicers of 
all types of machinery and equipment, 
plumbers, electrical, heating, and building 
contractors, and manufacturers: 

(d) To manufacture, buy, sell, or other- 
wise acquire, and dispose of, hold, own, 
export and import, or otherwise deal with 
or in, both wholesale and retail, either as 
principal or agent, and upon commission, 
consignment, or otherwise, or as jobbers 
or brokers, goods, wares, products, and 
merchandise of any kind, nature, and 
description: 

(e) To carry on the business of a store- 
keeper in all its branches, and in par- 
ticular to buy, sell, manufacture, and deal 
with and in goods, stores, consumable 
articles, chattels, and effects of all kinds, 
both wholesale and retail, and to transact 
every kind of agency business: 

(f) To build, acquire, possess, hold, op- 
erate, lease, sell, purchase, manage, and 
convey stores, warehouses, buildings, erec- 
tions, and plants required for the pur- 
poses of the Company, lands, water, 
privileges, and other property: 


(2) For the purposes aforesaid to build, 
repair, maintain, acquire, purchase, own, 
hold, and deal with all such buildings, 
works, property, machinery, and appli- 
ances as may be required in connection 
with the business of the Company: 

(h) To make gifts and donations to any 
person, firm, or corporation for any pur- 
pose whatsoever, whether such person, 
firm, or corporation be a member of the 
Company or not: nial, 

(i) To carry on business as capitalists, 
financiers, mortgage brokers, and finan- 
cial agents; to transact all kinds of agency 
business; to advance money on the se- 
curity of stocks, shares, bonds, deben- 
tures, or other securities, bills of lading, 
warehouse receipts, choses in action, cou- 
pons, and other negotiable or non-negoti- 
able securities or documents, and to seek 
for and secure openings for the employ- 
ment of capital in British Columbia and 
elsewhere, and to carry on business as 
promoters, and to form, float, assist and 
control companies and undertakings, and 
generally to carry on any business or 
undertake any transaction usually carried 
on or undertaken by financial agents, 
capitalists, or financiers: 

(j) To do all such other things, and to 
have all such other powers as may be law- 
ful and are necessary to effect or as to be 
conducive to the objects hereinbefore set 


forth. 

S. W. TAYLOR, 
mh26—2265 Registrar of Companies. 
“ COMPANIES ACT” 

No. 44158. 


NOTICE is hereby given that “ Rich- 
mond Paints Ltd.” was incorporated 
under the “ Companies Act ” on the 16th 
day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand redeemable preference shares of 
a nominal or par value of one dollar 
each. 

The Company is also authorized to 
issue one hundred common shares with- 
out nominal or par value. 

The address of its registered office is 
ne 1490 West Broadway, Vancouver, 
BiG: 

The object for which the Company is 
established is: To carry on the business 
of wholesale and retail dealers in paint, 
painters’ supplies and equipment, builders’ 
supplies and building materials, and such 
other goods and materials as may be con- 
veniently sold therewith and all things 
capable of being used therewith or in the 


maintenance, repair, and manufacture 
thereof. 

S. W. TAYLOR, 
mh26—2287 Registrar of Companies. 


“COMPANIES ACT ” 
No. 44165. 

NOTICE is hereby given that ‘“ Chevel- 
dave’s Mercantile Limited ” was incorpo- 
rated under the “ Companies Act ” on the 
16th day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
hundred common shares with a nominal 
or par value of one hundred dollars each. 

The address of its registered office is 
at the office of Wetmore & McGauley, 
barristers and solicitors, Castlegar, B.C, 

The objects for which the Company is 
established are:— 

(a) To carry on the business of a de- 
partmental store and to carry on gener- 
ally the business of a merchant, and to 
carry on all or any of the businesses of 
dry-goods merchants, dry-goods manufac- 
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turers, furriers, clothiers, hosiers, manu- 
facturers, exporters, and importers of and 
wholesale and retail dealers in all kinds 
of fabrics, leathers, dresses, boots, shoes, 
millinery, children’s wear, foundation 
garments, jewellery, woollen wear, under- 
wear, cloth and silks, suits, coats, leather 
goods, curtains, drapes, carpets, china- 
wear, notions, fancy goods, toilet articles, 
and all kinds and all articles required by 
the customers of general stores: 

(b) To borrow or raise money for any 
purpose of the Company and, for the pur- 
pose of securing the same or for any 
other purpose, to mortgage or charge the 
undertaking of all or any part of the 
property of the Company present or after 
acquired or its incurred capital, and to 
create, issue, make, draw, negotiate, and 
discount cheques, drafts, bills of ex- 
change, promissory notes, and other ne- 
gotiable and transferable instruments. 


SW. LAYLOR, 
mh26—2295 Registrar of Companies. 


“COMPANIES ACT” 
No. 44159. 


NOTICE is hereby given that “ Fraser 
Valley Concrete Products Ltd.” was in- 
corporated under the “Companies Act” 
on the 16th day of March, 1959. 

The Company is authorized to issue 
ten thousand shares without nominal or 
par value. 

The address of its registered office is 
1500 The Royal Bank Building, 675 West 
Hastings Street, Vancouver, B.C. 

The object for which the Company is 
established is: To manufacture, buy, sell, 
and generally deal in all kinds of build- 
ing materials and, without restricting the 
generality thereof, concrete, cement, lime, 
and other mineral products, and to 
quarry, mine, dig, and make merchant- 
able, stone, artificial stone, marl, shale, 
slate, clay, gravel, sand, lime, plaster, and 
other metals and earths, cements and all 
articles composed of all or any of the 
same or any by-products thereof. 


S. W. TAYLOR, 
mh26—2287 Registrar of Companies. 


“COMPANIES ACT” 
No. 44148. 


NOTICE is hereby given that “Park- 
way Contractors Ltd.” was incorporated 
under the “ Companies Act” on the 13th 
day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand ordinary shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
1141 Vidal Street, White Rock, B.C. 


The objects for which the Company is 
established are:— 

(a) To carry on the business of general 
contractors; to enter into contracts for, 
construct, execute, own, and carry on all 
description of works, and to carry on for 
the purpose aforesaid the business of a 
general construction company and con- 
tractors for the construction of works, 
public and private: 

(b) To purchase, lease, or otherwise ac- 
quire, hold, use, develop, subdivide, im- 
prove, manage, let, sell, lease, convey, 
exchange, trade, surrender, mortgage, 
charge, convert, turn to account, and 
otherwise deal in property, real and per- 
sonal, of every kind whatsoever, or any 
interest therein: 

(c) To take and hold mortgages or 
other securities on real or personal prop- 


erty: 


(d) To erect and construct houses, | any real or personal property, or as the 
shops, buildings, or works of every de-| whole or part payment for services ren- 


scription upon any land of the Company, 
or upon any other lands or property, and 
to pull down, rebuild, enlarge, alter, and 
improve existing houses, shops, buildings, 
or works thereon; to convert and appro- 
priate any such land into and for roads, 
streets, squares, gardens, and pleasure 
grounds, and other conveniences; to con- 
struct, erect, and maintain sewers, water 
and gas works, and generally to deal with 
and improve the property of the Com- 
pany: 

(e) To buy, sell, and deal in, both 
wholesale and retail, lumber, cement, 
hardware, electrical, heating, and plumb- 
ing equipment, paint, and plaster, and 
generally all kinds of building supplies, 
wares, and materials used for and in the 
construction of houses and buildings of 
all kinds: 

(f) To do all such things as are neces- 
sary, incidental to, or can conveniently 
be carried on in connection with the 
above objects. 

S: W. TAYLOR; 
Registrar of Companies. 


“COMPANIES ACT ” 
No. 44174. 


NOTICE is hereby given that “ Fren- 
andi Finance Corporation Ltd.” was in- 
corporated under the “Companies Act” 
on the 16th day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into five 
thousand preferred shares, one thousand 
Class A common, and four thousand 
Class B common shares, all with a nom- 
inal or par value of one dollar each. 

The address of its registered office is 
care of Frederick N. A. Rowell, barrister 
and solicitor, Room 707, 475 Howe 
Street, Vancouver 1, B.C. 

The objects for which the Company is 
established are:— 

(a) To acquire and hold for the pur- 
pose of earning interest and dividends, 
but not to trade in the same as a business 
or plan for profit, shares, stocks, bonds, 
debentures, obligations, and securities of 
all kinds, issued or guaranteed by any 
company, wheresoever situate or carry- 
ing On business, or by any government, 
commissioners, public body or authority, 
supreme, municipal, local, or otherwise, 
whether in Canada or elsewhere, or any 
right, title, or interest therein: 

(b) To acquire, purchase, lease, hold, 
rent, operate, manage, develop, or other- 
wise, use, and to sell, exchange, or other- 
wise dispose of real property of every 
kind and description, including mortgages, 
agreements for sale, leases, for the pur- 
pose of investment and for the purpose 
of earning rent, but not to trade in the 
same as a business or plan for profit: 

(c) To purchase, sell, deal in, and lend 
money on the security of conditional sale 
agreements, lien notes, hire-purchase 
agreements, chattel mortgages, trade 
paper, bills of lading, warehouse receipts, 
bills of exchange, and choses in action, 
and may receive and accept from the 
makers, vendors, or transferors thereof 
guarantees or other security for the per- 
formance and payment thereof, and en- 
force such guarantee and realize on such 
security, subject to any Provincial or Fed- 
eral laws in that behalf: 

(d) To loan money, with or without 
security, and with or without interest, 
subject to any Provincial or Dominion 
laws in that behalf: 

(e) To allot the shares of the Company, 
credited as fully or partly paid up as the 
whole or part of the purchase price of 


mh26—2284 


dered or to be rendered to the Company, 
or for any valuable consideration: 

(f) To make loans to the Company’s 
shareholders or directors on such terms 
as to security and at such rate of interest 
as the directors of the Company may 
approve: 

(g) To make gifts and donations. 


S. W.. TAYLOR, 
mh26—2297 Registrar of Companies. 


“COMPANIES ACT” 
No.44149. 


NOTICE is hereby given that “ Ryder 
Brothers (B.C.) Ltd.” was incorporated 
under the “ Companies Act” on the 13th 
day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a par 
value of one dollar each. 

The address of its registered office is 
Suite 1, Chiulli Building, Centre Avenue, 
Fort St. John, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on business as general 
contractors and builders for the construc- 
tion, erection, fabrication, and building 
of all manners of buildings, roads, ways, 
bridges, tramways, wharves, works, and 
structures, and to operate as a general 
construction company for the construc- 
tion and improvement of property of all 
kinds and descriptions: 

(b) To own, operate, rent, lease, and 
hire caterpillar tractors and heavy equip- 
ment and trucks of all types and uses, 
and all accessory equipment used in con- 
nection therewith, and shovels, and all 
types of machinery used in and in con- 
nection with the excavation and moving 
of dirt, rocks, and other materials and 
objects: 

(c) To carry on any business which 
may seem to the Company capable of 
being carried on in connection with the 
above or calculated directly or indirectly 
to render profitable or enhance the value 
of the Company’s property, rights, or 
undertakings for the time being. 


S. W. [XY LOR, 


mh26—2284 Registrar of Companies. 


“COMPANIES ACT” 
No. 44147. 


NOTICE is hereby given that “ Lauren- 
tian Homes Ltd.” was incorporated under 
the “Companies Act” on the 13th day 
of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand ordinary shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
1141 Vidal Street, White Rock, B.C. 

The objects for which the Company is 
established are: — 

(a) To carry on the business of general 
contractors; to enter into contracts for, 
construct, execute, own, and carry on all 
description of works, and to carry on for 
the purpose aforesaid the business of a 
general construction company and con- 
tractors for the construction of works, 
public and private: 


(b) To purchase, lease, or otherwise ac- 
quire, hold, use, develop, subdivide, im- 
prove, manage, let, sell, lease, convey, 
exchange, trade, surrender, mortgage, 
charge, convert, turn to account, and 
otherwise deal in property, real and per- 
sonal, of every kind whatsoever, or any 
interest therein: 
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(c) To take and hold mortgages or 
other securities on real or personal prop- 
erty: 

(d) To erect and construct houses, 
shops, buildings, or works of every de- 
scription upon any land of the Company, 
or upon any other lands or property, and 
to pull down, rebuild, enlarge, alter, and 
improve existing houses, shops, buildings, 
or works thereon; to convert and appro- 
priate any such land into and for roads, 
streets, squares, gardens, and pleasure 
grounds, and other conveniences; to con- 
struct, erect, and maintain sewers, water 
and gas works, and generally to deal with 
and improve the property of the Com- 
pany: 

(e) To buy, sell, and deal in, both 
wholesale and retail, lumber, cement, 
hardware, electrical, heating, and plumb- 
ing equipment, paint, and plaster, and 
generally all kinds of building supplies, 
wares, and materials used for and in the 
construction of houses and buildings of 
all kinds: 

(f) To do all such things as are neces- 
sary, incidental to, or can conveniently 
be carried on in connection with the 
above objects. 

S. W. TAYLOR, 
Registrar of Companies. 


“COMPANIES ACT” 
No. 44077. 


NOTICE is hereby given that “Maison 
Raymond Ltd.” was incorporated under 
the “ Companies Act” on the Sth day of 
March, 1959. 

The Company is authorized to issue 
fifty thousand shares without nominal or 
par value. 

The address of its registered office is 
Suite 801, 207 West Hastings Street, Van- 
couver, B.C. 

The objects for which the Company is 
established are:— 

(a) To comb, curl, cut, tint, trim, and 
wash all phases of human hair by machine 
and hand operation: 

(b) To manufacture, sell, and use solu- 
tions, creams, combs, and machines for 
the beautifying of human hair, skin, and 
nails: 

(c) To operate a business of the class 
described above as manufacturers, retail- 
ers, and wholesalers, and to produce or 
sell any articles incidental to the business 
commonly described as beauty supply and 


hair dressing. 
S. W. TAYLOR, 
Registrar of Companies. 
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“COMPANIES ACT” 
No. 44171. 


NOTICE is hereby given that “ Pilgrim 
Planer Ltd.” was incorporated under the 
“Companies Act” on the 16th day of 
March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into five 
thousand common shares and five thou- 
sand preference shares, both with a nom- 
inal or par value of one dollar each. 

The address of its registered office is 
Suite 201, 1685 Third Avenue, Prince 
George, B.C. 

The objects for which the Company is 
established are:— 

(a) To acquire and carry on the busi- 
ness now owned by Stuart L. Bouey and 
Arthur G. Canuel: 

(b) To carry on the business of lumber- 
men, sawmill and planer-mill operators, 
timber and lumber merchants: 

(c) To buy, sell, prepare for market, 
manufacture, process, and deal in saw- 
logs, piles, poles, lumber, wood, the prod- 


ucts and by-products of wood, shingle, 
laths, sashes, doors, and all articles and 
materials in the manufacture whereof 
lumber, wood, or the products thereof are 
used: 

(d) To purchase or otherwise acquire, 
maintain, keep, and improve all kinds of 
sawmill, logging, planer-mill, and other 
buildings, plant, and machinery of every 
equipment, timber, leases, timber sales, 
licences, lands, water rights, rights-of- 
way, patents, and trade-marks: 

(e) Subject to the “ Engineering Pro- 
fession Act, 1955,” to carry on the busi- 
ness of general contracting in all its 
branches, including road building. 


S. W. TAYLOR, 
mh26—2297 Registrar of Companies. 
“COMPANIES ACT” 

No. 44150. 


NOTICE is hereby given that “ Rose- 
lawn Funeral Directors (1959) Ltd.” was 
incorporated under the “Companies Act” 
on the 13th day of March, 1959. 

The authorized capital of the Company 
is seventy-five thousand dollars, divided 
into seventy-five thousand redeemable 
preference shares of a nominal or par 
value of one dollar each. 

The Company is also authorized to issue 
one hundred Class A voting, one thou- 
sand Class B, four thousand nine hundred 
Class C, and four thousand Class D 
shares without nominal or par value. 

The address of its registered office is 
301, 717 West Pender Street, Vancouver, 
BGs 

The objects for which the Company is 
established are:— 

(a) To carry on the business of funeral 
directors, embalmers, morticians, and un- 
dertakers: 

(b) To purchase or otherwise acquire, 
sell, or in any way deal in mortician’s, 
embalmer’s, and undertaker’s supplies and 
equipment of any and all kinds. 


Sy WWE TUANALOR 


mh26—2289 Registrar of Companies. 


CERTIFICATE OF INCORPORATION 





“Societies Act” 
Canada: 
Province of British Columbia. 
No. 5624. 


I HEREBY CERTIFY that “ Dawson 
Creek Rotary Community Service So- 
ciety ” has this day been incorporated as 
a Society under the “ Societies Act.” 

The locality in which the operations of 
the Society will be chiefly carried on is 
in or near the City of Dawson Creek, 
Province of British Columbia. 


Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this sixteenth day of March, one thousand 
nine hundred and fifty-nine. 


S. W. TAYLOR, 
Registrar of Companies. 


The objects of the Society are:— 

(a) To promote or to assist in the pro- 
motion of and to do all things incidental 
to the promotion of such of the following 
undertakings as the Society may decide, 
that is to say: A municipal health centre. 
public library, museum, skating rink, 
arenas, curling rink, civic auditorium, 
swimming pool, public parks, play- 
grounds, and premises for the playing of 
sports, projects for the assistance and 
comfort of the aged, crippled children, the 
blind, and the mentally or physically 
handicapped, the promotion of bands, 


[L.s.] 


orchestras, musical and dramatic presen- 
tations, the promotion of art and art dis- 
plays, the preservation of premises of 
historical interest, the erection of public 
monuments and memorials, assistance to 
students, and projects for the purpose of 
curbing juvenile delinquency, and which it 
is not of the nature of any trade, industry, 
or business, and which will be carried on 
on a non-profit basis: 

(b) Without limiting the generality of 
the foregoing to assist and aid, to such 
extent and in such manner as the Society 
deems proper, any other society, organiza- 
tion, public body, or any municipal cor- 
poration, or other body corporate, in any 
object or undertaking of the nature or of 
the kind set forth in paragraph (a) hereof, 
and for the purposes aforesaid to enter 
into agreements or arrangements with 
such other societies, organizations, public 
bodies, municipal corporations, or other 
bodies corporate with respect to the fi- 
nancing of such objects or undertakings, 
the management thereof, and any other 
matters appertaining thereto. 

ap16—2281 





“ COMPANIES ACT” 
No. 44140. 


NOTICE is hereby given that “ New 
Era Enterprises Ltd.” was incorporated 
under the “Companies Act” on the 12th 
day of March, 1959. 

The authorized capital of the Company 
is twenty-five thousand dollars, divided 
into twenty-five thousand ordinary shares 
with a nominal or par value of one dollar 
each. 

The address of its registered office is 
618 Twelfth Street, New Westminster, 
Bic 


‘The object for which the Company is 
established is: To manufacture, buy, sell, 
and deal in goods, wares, and merchan- 
dise. 

S: W. LAYLOR, 
mh26—2263 Registrar of Companies. 


“COMPANIES ACT ” 
No. 44175. 


NOTICE is hereby given that “ Prospect 
Holdings Ltd.” was incorporated under 
the “Companies Act” on the 16th day 
of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares of a nominal or par 
value of one dollar each. 

The address of its registered office is 
11, 246 East Broadway, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business as finan- 
cial agents and to buy and sell and deal 
in, as agents or principals, mortgages, 
agreements, or real estate, or personal 
property, and notes and obligations of 
all kinds: 

(b) To collect and dispose of interest 
and income from such mortgages, notes, 
and other obligations: 

(c) To make loans and accept security 
therefor, and engage in the acceptance, 
discount, and sale of all and any kinds of 
commercial paper: 

(d) To loan or advance money to share- 
holders and directors of the Company, 
and negotiate loans as part of the ordi- 
nary course of the Company’s business: 

(e) To buy and sell real estate: 


(f) To purchase, or otherwise acquire; 
to hold, sell, exchange, dispose of, and 
deal with property, and to trade in and 
finance, purchase, sell, and discount mort- 
gages, agreements for sale, or any equi- 
ties whatsoever in real property; to make 
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investments of the Company’s money in 
any kind or kinds of real property or in- 
terests therein: 

(g) To carry on business of agents, in- 
cluding manufacturers’ agents: 

(h) To lend money to and guarantee 
payments of persons having business with 
the Company in case where such loan or 
guarantee appears likely, directly or in- 
directly, to further the objects of the 
Company: 

(i) To do all such other things as ap- 
pear to the directors to further the objects 
of the Company: 

(j) To borrow moneys and give security 
by way of mortgage on Company prop- 
erty, both real and personal. 


S. W. TAYLOR, 
mh26—2297 Registrar of Companies. 


CERTIFICATE OF INCORPORATION 





“Societies Act” 
Canada: 
Province of British Columbia. 
No. 5625. 

I HEREBY CERTIFY that “ Vancou- 
ver Executives’ Association ” has this day 
been incorporated as a Society under the 
“ Societies Act.” 

The locality in which the operations of 
the Society will be chiefly carried on is 
City of Vancouver, Province of British 
Columbia. 

‘Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this sixteenth day of March, one thousand 
nine hundred and fifty-nine. 


SW. DAYEOR; 
Registrar of Companies. 


The objects of the Society are:— 

(a) To institute and maintain a method 
of exchange and interchanging business 
information between its members: 

(b) To create and encourage co-opera- 
tive business efficiency and service to its 
members, and to bring its members in 
touch with prospective business: 

(c) To encourage local and foreign 
trade expansion for the benefit of its 
members: 

(d) To develop the business efficiency 
of its members and to promote a better 
acquaintance and closer association be- 
tween them: 

(e) To raise money for charitable pur- 
poses in any manner or by any lawful 
means, and to hold any special meetings 
as in the opinion of the directors may be 
conducive to this end. ap16—2281 


“COMPANIES ACT” 
No. 43819. 


NOTICE is hereby given that “ Ellis 
Trailer Sales Ltd.” was incorporated un- 
der the “ Companies Act” on the 5th day 
of February, 1959. 

The authorized capital of the Company 
is fifteen thousand dollars, divided into 
fifteen thousand preference shares of a 
nominal or par value of one dollar each. 

The Company is also authorized to issue 
one hundred Class A common shares and 
nine thousand nine hundred Class B com- 
mon shares without nominal or par value. 

The address of its registered office 1s 
Suite 3, 709 Dunsmuir Street, Vancouver, 
BC, 

The objects for which the Company is 
established are:— 

(a) To buy, sell, import, export, ex- 
change, and generally deal in all kinds of 
automobiles, motors, engines, machines, 
and parts pertaining thereto: 


[L.s.] 





(b) To buy, sell, import, export, ex- 
change, and generally deal in all kinds of 
automotive trailers and mobile homes, 
accessories and parts: 

(c) To keep, maintain, operate, and 
manage garages, storehouses, storerooms, 
and warehouses, and other like places for 
the safekeeping, display, cleaning, repair- 
ing, and care generally of automobiles, 
motor-cars, trailers, mobile homes of any 
and every kind and description and class, 
and of all accessories thereof of any and 
every kind and description, and to rent, 
lease, and hire motor-cars, trucks, auto- 
mobiles, trailers, and mobile homes of all 
kinds, and to transport trailers and mobile 
homes for hire: 

(d) To purchase real or personal prop- 
erty for the purposes of investment only 


and not for resale. 
S. W. TAYLOR, 
mh26—2264 Registrar of Companies. 


“COMPANIES ACT ” 
No. 44181. 


NOTICE is hereby given that “ Haupt- 
man Construction Ltd.” was incorporated 
under the “Companies Act” on the 18th 
day of March, 1959. 

The authorized capital of the Company 
is fifteen thousand dollars, divided into 
fifteen thousand preference shares with 
a nominal or par value of one dollar 
each. 

The Company is also authorized to 
issue ninety-nine hundred Class A com- 
mon shares and one hundred Class B 
shares without nominal or par value. 

The address of its registered office is 
318 Zeller Building, 604 Columbia Street, 
New Westminster, B.C. 

The objects for which the Company is 
established are:— 


(a) To conduct and carry on the busi- 
ness of builders and contractors for the 
purpose of building, erecting, altering. 
repairing, or doing any other work in 
connection with any and all classes of 
building and improvements of any kind 
and nature whatsoever, including the 
building, rebuilding, alteration, repairing, 
or improvement of houses, factories, 
buildings, works, or erections of every 
kind and description whatsoever, and the 
locating, laying-out, and constructing of 
roads, avenues, sewers, and generally all 
classes of buildings, erections, and works, 
both public and private, or integral parts 
thereof, and generally to do and perform 
any and all work as builders and con- 
tractors, and with that end in view to 
solicit, obtain, make, perform, and carry 
out contracts covering the building and 
contracting business and the work con- 
nected therewith, and to manufacture, 
buy, sell, deal in goods and merchandise 
incidental thereto: 

(b) To acquire by purchase, lease, ex- 
change, concession, or otherwise, city 
lots, farm lands, mining or fruit lands, 
town sites, grazing and timber lands, and 
any description of real estate and real 
property or any interest and rights therein, 
legal or equitable or otherwise howso- 
ever; to take, build upon, hold, own, 
maintain, work, develop, sell, lease, ex- 
change, improve, or otherwise deal in 
and dispose of such lots, lands, sites, real 
estate and real property or any interest 
therein, to deal with any portion of the 
lands and property so acquired, subdivid- 
ing the same into the building lots and 
generally laying the same out into lots, 
street and building sites for residential 
purposes or otherwise, and with power 
to construct streets thereon, necessary 
sewerage and drainage system, to build 


upon same for residential purposes or 
other, to supply buildings so erected with 
electric light, heat, gas, water, or other 
requisites: 

(c) To buy, sell, exchange, lease, or 
otherwise deal in real estate and immoy- 
able property, and to negotiate for the 
purchase, sale, exchange, or lease of real 
estate and immovable property, and gen- 
erally to carry on the business of real- 
estate agents in all its branches: 

(d) To carry on business as financial 
and investment agents and to buy, sell, 
and deal in, either as principal or agent, 
stocks, bonds, debentures, mortgages on 
real estate and on personal property, se- 
curities, notes, and obligations of all 
kinds, and to collect and dispose of inter- 
est, dividends, or income upon or from 
such stock, bonds, debentures, mortgages, 
securities, notes, and other obligations. 


S. W. TAYLOR, 
mh26—2404 Registrar of Companies. 


“COMPANIES ACT ” 
No. 44180. 


NOTICE is hereby given that “ Wat- 
kins-Winram (Valley) Ltd.” was incorpo- 
rated under the “Companies Act” on 
the 17th day of March, 1959. 

The authorized capital of the Company 
is thirty-five thousand dollars, divided 
into one thousand Class A shares, nine 
thousand Class B shares, and twenty-five 
thousand preference shares, all having a 
nominal or par value of one dollar each. 

The address of its registered office is 
1500 Royal Bank Building, 675 West 
Hastings Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To buy, sell, transport, and deal in 
oil, coal, and other minerals and in fuels 
of all kinds: 

(b) To carry on business of scow own- 
ers, wharfingers, ship owners, and general 
traders: 

(c) To buy, sell, trade, and deal in 
goods, wares, and merchandise of every 
kind and description, and to do a general 
mercantile business. 


Ss W. BAYTWORS 
mh26—2404 Registrar of Companies. 


CERTIFICATE OF INCORPORATION 





“Co-operative Associations Act” 
Canada: 
Province of British Columbia. 
Nox 751% 

I HEREBY CERTIFY that “ Fraser 
Valley Farmers Co-operative” has this 
day been incorporated as an Association 
under the “Co-operative Associations 
Act” and that the denomination of its 
shares is one dollar each. 

The registered office of the Association 
will be situate at Cloverdale, Province of 
British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this eighteenth day of March, one thou- 
sand nine hundred and fifty-nine, 


Ss W; SAYLOR: 
Registrar of Companies. 


The objects of the Association are:— 

(a) To carry on the business of distrib- 
uting goods and services in all branches, 
whether wholesale or retail; to buy, sell, 
manufacture, and deal in goods, stores, 
articles for consumption, for personal use 
or adornment, or otherwise, and chattels 
and effects of all kinds; to transact busi- 
ness for other persons or corporations as 


[L.S.] 
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agents, and to provide services of all kinds 
for the convenience and advantage of the 
members of the Association, or its 
patrons: 

(b) To make arrangements with per- 
sons engaged in trade, business, or profes- 
sion, and others, for the concession to the 
Association’s members, ticket-holders, and 
others of any special rights, privileges, 
and advantages, and in particular in re- 
gard to the supply of goods, and for ser- 
vices: 

(c) To own and operate hotels, room- 
ing-houses, restaurants, lunch-counters, 
libraries, gas-stations, garages, repair- 
shops, machine-shops, and locker-plants: 

(d) To buy, sell, lease, mortgage, or 
otherwise acquire, and dispose of any 
lands, buildings, machinery, and merchan- 
dise of every description; to erect, pull 
down, alter, or otherwise deal with any 
building thereon: 


(e) To market goods or services of all 
sorts and kinds produced or rendered by 
members of the Association or otherwise. 

apl16—2401 


“COMPANIES ACT” 
No. 44184. 


NOTICE is hereby given that “J. P. 
Enterprises Ltd.” was incorporated under 
the “Companies Act” on the 18th day 
of March, 1959. 


The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 


The address of its registered office is 
408 Zeller Building, 604 Columbia Street, 
New Westminster, B.C. 


The objects for which the Company is 
established are:— 

(a) To carry on the business of general 
contractors and builders, and to enter 
into contracts for, construct, execute, and 
carry on all description of works, build- 
ings, and other structures, and to carry on 
for the purposes aforesaid the business of 
a general construction company and con- 
tractors for the construction of works, 
buildings, and other structures, public and 
private: 

(b) To acquire and hold real and per- 
sonal property of every kind and descrip- 
tion, including mortgages, agreements for 
sale, leases, shares, stocks, debentures, 
bonds, and securities of all kinds and de- 
scriptions for the purposes of investment 
and for the purpose of earning rent and 
interest, but not to trade in the same as 
a business or plan for profit. 


So We EASE OR: 
mh26—2405 Registrar of Companies. 


“COMPANIES ACT ” 
No. 44172. 

NOTICE is hereby given that “C. E. 
Barker Ltd.” was incorporated under the 
“Companies Act” on the 16th day of 
March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
816, 602 West Hastings Street, Vancou- 
ver, B.C. 

The objects for which the Company is 
established are:— 

(a) To manage, organize, reorganize, 
and develop business enterprises, in par- 
ticular but without limiting the generality 
of the foregoing, to manage, organize, 
reorganize, and develop construction en- 
terprises and businesses: 


(b) To carry on the business of man- 
agement consultants, industrial consul- 
tants, and advisers and consultants in the 
operation of all kinds of businesses, oper- 
ations, and undertakings, and to provide 
management services for all manner of 
businesses, industries, and other enter- 
prises: 

(c) To furnish advice and services 
with respect to the organization, reorgant- 
zation, and management of businesses 
and to receive in payment therefor fees, 
royalties, commissions, either in cash, 
securities, or other propery. 

SS. W. [TAYLOR. 


mh26—2402 Registrar of Companies. 








“COMPANIES ACT” 
No. 44176. 


NOTICE is hereby given that “R. J. 
Calhoon Ltd.” was incorporated under 
the “Companies Act” on the 17th day 
of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
thousand preference shares with a nom- 
inal or par value of ten dollars each. 


The Company is also authorized to 
issue ten thousand shares without nom- 
inal or par value. 

The address of its registered office is 
Suite 2, 618 Columbia Street, New West- 
minster, B.C. 

The objects for which the Company is 
established are:— 

(a) To acquire by purchase, lease, ex- 
change, concession or otherwise, city lots, 
farm lands, mining or fruit lands, town 
sites, grazing and timber lands and any 
description of real estate and real prop- 
erty or any interest and rights therein 
legal or equitable or otherwise howso- 
ever; to take, build upon, hold, own, 
maintain, work, develop, sell, lease, ex- 
change, improve or otherwise deal in 
and dispose of such lots, lands, sites, real 
estate and real property or any interest 
therein, to deal with any portion of the 
lands and property so acquired, subdivid- 
ing the same into the building lots and 
generally laying the same out into lots, 
street and building sites for residential 
purposes or otherwise, and with power to 
construct streets thereon, necessary sew- 
erage and drainage system, to build upon 
same for residential purposes or other- 
wise, to supply buildings so erected with 
electric light, heat, gas, water or other 
requisites: 

(b) To act as insurance brokers and 
general agents for employment, and also 
for the sale and purchase of real estate 
and all interests therein, and for reward 
to procure real estate investments for any 
person; to act as selling agents for the 
owners of any real estate, subdivision 
building sites, town sites or lands of any 
kind, or any interest therein, and to take 
over and acquire from any person or cor- 
poration any agency exclusive or other- 
wise for the sale of any such lands, sites 
or interest therein, and to accept an 
assignment of and perform any contracts 
made by any such person with any other 
person or corporation for the sale of any 
such lands, sites or interests therein as 
agents or otherwise, and generally to act 
as real estate, house and rental agents, 
and as incidental thereto to carry on the 
business of fire insurance agents: 


(c) To act as a real estate agent under 
the “Real-estate Agents’ Licensing Act,” 
being Chapter 189 of the Revised Stat- 
utes of British Columbia and all amend- 
ments thereto: 


(d) To buy, discount, make advances 
upon or sell all description of leasehold 
or other properties, agreements for sale, 
mortgages and all descriptions of real 
and personal property, outright or abso- 
lute by condition, by way of assignment 
or otherwise: 

(e) To invest the capital of the Com- 
pany in and lend money upon all the 
securities before herein enumerated and 
to repurchase, dispose of, make advances 
on loan money subject to the provisions 
contained in section 18 of the “Com- 
panies Act,” Revised Statutes of British 
Columbia, 1948, Chapter 58, which shall 
not be the objects of this memorandum: 

(f) To acquire by purchase, lease, ex- 
change, hire or otherwise, land and prop- 
erty or any tenure or any interest in the 
same: 

(g) To sell, lease, mortgage or other- 
wise dispose of lands, buildings and other 
property of the Company: 

(h) The objects of any one clause 
shall not be deemed to restrict any of the 
other clauses. 


mh26—2403 
CERTIFICATE OF INCORPORATIO 


“Societies Act” 
Canada: 
Province of British Columbia. 
No. 5629. 


I HEREBY CERTIFY that “ Williams 
Lake Trail Riders Association” has this 
day been incorporated as a Society under 
the “ Societies Act.” 

The locality in which the operations of 
the Society will be chiefly carried on is 
in or adjacent to the Village of Williams 
Lake, Province of British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this eighteenth day of March, one thou- 
sand nine hundred and fifty-nine. 


S: W. TAYLOR, 
Registrar of Companies. 


The object of the Society is: To pro- 
mote and operate trail rides, horse racing, 
gymkhanas, concessions, carnivals, square 
dancing, and other allied entertainments, 
and to undertake the acquisition of, the 
construction of, and the maintenance of 
the requisite facilities therefor. 

apl16—2401 


“COMPANIES ACT” 
No. 44185. 

NOTICE is hereby given that “ Steel- 
Bilt Contractors Ltd.” was incorporated 
under the “Companies Act” on the 18th 
day of March, 1959. 
_ The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 


The address of its registered office is 
Room 730, 470 Granville Street, Vancou- 
ver, B.C. 


The objects for which the Company is 
established are: — 


(a) To carry on the business of general 
contractors and to enter into contracts 
for, construct, execute, own, and carry on 
all description of works, and to carry on 
for the purposes aforesaid the business of 
a general construction company and con- 
tractors for the construction of works 
public and private: 

(b) To construct, carry out, repair, 
maintain, improve, manage, work, con- 
trol, and superintend any aqueducts, 
docks, wharves, plant, engines, factories, 


S. W. TAYLOR, 
Registrar of Companies. 


[L.s.] 
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warehouses, dwelling-houses, apartments, 
duplexes, offices, buildings, and other 
works and conveniences which may seem 
directly or indirectly conducive to any 
objects of the Company: 

_ (c) To manufacture, buy, sell, and deal 
in all building and construction materials, 
including steel and aluminum cladding 
and sheets, fiberglass, doors, windows, in- 
sulations, and all other similar products. 


S. W. TAYLOR, 
Registrar of Companies. 


“COMPANIES ACT” 
No. 44187. 

NOTICE is hereby given that “ Mc- 
Donald Heating & Supply Ltd.” was in- 
corporated under the “Companies Act” 
on the 18th day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is at 
the offices of Messrs. Severide & Mulli- 
gan, Wright Building, Langley, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of buy- 
ing, selling, installing and _ servicing 
household appliances and heating and air- 
conditioning equipment of all kinds and 
to do all things incidental thereto: 

(b) To carry on the business of a 
wholesaler and retailer of fuel of all 
kinds. 


mh26—2405 





S. W: TAYLOR, 
mh26—2406 Registrar of Companies. 


“COMPANIES ACT ” 
No. 44189. 

NOTICE is hereby given that “ Nor- 
van Plumbing & Heating Supplies Ltd.” 
was incorporated under the “Companies 
Act” on the 18th day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
508 Hornby Street, Vancouver, B.C. 

The object for which the Company is 
established is: To carry on the respective 
businesses of plumbers, manufacturers, 
contractors, wholesalers and retailers for 
plumbing and sanitary fixtures and sup- 
plies, heating and ventilating plant and 
supplies, pipes, fittings, apparatus and 
repairs for heat, light, gas or water sup- 
plies, general contractors and builders. 


S. W. TAYLOR, 


mh26—2406 Registrar of Companies. 


“ COMPANIES ACT” 
No. 44186. 

NOTICE is hereby given that “ Wil- 
condon Jury Recordings Ltd.” was in- 
corporated under the “Companies Act” 
on the 18th day of March, 1959. 

The Company is authorized to issue 
one hundred shares without nominal or 
par value. 

The address of its registered office is 
304, 717 West Pender Street, Vancouver, 
BiG» 

The objects for which the Company is 
established are:— 

(a) To manufacture, buy, sell, dis- 
tribute, and deal in, and to use and em- 
ploy any and all materials, apparatus, 
equipment, appliances, and processes, 
patents, copyrights, trade rights, and 
rights relating to the production, exhibi- 
tion, licensing, purchase, sale, and use of 


records, and all other methods and 
mediums of reproducing sounds, whether 
for illustration, entertainment, amuse- 
ment, or instruction: 

(b) To acquire by purchase, lease, li- 
cence, or otherwise, privileges and rights 
to record or reproduce for sale to the 
public for gain, sounds, whether vocal, 
instrumental, or otherwise: 

(c) To permit, assist, educate, train, 
and manage such performers, artists, and 
technicians as the Company may from 
time to time think fit. 


Ss. W. LPAYEOR: 
mh26—2405 Registrar of Companies. 


“COMPANIES ACT” 
No. 44177. 

NOTICE is hereby given that “Paul 
Johanson Fishing Ltd.” was incorporated 
under the “Companies Act” on the 17th 
day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
402, 1111 West Georgia Street, Vancou- 
ver, B.C: 

The objects for which the Company is 
established are: — 

(a) To acquire by purchase, construc- 
tion, lease or otherwise and to operate, 
let out on lease, charter or hire, ships, 
vessels, boats, docks, marine ways, 
wharves, workshops, warehouses, nets, 
floats, lines, marine and fishing gear and 
other facilities of all kinds: 

(b) To carry on the business of fish- 
ing, transportation, salvage, towing and 
majntenance and repair of vessels, marine 
and fishing gear of all kinds: 

(c) To hold any property acquired by 
the Company for operation and invest- 
ment only, and not for speculation or 
trading. 

S: W. TAYLOR, 
mh26—2403 Registrar of Companies. 


“COMPANIES ACT” 
No. 44188. 

NOTICE is hereby given that “ North- 
ern Pacific Steel Ltd.” was incorporated 
under the “Companies Act” on the 18th 
day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
thousand Class “A” voting shares, four 
thousand Class “B” non-voting shares 
and five thousand redeemable preference 
shares, all with a nominal or par value of 
one dollar each. 


The address of its registered office is 
4829 Kingsway, Burnaby, B.C. 


The objects for which the Company is 
established are: — 

(a) To carry on the business of metal 
dealers and general salvage business in 
all their respective branches, both as 
wholesalers and retailers: 

(b) To carry on the business of any 
to buy, sell, barter, option, let or hire, 
deal in all and every kind of new and 
used metal, alloys, plastics, textiles, fab- 
rics, woods, utensile, ornaments, furni- 
ture, plumbing, leather goods, machinery, 
oils, painters, junk, goods, chattels and 
commodities of all kinds whether as 
merchants, manufacturers, wholesalers, 
retailers, agents, brokers or factors: 

(c) To carry on the trade or business 
of iron masters, steel makers, steel con- 
verters, smelters, engineers, tin-plate 
makers, steel converters, metal founders 
of all kinds, iron founders in all their 


respective branches (subject to the provi- 
sions of the “Engineering Profession 
Act” of British Columbia): 


(d) To carry on the business of cab- 
inet makers, carpenters, welders, anneal- 
ers, metallurgists, refiners, metal workers, 
metal founders, mechanical engineers, 
electrical engineers, reconditioners and 
renovaters of all kinds of goods, chattels, 
metals and materials in all their respec- 
tive branches (subject to the provisions 
of the “ Engineering Profession Act” of 
British Columbia): 


(e) To buy, sell and deal in all ma- 
terials and substances and commodities 
required in carrying on the business of 
the Company: 


(f) To search for, get, work, raise, 
make merchantable, sell and deal in iron, 
steel, coal, ironstove, brick-earth, bricks 
and other metals, minerals and sub- 
stances, and to manufacture, distribute or 
sell patent fuel, gas or natural gas and all 
by-products derived therefrom: 


(g) To carry on a general business as 
steel and metal designers, fabricators, 
erectors, manufacturers and contractors: 


(h) To borrow and raise money on 
any terms or conditions and in particular 
by the issue of debentures or debenture 
stock (whether perpetual or otherwise), 
mortgages, bonds or other securities and 
to mortgage all or any part of the Com- 
pany’s property including its uncalled 
capital for the purpose of securing such 
debentures, debenture stock, mortgages, 
bonds or other securities: 


({) To do all such things as are inci- 
dental or conducive to the attainment of 
the above objects and the carrying on 
any business incidental to any of the 
foregoing objects of the Company. 


Ss. W. TAYLOR; 


mh26—2406 Registrar of Companies. 





CERTIFICATE OF INCORPORATION 





“Societies Act” 
Canada: 
Province of British Columbia. 


No. 5627. 

I HEREBY CERTIFY that “Thomp- 
son Valley United Appeal” has this day 
been incorporated as a Society under the 
“Societies Act.” 

The locality in which the operations of 
the Society will be chiefly carried on is 
in the areas known as the valley of the 
North Thompson River, the valley of the 
South Thompson River, and the valley of 
the Thompson River, and the Upper 
Nicola Valley, all in the Province of 
British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this sixteenth day of March, one thousand 
nine hundred and fifty-nine. 

[L.s.] S. W. TAYLOR, 
Registrar of Companies. 


The objects of the Society are:— 

(a) To plan, initiate, and co-ordinate 
charitable, health, and welfare services, 
now existing or hereafter created, sup- 
ported, subscribed to, maintained, or con- 
ducted in the Thompson Valley districts: 

(b) To create and maintain a fund to 
be collected co-operatively by any suitable 
means, which fund shall be periodically 
disbursed by the Society, pursuant to its 
by-laws: 

(c) To acquire and dispose of both 
real and personal property. ap16—2401 
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CERTIFICATES OF 
INCORPORATION 


“COMPANIES ACT” 
No. 44036. 

NOTICE is hereby given that “ Nyglo 
Products Ltd.” was incorporated under 
the “Companies Act” on the 3rd day of 
March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares of a par value 
of one dollar each. 

The address of its registered office is 
intersection of Trans-Canada Highway 
and Beacon Road, Hope, B.C. 

The objects for which the Company is 
established are:— 

(a) To manufacture, fabricate, assem- 
ble, buy, sell and trade, and otherwise 
deal in and with sporting goods, sports 
clothing, and sporting equipment of all 
kinds, including tackle, equipment, and 
supplies for or pertaining or incidental to 
fishing, hunting, golf, skiing, and all other 
sports and recreations: 

(b) To perform repairs and to render 
services in connection with all merchan- 
dise, goods, equipment, and supplies of 
the kind or nature in or with which the 
Company is authorized to deal. 


S. W. TAYLOR, 
ap2—2190 Registrar of Companies. 


“COMPANIES ACT” 
No. 44037. 


NOTICE is hereby given that “ Wil- 
liams Bros. Concrete & Blacktop Ltd.” 
was incorporated under the “ Companies 
Act” on the 3rd day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
4259 East Hastings Street, Burnaby, B.C. 

The objects for which the Company is 
established are:— 

(a) To do and carry on a general 
cement and blacktop business of every 
kind and description: 

(b) To construct, improve, maintain, 
develop any roads, ways, sidewalks, path- 
ways, bridges, reservoirs, swimming-pools, 
and to construct, reconstruct, alter, im- 
prove, maintain all kinds of structures, 
houses, dwellings, duplexes, offices and 
office buildings, industrial buildings, fac- 
tories, garages, warehouses, works, and 
conveniences wherein cement or similar 
materials are used, and to construct, 
maintain, and develop any roads, ways, 
driveways, sidewalks, paths, curbs, and 
in particular by the use of concrete paving 
or blacktopping the same: 

(c) To lay out land for building pur- 
poses and to build on, improve, let on 
building leases, advance money to per- 
sons building on, and otherwise develop 
the same, in such manner as may seem 
expedient to advance the Company’s 
interests: 

(d) To undertake, construct, acquire, 
and carry on works of all kinds relating 
to any business of this Company and to 
enter into such contracts and make such 
arrangements as may be necessary to 
carry out the same: 

(e) To manufacture, buy, sell, or 
otherwise acquire and dispose of, hold, 
own, export and import, or otherwise 
deal with or in, both wholesale and retail, 
either as principal or agent, and upon 
commission, consignment, or otherwise, 
or as jobbers or brokers, goods, wares, 
products, and merchandise of any kind, 





nature, and description, and specifically 
materials, particularly cement and allied 
materials, blacktop, the several ingre- 
dients thereof, and allied materials: _ 

(f) To carry on any other business 
which may seem to the Company capable 
of being conveniently carried on in con- 
nection with the above, or calculated, 
directly or indirectly, to render profitable 
or enhance for the time being its interests. 


S. W. TAYLOR, 
ap2—2190 Registrar of Companies. 


“COMPANIES ACT” 
No. 44028. 


NOTICE is hereby given that “ Booth- 
Douglas Construction Ltd.” was incorpo- 
rated under the “‘ Companies Act” on the 
2nd day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand ordinary shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
5758 Beresford Street, Burnaby, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on a construction business, 
including general and heavy construction, 
and to carry on the business of contrac- 
tors and builders, and to enter into any 
contracts in relation to, and to erect, con- 
struct, maintain, alter, repair, pull down, 
and restore, either alone or jointly with 
any other companies or persons, works of 
all descriptions, including heating, cool- 
ing, refrigeration, electric, plumbing, 
water, sewage, chemical, precipitation, oil 
and hydraulic systems, steam and boiler 
and processing plants, mills, factories, 
wharves, docks, piers, railways, tram- 
ways, waterways, roads, bridges, ware- 
houses, engines, machinery, gas works, 
buildings of every description, and any 
other systems, plants, and premises, in- 
dustrial, institutional, or domestic, con- 
cerned therewith: 

(b) Subject to the “ Engineering Pro- 
fession Act, 1955,” to carry on the busi- 
ness of structural, mechanical, civil, hy- 
draulic, and electrical engineers and con- 
tractors, and to design, manufacture, 
build, remodel, assemble, and repair 
works, structures, patterns, machines, and 
appliances of every kind and nature: 

(c) To carry on the business of dis- 
tributers of (both wholesale and retail and 
as jobbers), agents for, buyers and sellers, 
manufacturers, repairers, storers, ware- 
housers, and dealers in engines and any 
kind of machinery, goods, stores, chattels, 
and effects of all kinds both wholesale 
and retail, and to transact every kind of 
agency business: 


(d) To invest the capital of the Com- 
pany, any accretions thereto, and such 
part of the income of the Company as the 
directors may from time to time deter- 
mine in such lands, mortgages, deben- 
tures, bonds, stocks, shares, and other 
forms of real and personal property as 
may be selected by the directors for the 
purpose of investment, but not to trade 
or deal in the same as a business or plan 
for profit, and from time to time to 
change such investment for others of a 
similar nature: 

(e) To carry on the business of ex- 
porters, importers, manufacturers’ agents, 
financiers, merchants, agents for any kind 
of insurance and every kind of brokerage, 
commission, and forwarding business in 
relation to any kind of property, real or 
personal: 


(f) To acquire by purchase or other- 
wise; to lease, sell, let, improve, operate, 





mortgage, or in any way deal in real and | 





personal property of every description, 
whether for use by the Company or other- 
wise: 

(g) To advance, deposit, or lend money 
in connection with the purchase, bailment 
of, or other dealing in any of the things 
in which the Company may in any way 
trade or operate: 

(h) To borrow or raise money for the 
purpose of the Company and to secure the 
repayment of the same in any manner the 
Company shall think fit, and either by 
mortgage, lien, or charge upon the whole 
or any part of the Company’s assets, 
present or future: 

(i) To draw, make, accept, endorse, 
discount, and issue promissory notes, bills 
of exchange, bills of lading, debentures, 
bonds, and any kind of negotiable or 
transferable instruments: 

(j) To sell or otherwise dispose of the 
undertaking of the Company, or any part 
thereof, and whether for shares, deben- 
tures, or security of any other Company 
or otherwise, and to distribute any of the 
property of the Company among the 
members in specie: 

(k) To enter into partnership or into 
any arrangement for sharing of profits, 
union of interests, reciprocal concessions, 
or co-operation with any person or com- 
pany carrying on or about to carry on 
or engage in any business or transaction 
which the Company is authorized to 
carry on or engage in, or any business 
capable of being conducted so as directly 
or indirectly to benefit the Company, and 
to amalgamate with any other company 
having objects at all similar to those of 
this Company: 

(1) To allow the shares of the Company 
as fully or partly paid as the whole or 
part of the purchase price of any prop- 
erty, including the goodwill of any per- 
son or corporation, or goods to be pur- 
chased by the Company, or for any other 
valuable consideration: 

(m) Generally to do all such things as 
may appear to be incidental or conducive 
to the attainment of the above objects, or 


any of them. 
S. W. TAYLOR, 
ap2—2186 Registrar of Companies. 


“COMPANIES ACT” 


No. 44032. 

NOTICE is hereby given that “ Knibb 
Holdings Ltd.” was incorporated under 
the “Companies Act” on the 2nd day of 
March, 1959. 

_ The authorized capital of the Company 
is fifty thousand dollars, divided into 
twenty thousand common shares and 
thirty thousand preference shares, both of 
a nominal or par value of one dollar each. 

The address of its registered office is 
1371 Third Avenue, Prince George, B.C. 

The objects for which the Company is 
established are:— 

(a) To purchase or otherwise acquire 
and hold for investment real and personal 
property and rights, and in particular 
lands, buildings, hereditaments, business 
or industrial concerns and undertakings, 
mortgages, charges, contracts, and any 
interest in real or personal property, and 
to construct, alter, improve, repair, and 
manage any such property: 

(b) To procure capital, credit, or other 
assistance for establishing, extending, or 
reorganizing any enterprise or industry 
carried on or intended to be carried on by 
any person, firm, corporation, or com- 
pany: 

(c) To take part in the management 
supervision, or control of the business or 
operations of any company or undertak- 
ing having objects altogether or in part 
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similar to those of the Company or in 
which the Company may be interested, 
and for that purpose to appoint and re- 
munerate any directors, accountants, or 
other experts or agents to manage, op- 
erate, and carry on as managers of the 
property, franchises, undertakings, and 
business of any corporation any of whose 
shares, bonds, debentures, or other securi- 
ties are held by the Company, for such 
remuneration as may be deemed reason- 
able and proper. 
S. W. TAYLOR, 

ap2—2188 Registrar of Companies. 


“COMPANIES ACT ” 
No. 44029. 

NOTICE is hereby given that “ Hag- 
gard Holdings Limited” was incorpo- 
rated under the “ Companies Act ” on the 
2nd day of March, 1959. 

The authorized capital of the Company 
is twenty-five thousand dollars, divided 
into twenty thousand preference shares 
and five thousand common shares, both 
having a nominal or par value of one 
dollar each. 

The address of its registered office is 
Suite 10, Croll Block, 305 Argyle Street, 
Port Alberni, B.C. 

The object for which the Company is 
established is: To carry on business as 
factors, brokers, storekeepers, both whole- 
sale and retail, as dealers in petroleum 
products, as garage and service-station 
operators, proprietors, and mechanics, as 
dealers in automotive equipment, ma- 
chinery, and parts; to improve and sell 
lands; as general contractors in all 
branches of the construction industry, and 
as dealers and jobbers in building equip- 
ment and supplies. 

S.W.« TAYLOR; 
ap2—2186 Registrar of Companies. 


“COMPANIES ACT” 
No. 44024. 

NOTICE is hereby given that “ Barry- 
Evans Contracting Ltd.” was incorporated 
under the “ Companies Act” on the 2nd 
day of March, 1959. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
4225 Fraser Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of con- 
tractors and general contractors, and to 
enter into contracts for, construct, ex- 
ecute, own, and carry on all descriptions 
of the businesses of a general construction 
company and contractors for the con- 
struction of works, public and private: 

(b) To make investments of the funds 
or moneys of the Company in any kind 
or kinds of real or personal, movable or 
immovable property, and to change, alter, 
vary, or realize upon any investments 
from time to time, and to reinvest the 
proceeds thereof: 

(c) To make advances and lend money 
upon the security of real or personal 
property of every description or upon per- 
sonal security: 

(d) To undertake the direction, man- 
agement, and control of real and personal 
property of every description of any per- 
sons, firms, or corporations, whether 
members of this Company or not: 

(e) To purchase, discount, acquire, deal 
in, sell, dispose of, or otherwise turn to 
account any interest in real or personal 
estate, and to carry on the business of 


mercantile, financial, investments, mort- 
gage, real-estate agents, insurance agents, 
and general agents and brokers: 

(f) To take or otherwise acquire and 
hold shares or stock in any other com- 
pany having objects altogether or in part 
similar to those of this Company, or 
carrying on any business capable of being 
conducted so as to, directly or indirectly, 
benefit this Company: 

(g) To lend money to and guarantee 
the performance of the contracts and ob- 
ligations of, and the payment of the prin- 
cipal of or the dividends or interest on 
any stock, shares, debentures, or securi- 
ties of any company or person having 
dealings with the Company in any case in 
which such loan or guarantee may appear 
likely, directly or indirectly, to further 
the object of this Company or the in- 
terests of its shareholders: 

(h) To borrow or raise money on any 
terms or conditions, and in particular by 
the issue of debentures or debenture stock 
(whether perpetual or otherwise), mort- 
gages, bonds, or other securities, and to 
mortgage or pledge all or any part of 
the Company’s property, including its 
uncalled capital, for the purpose of secur- 
ing such debentures, debenture stock, 
mortgages, bonds, or other securities: 

(i) Generally to carry on any other 
business whatsoever which the Company 
may desire or may consider capable of 
being conveniently carried on in connec- 
tion with the business of the Company: 

(j) To do all such other things as are, 
in the opinion of the directors, incidental 
or conducive to the attainment of the 


above objects. 
SE Yo AN ALCOURS. 
ap2—2182 Registrar of Companies. 


“COMPANIES ACT” 
No. 44033. 

NOTICE is hereby given that “ Has- 
ler’s Concrete Ltd.” was incorporated 
under the “ Companies Act” on the 2nd 
day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into two 
thousand common shares and eight thou- 
sand preference shares, both of a nominal 
or par value of one dollar each. 

The address of its registered office is 
8, 304 Victoria Street, Kamloops, B.C. 

The object for which the Company is 
established is: To manufacture, sell, and 
distribute concrete and concrete products 
and ready-mix concrete. 


S. W. TAYLOR, 
ap2—2189 Registrar of Companies. 
“COMPANIES ACT ” 

No. 44041. 

NOTICE is hereby given that “ Sidney 
Duck Farm Ltd.” was incorporated under 
the “Companies Act” on the 3rd day of 
March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
thousand preference shares having a nomi- 
nal or par value of ten dollars each. 

The Company is also authorized to 
issue ten thousand shares without nomi- 
nal or par value. 

The address of its registered office is 
220 Canada Trust Building, 1205 Broad 
Street, Victoria, B.C. 

The objects for which the Company is 
established are:— 

(a) To purchase, acquire, and take 
over as a going concern the business and 
undertaking heretofore carried on in the 
Victoria Assessment District, Province of 
British Columbia, under the name of 





“ Sidney Duck Farm” with all or any of 
the assets thereof, and to carry on the 
business of the same: 

(b) To carry on the business of hatch- 
ers, breeders, producers, importers, ex- 
porters, wholesalers, and retailers of 
poultry, poultry products, and poultry by- 
products in all their respective branches: 

(c) To manufacture, buy, sell, import, 
export, provide, distribute, and generally 
deal in goods, commodities, and ser- 
vices relating to the raising, producing, 
handling, storing, canning, quick-freezing, 
refrigerating, processing, and marketing 
of poultry, poultry products and poultry 
by-products: 

(d) To carry on any other business 
which, in the discretion of the directors, 
may be conveniently carried on with any 
of the foregoing objects. 


S: W. TAYLOR, 
ap2—2190 Registrar of Companies. 


“COMPANIES ACT” 
No. 44039. 


NOTICE is hereby given that “ Morti- 
fee Movie Corporation Ltd.” was incor- 
porated under the “Companies Act” on 
the 3rd day of March, 1959. 

The authorized capital of the Company 
is nine thousand dollars, divided into nine 
thousand preference shares of the par 
value of one dollar each. 

The Company is also authorized to is- 
sue one thousand shares without nominal 
or par value. 

The address of its registered office is 
1250 Richards Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of motion- 
picture producers and to operate motion- 
picture studios: 

(b) To photograph, produce, develop, 
and otherwise create photographic pic- 
tures, moving and still pictures, and to 
distribute, buy, sell, rent, barter, import 
and export, and otherwise generally trade 
in moving and still pictures and photo- 
graphic supplies and equipment: 

(c) To purchase, lease, or otherwise ac- 
quire apparatus and equipment used in 
motion and general photography: 

(d) To acquire all necessary rights, pat- 
ents, copyrights, and devices necessary for 
the manufacture, production, develop- 
ment, and processing of motion-picture 


films. 
Si: W;.. LAYLOR, 
ap2—2191 Registrar of Companies. 


“COMPANIES ACT” 
No. 44040. 

NOTICE is hereby given that “ Gerald 
Nickolls Photo Corporation Ltd.” was in- 
corporated under the “ Companies Act” 
on the 3rd day of March, 1959. 

The authorized capital of the Company 
is nine thousand dollars, divided into nine 
thousand preference shares of the par 
value of one dollar each. 

The Company is also authorized to is- 
sue one thousand shares without nominal 
or par value. 

The address of its registered office is 
1250 Richards Street, Vancouver, B.C. 

The objects for which the Company is 

established are: — 
_ (a) To carry on the business of operat- 
ing photographic studios and the practice 
of photography in all its branches, dealing 
by wholesale and retail in photographic 
equipment and all materials incidental to 
the practice and business of photography, 
dealing by wholesale and retail in photo- 
graphic processing of motion and still 
pictures: 
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(b) To carry on any other business 
(whether manufacturing or otherwise) 
which may seem to the Company capable 
of being conveniently carried on in con- 
nection with the above, or calculated di- 
rectly or indirectly to enhance the value 
of or render profitable any of the Com- 
pany’s property or rights. 


a» Ww. TAYLOR, 
Registrar of Companies. 


ap2—2191 


“COMPANIES ACT” 
No. 44035. 


NOTICE is hereby given that “ Hartley 
& Sons Construction Ltd” was incorpo- 
rated under the “ Companies Act ” on the 
3rd day of March, 1959. 

The authorized capital of the Company 
is thirty thousand dollars, divided into ten 
thousand common shares and twenty 
thousand preference shares, both of the 
par value of one dollar each. 

The address of its registered office is 
634 No. 3 Road, Richmond, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the trade or business 
of builders and building contractors: 

(6) To enter into any contracts in re- 
lation to, and to erect, construct, main- 
tain, alter, repair, pull down, and restore, 
either alone or jointly with any other 
companies or persons, works of all de- 
scriptions, including wharves, docks, piers, 
roads, bridges, warehouses, factories, 
mills, engines, machinery, vehicles, and 
vessels, gas-works, electric works, water- 
works, drainage and sewerage works, 
dwelling houses, hotels, apartment build- 
ings, and building of every description: 

(c) To manufacture, buy, sell, or 
otherwise acquire and dispose of, hold, 
own, export and import, repair and main- 
tain, and otherwise deal with or in, both 
wholesale and retail, either as principal 
or agent, and upon commission, consign- 
ment, or otherwise, or as jobbers or 
brokers, goods, wares, products, and mer- 
chandise of any kind, nature, and descrip- 
tion: 

(d) To build, acquire, possess, hold, 
operate, lease, sell, purchase, manage, 
own, and convey stores, warehouses, 
buildings, dwellings, apartments, erec- 
tions, and plants, lands, land or water 
privileges, and all other kinds of real and 
personal property, or any interest or 
equity therein or privilege, easement, or 
option relating thereto: 

(e) To carry on business as capitalists, 
financiers, mortgage brokers, and finan- 
cial agents, to transact all kinds of agency 
business, to advance money on the secu- 
rity of stocks, shares, bonds, debentures, 
real property, agreements, bills of lading, 
warehouse receipts, choses in action, 
coupons, and other negotiable security or 
non-negotiable security or documents, and 
to seek for and secure openings for the 
employment of capital in British Colum- 
bia and elsewhere, and carry on the busi- 
ness of promoters and to form, assist, and 
float and control companies and under- 
takings and generally to carry on any 
business or undertake any transaction 
usually carried on or undertaken by finan- 
cial agents, capitalists, or financiers: 

(f) At the discretion of the directors, 
to borrow such sums of money for the 
purposes of the Company as shall from 
time to time be required, either unsecured 
or secured by hypothecation of the Com- 
pany’s assets: 

(g) To allot, credited as fully or partly 
paid up, shares (of one or more kinds 
or classes) or bonds, or debenture stock 
of the Company, as the whole or part of 


the purchase price of any property ac- 
quired by the Company, or debentures 
for the same, or for services or other 
valuable consideration: 

(h) To make gifts and donations to 
any person, firm, or corporation for any 
purpose whatsoever, whether such person, 
firm or corporation be a member of the 
Company or not: 

(i) To issue and allot shares in the 
Company of more than one class, includ- 
ing, if required from time to time, pref- 
erence shares conferring special privileges 
and imposing special restrictions upon the 
holders thereof. 

S-WaTAYLOR, 
ap2—-2189 Registrar of Companies. 


“COMPANIES ACT” 
No. 44030. 

NOTICE is hereby given that “ Sirco 
Products Limited ” was incorporated un- 
der the “Companies Act” on the 2nd 
day of March, 1959. 

‘The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares of a nominal or par value 
of one dollar each. 

The address of its registered office is 
1403, 1030 West Georgia Street, Vancou- 
Ver, BiG. 

The objects for which the Company is 
established are:— 

(a) To carry on business of manufac- 
turers of plants, engines, and other ma- 
chinery, tool makers, brass founders, 
metal workers, boiler makers, millwrights, 
machinists, smiths, steam and gas fitters, 
builders, and generally to manufacture 
all devices and natures of machinery and 
equipment, and to buy, sell, convert, alter, 
let, or hire, and deal in the same: 

(b) To manufacture, import, export, 
buy, sell, and deal in all natures of de- 
vices, goods, wares, merchandise, ma- 
chinery, and equipment: 

(c) To manufacture, compound, de- 
velop, refine, purchase, sell, and deal in 
chemicals, dyestuffs, cements, minerals, 
plastics, and all derivatives or products 
of any of them, and quarries and the 


products thereof. 
S. W. TAYLOR, 
ap2—2188 Registrar of Companies. 


“COMPANIES ACT ” 
No. 44020. 

NOTICE is hereby given that ‘“Pres- 
ton’s Stores Ltd.” was incorporated under 
the “ Companies Act ” on the 27th day of 
February, 1959. 

The authorized capital of the Company 
is fifty thousand dollars, divided into one 
thousand ordinary shares and four thou- 
sand preference shares, both with a nom- 
inal or par value of ten dollars each. 

The address of its registered office is 
Campbell River, B.C. 


The objects for which the Company is 
established are:— 


(a) To buy, sell, and otherwise deal in 
goods, wares, and merchandise of every 
kind and description whatsoever, both 
wholesale and retail: 


(b) To carry on a general trading and 
commercial business and, without restrict- 
ing the generality of the foregoing, to 
carry on business as importers, exporters, 
manufacturers, wholesale and retail mer- 
chants, and dealers in goods, wares, and 
merchandise of every kind and descrip- 
tion, and to act as agents, commission 
merchants or representatives for the pur- 
pose of such business. 








S. W. TAYLOR, 


ap2—2165 Registrar of Companies. 


CERTIFICATES OF 
INCORPORATION 


“COMPANIES ACT” 
No. 44034. 

NOTICE is hereby given that “ Jan-E 
Holdings Ltd.” was incorporated under 
the “ Companies Act” on the 2nd day of 
March, 1959. ; 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
2427 Nanaimo Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To acquire by purchase, lease, ex- 
change, concession, or otherwise, real and 
personal property, and to hold the prop- 
erty so acquired for investment only and 
not for speculation or trading, and to 
utilize the funds of the Company to 
acquire such real and personal property: 

(b) To improve or alter any lands, 
buildings, and structures so acquired by 
the Company and to erect new buildings 
or structures upon such lands, and to 
lease, sub-lease, or rent such lands, build- 
ings, or structures, or any portion thereof 
to any person, firm, corporation, or part- 
nership: 

(c) To lend or advance any funds of 
the Company to any shareholder of the 
Company or to any other person, firm, 
or corporation. 

S. W. TAYLOR, 


ap2—2189 Registrar of Companies. 


CERTIFICATE OF INCORPORATION 





“Societies Act” 
Canada: 
Province of British Columbia. 
No. 5614. 

I HEREBY CERTIFY that “ The New 
Westminster, King Durham Charitable 
Society ” has this day been incorporated 
as a Society under the “Societies Act.” 

The locality in which the operations 
of the Society will be chiefly carried on 
Is vicinity of the City of New Westmin- 
ster, Province of British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this third day of March, one thousand 
nine hundred and fifty-nine. 


S. Wo TAYLOR: 
Registrar of Companies. 


The objects of the Society are:— 

(a) To supply and render services of 
a charitable nature to poor and needy 
persons: 


(b) To give donations for charitable 
purposes: 


(c) To solicit or raise money for the 
aforesaid objects: 


(d) To acquire and take by purchase, 
devise, or otherwise hold for the use of 
the Society, all kinds of real and personal 
property in the Province of British Co- 
lumbia: 


(e) To construct, rent, or lease any 


place or places of resort for the members 
of the Society: 


(f) To sell, exchange, mortgage, lease, 
let, or otherwise alienate all or any part 
of the real or personal property of the 
Society: 

_ (g) To co-operate with other organiza- 
tions, whether incorporated or not, which 
have objects similar in whole or in part to 
the objects of the Society: 
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(h) To ensure that no member of the 
Society has any right, benefit, or interest 
in a distribution upon a winding-up of 
the Society, the share of such distribu- 
tion to which a member would otherwise 
be entitled shall be disbursed for some 
one or more charitable purposes as may 
be designated by resolution in general 
meeting; this provision shall be unalter- 
able. ap2—2198 


“COMPANIES ACT” 
No. 44038. 
NOTICE is hereby given that “ Morni- 
cald Graphic Ltd.” was incorporated un- 
der the “Companies Act” on the 3rd 
day of March, 1959. 


The authorized capital of the Company 
is nine thousand dollars, divided into nine 
thousand preference shares of the par 
value of one dollar each. 


The Company is also authorized to is- 
sue one thousand shares without nominal 
or par value. 


The address of its registered office is 
1250 Richards Street, Vancouver, B.C. 


The objects for which the Company is 
established are:— 


(a) To carry on the business of operat- 
ing photographic studios and the practice 
of photography in all its branches, dealing 
by wholesale and retail in photographic 
equipment and all materials incidental to 
the practice and business of photography, 
dealing by wholesale and retail in photo- 
graphic processing of motion and still 
pictures: 

(b) To carry on any other business 
(whether manufacturing or otherwise) 
which may seem to the Company capable 
of being conveniently carried on in con- 
nection with the above, or calculated 
directly or indirectly to enhance the value 
of or render profitable any of the Com- 
pany’s property or rights. 


S. W. TAYLOR, 


ap2—2191 Registrar of Companies. 


CERTIFICATE OF INCORPORATION 





“Societies Act” 
Canada: 
Province of British Columbia. 
No. 5612. 

I HEREBY CERTIFY that “Church 
Fund Raising Society ” has this day been 
incorporated as a Society under the “ So- 
cieties Act.” 

The locality in which the operations of 
the Society will be chiefly carried on is 
Vancouver, Province of British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this second day of March, one thousand 
nine hundred and fifty-nine. 


S. W. TAYLOR, 
Registrar of Companies. 


The objects of the Society are:— 

(a) To promote and co-ordinate the 
advancement of active interest, financial, 
social, and otherwise, in religious activi- 
ties and organizations: 

(b) To promote, co-ordinate, and or- 
ganize assistance to religious organiza- 
tions, churches, and church institutions 
with respect to the betterment of their 
financial welfare: 

(c) To promote the advancement of 
religious education and the dissemination 
of religious information of interest to 
persons of varying religious denomina- 


tions: 


a 








(d) To co-ordinate and promote co- 
operation with respect to church members 
of different denominations and the church 
or religious institution or organization in 
which they are members: 

(e) To acquire, hold, lease, manage, 
rent, or sell real property for the purposes 
of the Society objects, and of the mem- 
bers thereof: 

(f) To solicit or raise money for the 
aforesaid objects: 

(g) To do all such things as are neces- 
sary to the attainment of such objectives. 

ap2—2187 


“COMPANIES ACT” 
No. 44031. 

NOTICE is hereby given that “ Village 
Garage Limited” was incorporated under 
the “ Companies Act” on the 2nd day of 
March, 1959. 

The authorized capital of the Company 
is twenty-five thousand dollars, divided 
into twenty thousand preference shares 
and five thousand common shares, both 
having a nominal or par value of one 
dollar each. 

The address of its registered office is 
Suite 10, Croll Block, 305 Argyle Street, 
Port Alberni, B.C. 

The object for which the Company is 
established is: To carry on business as 
garage proprietors, service-station opera- 
tors, motor mechanics and repairmen, as 
dealers and jobbers in motor-vehicles, 
petroleum products, motor accessories, 
agricultural implements, tools, and equip- 
ment, as general merchants, both whole- 
sale and retail, as common carriers by 
land, sea, and air, as warehousemen, and 
as manufacturers of every kind. 


S. W. TAYLOR, 


ap2—2198 Registrar of Companies. 


“COMPANIES ACT ” 
No. 44042. 


NOTICE is hereby given that “Dolphin 
Beach Estates Limited” was incorporated 
under the “ Companies Act” on the 3rd 
day of March, 1959. 

The authorized capital of the Company 
is seventy thousand dollars, divided into 
six thousand Class A shares with a nom- 
inal or par value of ten dollars each and 
two thousand Class B shares with a nom- 
inal or par value of five dollars each. 


The address of its registered office is 
Island Highway, Parksville, B.C. 


The objects for which the Company is 
established are:— 


(a) To purchase the following land and 
premises, together with the buildings and 
structures, thereon, known as: All the 
water-front property lying on the shore- 
line facing northerly and easterly in Dis- 
trict Lots 78 and 8, Nanoose District, 
covering an average depth of 10 chains, 
with the exception of the most southerly 
1,000 feet lying north of the property 
held by the Department of National De- 
fence, together with 1,000 feet lake-front 
on Enos Lake along the north-east shore, 
commencing at the north-west end of the 
lake at a point where the clear water com- 
mences and the swamp vegetation ends, 
with an average depth of 200 feet: 


(b) To acquire, if considered in the 
Company’s interest, additional adjacent 
land or land in the near vicinity: 

(c) To own, sell, lease, exchange, or 
otherwise dispose of the whole or any 
part of the said lands and premises, and 
all or any of the said buildings and struc- 
tures thereon: 


(d) To charge or mortgage the said 
lands and premises to secure any unpaid 
balance of the purchase price therefor or 
for moneys advanced to the Company as 
a loan on the security thereof: 

(e) To improve, build upon, alter, and 
manage the said lands and buildings: 

(f) To purchase, lease, construct, or 
otherwise acquire, hold, enjoy, manage, 
improve, and assist in improving lands, 
water lots, wharves, docks, dock-yards, 
slips, warehouses, sheds, elevators, offices, 
hotels, dwellings, restaurants, parks, build- 
ings of every description and amusement 
resorts and appliances, and to sell, mort- 
gage, or otherwise dispose of the same: 

(g) To lay out building lots, and to 
clear and improve the same in any man- 
ner, and to construct roads and ways of 
every description, and to purchase, lease, 
construct, or otherwise acquire, hold, and 
enjoy, and to manage, on properties 
owned or controlled by the Company, 
facilities for water supply or for the fur- 
nishing of gas, electricity, power, light, 
heat, drainage, or sewerage, and to carry 
on any business incidental to any of the 
aforesaid purposes: 

(h) To carry on the business of ware- 
housemen and wharfingers, forwarders, 
and agents, and to charge tolls, dues, and 
other rental or royalty for the use of any 
of the above-mentioned properties or 
facilities: 

(i) To enter into agreements with own- 
ers of any of the foregoing properties or 
facilities: 

(j) To carry on the business of financial 
agents: 

(k) It is hereby declared that the inten- 
tion is that the objects in each of the para- 
graphs of this clause may be used as indi- 
vidual objects and in nowise shall be re- 
stricted to or subject to any interference 
from any other paragraph. 


s: W. LAYEOR, 
ap2—2198 Registrar of Companies. 


“COMPANIES ACT” 
No. 44045. 

NOTICE is hereby given that “ Frank- 
lin Finance Ltd.” was incorporated under 
the “ Companies Act” on the 3rd day of 
March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
hundred common shares and nine thou- 
sand nine hundred preferred shares, both 
of a par value of one dollar each. 

The address of its registered office is 
414 Standard Building, 510 West Has- 
tings Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To buy, sell, hold, deal in, and 
lend money on the security of conditional 
sale agreements, lien notes, hire purchase 
agreements, chattel and land mortgages, 
trade and commercial paper, bills of 
lading, warehouse receipts, bills of ex- 
change, all kinds of merchandise, shares, 
stocks, bonds, bills of sale, promissory 
notes, debentures, and other obligations, 
including all descriptions of freehold, 
leasehold, reversionary, contingent, and 
all other interests in real and personal 
property, either as principal, agent, or 
broker: 

(b) To receive and accept from 
makers, vendors, or transferors of any 
such security, guarantees, or other secu- 
rity for the performance or payment 
thereof and enforce such guarantees and 
realize on any such security: 


(c) To undertake or direct the man- 
agement of property of all kinds and to 
acquire, operate, manage, sell, lease, or 
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exchange the business or property of any 
firm, person, or corporation which has 
defaulted under the provisions of any 
agreement, mortgage, or other obligation 
between such person, firm, or corporation 
and the Company: 

(d) To negotiate loans of every de- 
scription and to transact business gen- 


erally as _ financiers, capitalists, and 
promoters. 

Ss. W. TAYLOR, 
ap2—2199 Registrar of Companies. 


“COMPANIES ACT” 
No. 44043. 


NOTICE is hereby given that “ Becker 
Blasting Company Ltd.” was incorporated 
under the “Companies Act” on the 3rd 
day of March, 1959. 

The authorized capital of the Company 
is fifty thousand dollars, divided into fifty 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
1 Credit Union Building, 1100 Lonsdale 
Avenue, North Vancouver, B.C. 

The object for which the Company is 
established is: For drilling, blasting, and 
crushing rock and other materials, and to 
use and operate all machinery and equip- 
ment and materials required in connec- 
tion with such operations, and to carry 
out all things that may be necessary in 
connection with or incidental to such 
work and business. 


Sew. LAYTORS 
ap2—2199 Registrar of Companies. 


* COMPANIES ACT” 
No. 44048. 


NOTICE is hereby given that “Western 
Mechanical Services Ltd.” was incorpo- 
rated under the “ Companies Act ” on the 
3rd day of March, 1959. 

The authorized capital of the Company 
is five thousand dollars, divided into five 
thousand preference shares with a nomi- 
nal or par value of one dollar each. 

The Company is also authorized to 
issue one thousand Class A common and 
four thousand Class B common shares 
without nominal or par value. 

The address of its registered office is 
914 Birks Building, 718 Granville Street, 
Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of engi- 
neering in all its branches and to buy, 
sell, manufacture, repair, convert, alter, 
and deal in machinery of every nature 
and kind whatsoever and all the parts 
and appurtenances thereto and any con- 
structions wherein situate: 

(b) To undertake and execute any 
contracts for works involving the supply, 
installation, use, maintenance, and repair 
of machinery, engines, and any and all 
other equipments in the erections wherein 
the same is situate, and to carry out any 
ancillary or other works comprised in 
such contracts: 


(c) To carry on the business of me- 
chanical, structural, and civil engineers, 
quantity surveyors and specialists in all 
or any of their respective branches: 

(d) To lend money to the shareholders 
on such security as the Company shall 
deem necessary: 

(e) To act as carriers, truckmen, cart- 
age agents and forwarders by land and 
water, agents, commission agents, insur- 
ance agents, merchants, warehousemen, 
and to warehouse and store products, 
materials, goods, wares, and merchandise 
for other persons, firms, companies, and 
corporations: 





(f) To carry on the business of a de- 
partment store or any part thereof: 

(g) To grant to other persons or cor- 
porations the right or privileges to carry 
on any kind of business on the premises 
of the Company on such terms as the 
Company shall deem expedient or proper: 

(h) To carry on any other business 
which may seem to the Company capable 
of being conveniently carried on in con- 
nection with the above or calculated, 
directly or indirectly, to render profitable 
or enhance the value of the Company’s 
rights of property for the time being. 


S. W. TAYLOR, 
ap2—2200 Registrar of Companies. 


“COMPANIES ACT” 
No. 44050. 

NOTICE is hereby given that “ King- 
crest Motors Ltd.” was incorporated 
under the “ Companies Act” on the 3rd 
day of March, 1959. 

The authorized capital of the Company 
is three thousand dollars, divided into 
three thousand shares of the nominal or 
par value of one dollar each. 

The address of its registered office is 
1435 Kingsway, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To buy, sell, and otherwise deal in 
automobiles, automotive equipment, and 
trucks, whether the same be used or new: 

(b) To accept motor-vehicles, trucks, 
trailers, and all types of automotive equip- 
ment on trade-ins, or purchase for resale 
either on a retail or wholesale basis: 

(c) To sell all manner of motor- 
vehicles, trailers, and (or) automotive 
equipment and accessories thereto: 

(d) To act as general wholesalers and 
retailers of all types of automotive equip- 
ment: 

(e) To do all such things as are inci- 
dental or conducive to the attainment of 
the above objects or any of them: 

(f) To engage in business as contem- 
plated herein, either done in a partnership 
with other persons, firms, or corporations. 


Show. AYIEOIRS 
Registrar of Companies. 





ap2—2201 


“COMPANIES ACT” 
No. 44046. 


NOTICE is hereby given that “ Mutual 
Building Supplies Ltd.” was incorporated 
under the “ Companies Act” on the 3rd 
day of March, 1959. 

The authorized capital of the Company 
is one thousand dollars, divided into one 
thousand Class A common shares with a 
nominal or par value of one dollar each. 

The Company is also authorized to 
issue twenty-four thousand Class B com- 
mon shares without nominal or par value. 

The address of its registered office is 
4829 Kingsway, Burnaby, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of the 
manufacturers and dealers in cement 
products and all or any _ by-product 
thereof, and other products or articles 
composed in whole or in part of cement 
and cement by-products: 

(b) To manufacture, buy, sell, import, 
export, and deal in, whether as principals 
or as agents, and on commission, consign- 
ment, or otherwise, cement and cement 
products of every nature and description 
and any products of which cement may 
be a component part and any other goods, 
wears, products, and merchandise of any 
kind, nature, and description which can 
be conveniently dealt in by the Company: 








(c) To do all such things as are, in the 
opinions of the directors, incidental or 
conducive to the attainment of the above 
objects: ; 

(d) For the purposes aforesaid, to 
carry on the business of trucking and 
common carriers by land and water and, 
in connection therewith, to contract for 
the carriage or transport of any goods, 
chattels, or merchandise. 


S. W. TAYLOR, 


ap2—2200 Registrar of Companies. 





“COMPANIES ACT” 
No. 44044. 


NOTICE is hereby given that “ Burrell 
Logging Co. Ltd.” was incorporated under 
the “Companies Act” on the 3rd day of 
March, 1959. 

The authorized capital of the Company 
is twenty-five thousand dollars, divided 
into twenty-five thousand shares with a 
nominal or par value of one dollar each. 

The address of its registered office is 
12 College Street, Chilliwack, B.C. 

The objects for which the Company is 
established are: — 

(a) To buy, own, sell, deal in, lease, 
or otherwise acquire, timber limits, logs, 
lumber, railroad ties, to manufacture 
every and all kinds of lumber, boards, 
and building materials: 

(b) To erect, acquire, own, buy, sell, 
lease, convey, improve, and operate saw- 
mills, planing-mills, and other mills and 
buildings for the manufacture of lumber, 
ties, and building material: 

(c) To contract for, own, lease, and 
operate lumber and logging roads for the 
purpose of transporting timber, logs, lum- 
ber, supplies, and merchandise of all 
kinds: 

(d) To buy, sell, own, acquire mer- 
chandise of all kinds, stores, clothing, 
machinery of every nature, and to deal in 
any and all kinds of merchandise and 
wares necessary to the operation of the 
business of contracting and manufacture 
of lumber, ties, and building material. 


S. W. TAYLOR, 
ap2—2199 Registrar of Companies. 


“ COMPANIES ACT” 
No. 44095. 


NOTICE is hereby given that “Alberni 
Sand and Gravel Limited ” was incorpo- 
rated under the “ Companies Act” on the 
9th day of March, 1959. 

The authorized capital of the Company 
is twenty-five thousand dollars, divided 
into twenty thousand preference shares 
and five thousand common shares, both 
having a nominal or par value of one 
dollar each. 

The address of its registered office is 
Suite 10, Croll Block, 305 Argyle Street, 
Port Alberni, B.C. 


The object for which the Company is 
established is: To carry on business as 
dealers, as jobbers in automotive and 
construction machinery and equipment, in 
petroleum products, as garage and ser- 
vice-station operators and mechanics, as 
truckers and common carriers on land 
and by sea, as operators of motor-vehicles, 
machinery, and equipment for hire, as 
general storekeeper, both wholesale and 
retail, as factors and brokers, as loggers, 
as contractors for all branches of the con- 
struction industry, as sand and gravel 
dealers, as quarry owners and operators, 
and as manufacturers of concrete and 
other cement products. 


S..W. TAYLOR, 


ap9—2243 Registrar of Companies. 
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CERTIFICATES OF 
INCORPORATION 


“COMPANIES ACT ” 


No. 44088. 

NOTICE is hereby given that “ Northam 
Enterprises Ltd.” was incorporated under 
the “Companies Act” on the 9th day of 
March, 1959. 

_ The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares of one dollar each. 

The address of its registered office is 
18220 Trans-Canada Highway, R.R. 3, 
Cloverdale, B.C. 

The object for which the Company is 
established is: To carry on business as 
sales agents, general merchandisers, both 
wholesale and retail, importers, and ex- 
porters. 





S. W. TAYLOR, 
Registrar of Companies. 


“COMPANIES ACT” 
No. 44108. 


NOTICE is hereby given that ‘“ Shire 
Farm Ltd.” was incorporated under the 
“Companies Act” on the 10th day of 
March, 1959. 

The Company is authorized to issue 
ten thousand shares without nominal or 
par value. 


The address of its registered office is 
Suite 206, Birks Building, 718 Granville 
Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 


(a) To acquire by purchase, lease, ex- 
change, or otherwise, and to hold, but 
not to trade or deal in the same as a 
business or plan for profit, lands, ranches, 
farms, farm buildings, products, and 
equipment, and to clear, develop, and 
operate farms and ranches for live stock 
or agriculture: 

(b) To breed, raise, keep, and render 
marketable cattle and live stock of all 
kinds, and to carry on the trade and busi- 
ness of cattle raising, farming, and deal- 
ing in meat, cattle, and live stock of all 
kinds, as well as skins, hides, and other 
animal products. 


ap9—2237 


S. W. TAYLOR, 
ap9—2252 Registrar of Companies. 
“COMPANIES ACT ” 
No. 44022. 

NOTICE is hereby given that “ Bomarc 
Fuels Ltd.” was incorporated under the 
“Companies Act” on the 2nd day of 
March, 1959. 

The Company is authorized to issue 
ten thousand shares without nominal or 
par value. 

The address of its registered office is 
2 Burnside Road West, Victoria, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of a 
wholesale and retail merchant, importer, 
and exporter of and dealer generally in 
fuel oil, oil, wood, coal, coke, fuel, and 
lubricants of all kinds: 

(b) To store and otherwise keep coal, 
coke, wood, oil, and fuel oil, and all 
kinds of fuel and lubricants: 

(c) For the objects aforesaid to carry 
on the business of forwarders, shippers, 
truckers, wharfingers, warehousemen, and 
operators of all manner of vehicles, 
trucks, and depositories: 

(d) To acquire, maintain, and operate 
service-stations, buildings, and garages for 
the storage, repairing, caring for, and 


keeping for hire therein of vehicles of 
every kind and of all the accessories 
thereof and thereto of any and every 
description, and to rent, lease, and hire 
motor-cars, trucks, trailers, and automo- 
biles of all kinds. 


S. W. TAYLOR, 
ap2—2180 Registrar of Companies. 


“COMPANIES ACT ” 
No. 44049. 


NOTICE is hereby given that “ Madsen 
Lumber Co. Ltd.” was incorporated under 
the “Companies Act” on the 3rd day 
of March, 1959. 

The Company is authorized to issue 
ten thousand shares without nominal or 
par value. 

The address of its registered office is 
Sixth Floor, The Canadian Bank of Com- 
merce Building, 640 West Hastings Street, 
Vancouver, B.C. 

The object for which the Company is 
established is: To carry on the business 
of loggers, lumbermen, manufacturers, 
growers, and producers of forest products 
of any kind and description, and the busi- 
ness of sawmill, shingle-mill, planing-mill, 
pulp-mill, and paper-mill operators or 
owners, and to produce, manufacture, 
finish, buy, sell at wholesale and retail, 
and prepare for market, piles, poles, pulp, 
pulpwood, paper, plywoods, lumber, 
shingles, forest products, and woods of 
all kinds, portable houses, buildings, and 
all articles and materials in the manufac- 
ture whereof logs, lumber, or wood is 


used, 
S. W. TAYLOR, 
ap2—2201 Registrar of Companies. 
- “COMPANIES ACT” 


No. 43991. 

NOTICE is hereby given that “ Hurley 
River Mines Ltd. (Non-Personal Liabil- 
ity)” was incorporated under the “ Com- 
panies Act” as a specially limited com- 
pany on the 26th day of February, 1959. 

The authorized capital of the Company 
is three million dollars, divided into three 
million shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
at the office of Thomas W. Meagher, 
barrister and solicitor, Lillooet, B.C. 

The objects of the Company are re- 
stricted to the following, namely:— 

(a) To acquire by purchase, lease, hire, 
discovery, location, or otherwise, and hold, 
mines, mineral claims, mineral leases, 
mining lands, prospects, licences, and 
mining rights of every description, and to 
work, develop, operate, turn to account, 
sell, or otherwise dispose thereof: 

(b) To dig, drill, or bore for, raise, 
crush, wash, smelt, reduce, refine, amal- 
gamate, assay, analyse, and otherwise 
treat gold, silver, copper, lead, iron, coal, 
petroleum, natural gas, and any other ore, 
deposit, metal, or mineral whatsoever, 
whether belonging to the Company or 
not, and to render the same merchant- 
able, and to buy, sell, and deal in the 
same or any product thereof: 

(c) To engage in any branch of mining, 
smelting, milling, and refining minerals: 

(d) To acquire by purchase, lease, hire, 
exchange, or otherwise, timber lands, 
leases, or claims, rights to cut timber, 
surface rights and rights-of-way, water 
rights and privileges, patents, patent rights 
and concessions, and other real or per- 
sonal property: 

(e) To acquire by purchase, lease, hire, 
exchange, or otherwise, and to construct, 
operate, maintain, or alter, trails, roads, 
ways, tramways, reservoirs, dams, flumes, 





race and other ways, watercourses, canals, 
aqueducts, pipe-lines, wells, tanks, bridges, 
wharves, piers, mills, pumping plants, fac- 
tories, foundries, furnaces, coke-ovens, 
crushing-works, smelting-works, concen- 
trating- works, refining- works, hydraulic, 
electrical, and other works and appliances, 
power devices and plants of every kind, 
laboratories, warehouses, boarding-houses, 
dwellings, buildings, machinery, plant, 
and other works and conveniences, and 
to buy, sell, manufacture, and deal in all 
kinds of goods, stores, provisions, imple- 
ments, chattels, and effects: 

(f{) To build, purchase, lease, hire, 
charter, navigate, use, and operate cars, 
wagons, and other vehicles, boats, ships, 
and other vessels: 

(g) To sell or otherwise dispose of ore, 
metal, oil, gas, or mineral product, and 
to take contracts for mining-work of all 
kinds, and to accept as the consideration 
shares, stock, debentures, or other securi- 
ties of any limited company, wheresoever 
incorporated and carrying on any busi- 
ness, directly or indirectly, conducive to 
the objects of a specially limited com- 
pany, if such shares (except the shares of 
a company having non-personal liability), 
stock, debentures, or other securities are 
fully paid up, and to sell or otherwise dis- 


pose thereof. 
S. W. TAYLOR, 
mh26—2137 Registrar of Companies. 


“COMPANIES ACT ” 
No. 43904. 

NOTICE is hereby given that “ Canyon 
Excavating and Construction Ltd.” was 
incorporated under the “ Companies Act ” 
on the 16th day of February, 1959. 

The authorized capital of the Company 
is twenty-five thousand dollars, divided 
into twenty-five hundred shares with a 
nominal or par value of ten dollars each. 


The address of its registered office is 
202 Ford Building, 193 East Hastings 
Street, Vancouver 4, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on a general business of 
excavating and construction in all man- 
ners and types of construction work: 

(b) To purchase, sell, lease, sublet, or 
otherwise acquire and deal in and deal 
with accommodation and (or) premises 
suitable for the business of the Company: 

(c) To purchase, sell, lease, mortgage, 
and otherwise deal in and deal with real 
oa in the Province of British Colum- 

ia: 

(d) To buy, sell, lease, export, im- 
port, exchange, deal in and deal with, 
and (or) operate boats (whether power- 
driven or otherwise), vessels, automobiles, 
cars, lorries, trailers, wagons, vans, trucks, 
tractors, and all kinds and types of 
vehicles, machines, and machinery, whether 
used for private or public purposes, as 
a means of locomotion, cartage, transfer, 
excavation, or construction, and other 
products of commerce or industry, or for 
agricultural, industrial, and commercial 
purposes and businesses: 

(e) To buy, sell, export, lease, import, 
exchange, and deal in and deal with, and 
to use or operate all kinds of parts and 
appurtenances used for or in connection 
with boats (whether power driven or 
otherwise), vessels, automobiles, cars, lor- 
ries, wagons, trailers, vans, trucks, trac- 
tors, and all kinds and types of vehicles, 
machines, and machinery hereinbefore 
mentioned: 


(f) To lend or advance money to such 
persons, corporations, and others dealing 
with the Company, or otherwise with or 
without security, upon such terms as the 
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Company may think fit, and to realize 
upon any security which may have been 
taken with respect to such loan or ad- 
vance: 

(g) To borrow money from such per- 
sons, corporations, and others dealing 
with the Company, or otherwise, with or 
without security, upon such terms as the 
Company may think fit: 

(h) To carry on the business of gen- 
eral contractors and excavators and in 
particular to carry on business of general 
excavating of basements, apartments, and 
construction work and earth moving: 

(i) To apply for, purchase, or other- 
wise acquire any patent rights, licences, 
trade-marks, trade-names, concessions, 
and the like, conferring an exclusive or 
non-exclusive, or limited right to use any 
secret or other information, as to any 
invention which may seem capable of 
being used for any of the purposes of 
the Company, or the acquisition of which 
may seem calculated, either directly or 
indirectly, to benefit the Company, and 
to use, exercise, transfer, or grant licences 
in respect of, or otherwise turn to account 
the rights or information so acquired: 

(j) To acquire the assets and goodwill 
of any business, and to undertake the 
sale of all or any of the assets or liabili- 
ties of any such business, and take over 
as a going concern the business in con- 
nection therewith: 

(k) To rent storage space for storing 
any type of merchandise or equipment 
over any length of time, and to operate 
a general storage business: 

() To purchase, or otherwise acquire, 
and undertake all or any part of the busi- 
ness properties or liabilities of any person 
Or company or partnership carrying on 
business which the Company is author- 
ized to carry on, or possessed of property 
suitable for the purposes of the Company, 
and for such consideration as the Com- 
pany may think fit and, in particular, for 
cash or shares, or other securities of the 
Company: 

(m) To manage, supervise, control, and 
carry on the business of any company, 
corporation, or undertaking in which the 
Company is interested, or otherwise to 
appoint or remunerate any directors, 
accountants, or other experts or agents. 


Se W... TAYLOR; 


mh26—2142 Registrar of Companies. 


“COMPANIES ACT” 
No. 44047. 


NOTICE is hereby given that “ Mutual 
Sand and Gravel Ltd.” was incorporated 
under the “Companies Act” on the 3rd 
day of March, 1959. 

The authorized capital of the Company 
is one thousand dollars, divided into one 
thousand Class A common shares with a 
nominal or par value of one dollar each. 

The Company is also authorized to 
issue twenty-four thousand Class B com- 
mon shares without nominal or par value. 

The address of its registered office is 
4829 Kingsway, Burnaby, B.C. 

The objects for which the Company is 
established are:— 

(a) To quarry, mine, search for, and 
make merchantable, manufacture, use, 
buy, sell, and deal in gravel, sand, lime, 
plasters, claystone, artificial stone, shale, 
coal, coke, fuel, and other minerals, 
metals, and earths: 

(b) To acquire by purchase, lease, 
concession, licence, exchange, or other 
legal title (for the purpose set out in the 
foregoing paragraph but not for the pur- 


poses of speculation and trade), mineral! 
properties, mining lands, mines, ease- 
ments, water rights, gravel and stone de- 
posits, or other properties, power rights, 
and privileges: 

(c) For the purposes aforesaid, to 
carry on the business of trucking and 
common carriers by land and water and, 
in connection therewith, to contract for 
the carriage or transport of any goods, 
chattels, or merchandise. 


S. W. TAYLOR, 


ap2—2200 Registrar of Companies. 





“COMPANIES ACT” 
No. 44051. 

NOTICE is hereby given that “ Kitimat 
Publishers Ltd.” was incorporated under 
the “Companies Act” on the 3rd day of 
March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares at the nominal 
or par value of one dollar each. 

The address of its registered office is 
care of W. Ivor Donald, Bank of Nova 
prone Building, Service Centre, Kitimat, 
Bic, 


The object for which the Company is 
established is: To print, publish, manu- 
facture, issue, acquire, sell, lease and deal 
in paper, books, magazines, publications, 
newspapers, pamphlets, maps, charts, en- 
gravings, lithographs, etchings, woodcuts, 
electrotype, stereotypes, prints, photo- 
lithographs, prints, pictures, and illustra- 
tions, by whatsoever process they may be 
produced, and whether now existing or 
hereafter to be discovered or invented, 
and to do commercial and job printing 
and book-binding, and generally to carry 
on the business of printers, stationers, 
book-sellers, lithographers, stereotypers, 
die-sinkers, electrotypers, book, paper, 
envelope, and ink manufacturers, en- 
gravers, and publishers. 


Ss Vive UANALONRS 


ap2—2201 Registrar of Companies. 


CERTIFICATE OF INCORPORATION 





“Societies Act” 
Canada: 
Province of British Columbia. 
No. 5611. 


I HEREBY CERTIFY that “North 
Surrey Thespians ” has this day been in- 
corporated as a Society under the “ Socie- 
ties Act.” 

The locality in which the operations of 
the Society will be chiefly carried on is 
North Surrey district, Province of British 
Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this second day of March, one thousand 
nine hundred and fifty-nine. 


SS Nive LAN ALORS 
Registrar of Companies. 


The objects of the Society are: — 

(a) The presentation of plays by the 
Society to the general public: 

(b) The cultivation of an appreciation 
of dramatics and the fostering of interest 
in amateur dramatics in and around the 
district of North Surrey: 

(c) Assistance to any organization 
which requests help in the furthering of 
the study of dramatics: 

(d) The broadening of the knowledge 
of all members of the Society in all 
branches of amateur dramatic work. 

ap2—2187 


[L.s.] 


CERTIFICATES OF 
INCORPORATION 


“COMPANIES ACT” 
No. 44182. 

NOTICE is hereby given that “Alcock 
& Lowe Photographers Ltd.” was incorpo- 
rated under the “Companies Act” on 
the 18th day of March, 1959. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
thousand shares having a nominal or par 
value of ten dollars each. 

The address of its registered office is 
530 Bastion Street, Victoria, B.C. 

The objects for which the Company Is 
established are: — 

(a) To carry on the business of pho- 
tographers and reproducers of pictures: 

(b) To advise on public relations and 
publicity: , 

(c) Generally to act as commercial 
artists and as an advertising and public 
relations service: 

(d) Tocarry on business as merchants, 
both wholesale and retail: 

(e) To carry on in all or any branches 
the businesses of brokers, agents, finan- 
ciers, contractors, importers, and exporters. 


S. W. TAYLOR, 
Registrar of Companies. 





mh26—2404 


“COMPANIES ACT” 
No. 44173. 


NOTICE is hereby given that “ Walter 
M. Carson Ltd.” was incorporated under 
the “Companies Act” on the 16th day 
of March, 1959. 


The authorized capital of the Company 
is nine thousand nine hundred dollars, 
divided into nine thousand eight hundred 
and one preference shares, and ninety- 
nine Class A shares, both with a nominal 
or par value of one dollar each. 


The Company is also authorized to 
issue one hundred Class B shares without 
nominal or par value. 


The address of its registered office is 
520 Stock Exchange Building, 475 Howe 
Street, Vancouver, B.C. 

The object for which the Company is 
established is: For investment purposes 
only, to purchase, take in exchange, or 
otherwise acquire real and personal prop- 
erty of all kinds. 


Sr Wer LeAWAEORS 
mh26—2402 Registrar of Companies. 


“COMPANIES ACT” 
No. 44179. 


NOTICE is hereby given that “ Hawick 
Investment Corporation Ltd.” was incor- 
porated under the “Companies Act” on 
the 17th day of March, 1959. 


The authorized capital of the Company 
ten thousand dollars, divided into nine 
thousand preferred redeemable shares, 
five hundred Class “A” voting common 
shares, and five hundred Class “B” non- 
voting common shares, all with a nom- 
inal or par value of one dollar each. 


The address of its registered office is 
501 Rogers Building, 470 Granville 
Street, Vancouver, B.C. 

The objects for which the Company is 
established are: — 

(a) To purchase, lease, take in ex- 
change or otherwise acquire lands or 
interests therein, together with any build- 
ings or structures that may be on the said 
lands or any of them, and to erect build- 
ings, and to improve, alter and manage 
the said lands and buildings: 
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(b) To invest the funds of the Com- 
pany, and for that purpose to acquire and 
hold real and personal property, choses in 
action and other evidences of indebted- 
ness and obligations of whatsoever kind 
and wheresoever situate. 


S. W. TAYLOR, 


mh26—2403 Registrar of Companies. 








EXTRA-PROVINCIAL 
COMPANIES 


“COMPANIES ACT” 
No. 5057a. 


NOTICE is hereby given that “Air 
Drilling Services (International) Ltd.,” 
which was incorporated in the Province 
of Alberta, was registered under the 
“Companies Act” as an Extra-Provincial 
oo on the 12th day of March, 

The head office of the Company with- 
out the Province is situate 716 McLeod 
Building, Edmonton, Alberta. 

The head office of the Company in the 
Province is situate 800, 789 West Pender 
Street, Vancouver, B.C. 

The attorney of the Company appointed 
pursuant to the “Companies Act” is El- 
more Meredith, Q.C., barrister and solici- 
Pie 789 West Pender Street, Vancouver, 
re. 

The paid-up capital of the Company is 
$8,520.10. 

The time of the existence of the Com- 
pany is unlimited. 

The liability of the members of the 
Company is limited. 

The business which the Company will 
carry on in the Province is: The provi- 
sion of air-drilling equipment and services 
for use in connection with the drilling and 
production of oil wells. 


S.0W, LAY LOR, 
Registrar of Companies. 





mh26—2281 


“COMPANIES ACT” 
No. 5043. 

NOTICE is hereby given that “ Velocity 
Surveys Limited,” which was incorpo- 
rated in the Province of Alberta, was 
registered under the “Companies Act” 
as an Extra-Provincial Company on the 
23rd day of February, 1959. 

The head office of the Company with- 
out the Province is situate 530A Sixth 
Avenue West, Calgary, Alberta. 

The head office of the Company in the 
Province is situate care of R. W. Chard, 
320, 1205 Broad Street, Victoria, B.C. 

The attorney of the Company appointed 
pursuant to the “Companies Act” is 
Robert Wilson Chard, barrister and solici- 
tor, 320, 1205 Broad Street, Victoria, B.C. 

The paid-up capital of the Company is 
$10,000 (without nominal or par value). 

The time of the existence of the Com- 
pany is unlimited. 

The liability of the members of the 
Company is limited. 

The business which the Company will 
carry on in the Province is: Of carrying 
out and performing velocity and seismic 
surveys, related petroleum and engineer- 
ing surveys, and to carry on the business 
of general contractors, and enter into 
contracts for, construct, execute, own, 
and carry on all descriptions of works 
and operations, and to do such other busi- 
ness as authorized by the Company’s 
memorandum of association. 


S. W. TAYLOR, 


mh26—2120 Registrar of Companies. 


EXTRA-PROVINCIAL 
COMPANIES 


“ COMPANIES ACT ” 
No. 5049a. 


NOTICE is hereby given that ‘“Texfel 
Petroleum Corporation,” which was in- 
corporated in the State of Delaware, was 
registered under the “Companies Act” 
as an Extra-Provincial Company on the 
6th day of March, 1959. 

The head office of the Company with- 
out the Province is situate 3200 Republic 
National Bank Building, Dallas, Texas. 

The head office of the Company in the 
Province is situate Suite 1403, The Bur- 
rard Building, 1030 West Georgia Street, 
Vancouver, B.C. 

The attorney of the Company appointed 
pursuant to the “Companies Act” is 
David S. D. Hossie, and, alternatively, 
Edward M. C. McLorg, solicitors, Suite 
1403, The Burrard Building, 1030 West 
Georgia Street, Vancouver 5, B.C. 

The paid-up capital of the Company is 
$373,000. 

The time of the existence of the Com- 
pany is perpetual. 

The liability of the members of the 
Company is limited. 

The business which the Company will 
carry on in the Province is: General oil, 
gas, and mineral exploration and produc- 


tion. 
S. W. TAYLOR, 
ap9—2233 Registrar of Companies. 


“COMPANIES ACT ” 
No. 504 1a. 

NOTICE is hereby given that ‘““McCabe 
Seeds Limited,” which was incorporated 
in Canada, was registered under the 
“Companies Act” as an Extra-Provincial 
Company on the 19th day of February, 
1959. 

The head office of the Company with- 
out the Province is situate 409 Grain Ex- 
change Building, Winnipeg, Manitoba. 

The head office of the Company in the 
Province is situate 1121 Marine Building, 
Vancouver, B.C 

The attorney of the Company appointed 
pursuant to the “Companies Act’ is 
W. S. Parkin, manager, 1121 Marine 
Building, Vancouver, B.C. 

The paid-up capital of the Company is 
$500. 

The time of the existence of the Com- 
pany is unlimited. 

The liability of the members of the 
Company is limited. 

The business which the Company will 
carry on in the Province is: The business 
of seedsmen, feed dealers, and grain 
merchants. 

S. W. TAYLOR, 
mh26—2107 Registrar of Companies. 


“ COMPANIES ACT” 
No. 5042a. 


NOTICE is hereby given that “Arcadia 
Construction Ltd.,” which was incorpo- 
rated in the Province of Alberta, was 
registered under the “Companies Act” 
as an Extra-Provincial Company on the 
20th day of February, 1959. 

The head office of the Company with- 
out the Province is situate care of Norman 
H. Silverman, barrister, 505 Royal Trust 
Building, 10039 Jasper Avenue, Edmon- 
ton, Alberta. 

The head office of the Company in the 
Province is situate care of Bernard M. 
Isman, barrister, 626 West Pender Street, 
Vancouver, B.C. 


The attorney of the Company appointed 
pursuant to the “Companies Act” is 
Bernard Myron Isman, barrister, 626 
West Pender Street, Vancouver, B.C. 

s The paid-up capital of the Company is 
2, 

The time of the existence of the Com- 
pany is unlimited. 

The liability of the members of the 
Company is limited. 

The business which the Company will 
carry on in the Province is: Contrac- 
tors, excavators, builders, roofers, import- 
ers, dealers in and manufacturers of lum- 
ber, hardware, concrete, cement, asphalt, 
sheet metal, roof preparations, and other 
materials which can be used directly or 
indirectly by contractors, builders, or 
roofers, with power to act as agents for 
other persons or corporations carrying on 
a similar business, and also to carry on 
any other business of a like nature or 
incidental to the foregoing. 


SW. TAYLOR, 
ap2—2167 Registrar of Companies. 


“COMPANIES ACT ” 
No. 5039a. 


NOTICE is hereby given that ‘“ Mosler- 
Taylor Sales Ltd.,” which was incorpo- 
rated under the laws of the Dominion of 
Canada, was registered under the “ Com- 
panies Act ” as an Extra-Provincial Com- 
pany on the 18th day of February, 1959. 

The head office of the Company with- 
out the Province is situate 145 Front 
Street East, Toronto, Ontario. 

The head office of the Company in the 
Province is situate 310 West Cordova 
Street, Vancouver, B.C. 

The attorney of the Company appointed 
pursuant to the “Companies Act” is 
C. W. Brazier, of Davis, Hossie, Camp- 
bell, Brazier & McLorg, 1030 West 
Georgia Street, Vancouver 5, B.C. 

The paid-up capital of the Company is 
$300,000. 

The time of the existence of the Com- 
pany is unlimited. 

The liability of the members of the 
Company is limited. 

The business which the Company will 
carry on in the Province is: The sale of 
security equipment, safes, vault doors, 
and similar goods. 


». W. TAYLOR, 


mh26—1996 Registrar of Companies. 





“COMPANIES ACT” 
No. 5048a. 

NOTICE is hereby given that “Quamco 
Limited,” which was incorporated in Can- 
ada, was registered under the ‘“ Com- 
panies Act” as an Extra-Provincial Com- 
pany on the Sth day of March, 1959, 

The head office of the Company is situ- 
ate care of Russell & Du Moulin, Tenth 
Floor, Credit Foncier Building, 850 West 
Hastings Street, Vancouver, B.C. 

The attorney of the Company appointed 
pursuant to the “Companies Act” is 
R. A. C. McColl, Tenth Floor, Credit 
Foncier Building, 850 West Hastings 
Street, Vancouver, B.C. 

The paid-up capital of the Company is 
$3 (without nominal or par value). 

The time of the existence of the Com- 
pany is unlimited. 

The liability of the members of the 
Company is limited. 

The business which the Company will 
carry on in the Province is: To manufac- 
ture, compound, refine, purchase, and 
sell ammonia and other chemicals, 


SW. TAYLOR, 


ap9—2230 Registrar of Companies, 
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EXTRA-PROVINCIAL 
COMPANIES 


“COMPANIES ACT” 
No. 5054a. 


NOTICE is hereby given that “ Brunner 
& Lay (Canada), Ltd.,” which was incor- 
porated in the Dominion of Canada, was 
registered under the “Companies Act” as 
an Extra-Provincial Company on the 11th 
day of March, 1959. 

The head office of the Company with- 
out the Province is situate 2280 Forty- 
third Avenue, Lachine (Montreal), P.Q. 

The head office of the Company in the 
Province is situate 1230 Seymour Street, 
Vancouver, B.C. 

The attorney of the Company appointed 
pursuant to the “Companies Act” is John 
Barclay Rea, 1230 Seymour Street, Van- 
couver, B.C, 

The paid-up Capital of the Company is 
$10,000. 

The time of the existence of the Com- 
pany is unlimited. 

The liability of the members of the 
Company is limited. 

The business which the Company will 
carry on in the Province is: Wholesaler 
and retailer of pneumatic accessory tools, 
drill steels, carbide, inserted rock bits, 
and related products. 


S. W. TAYLOR, 
mh26—2273 Registrar of Companies. 


“COMPANIES ACT” 
No. 50514. 


NOTICE is hereby given that “ Joseph 
Sankey & Sons Canada Limited,” which 
was incorporated in Ontario, was regis- 
tered under the “Companies Act” as an 
Extra-Provincial Company on the 9th 
day of March, 1959. 

The head office of the Company with- 
out the Province is situate Smiths Falls, 
Ontario. 

The head office of the Company in the 
Province is situate 310, 717 West Pender 
Street, Vancouver 1, B.C. 

The attorney of the Company appointed 
pursuant to the “Companies Act” is 
Robert Alexander Common Douglas, so- 
licitor, 310, 717 West Pender Street, Van- 
couver 1, B.C. 

The paid-up capital of the Company is 
$400,000. 

The time of existence of the Company 
is unlimited. 

The liability of the members of the 
Company is limited. 

The business which the Company will 
carry on in the Province is: Manufac- 
turing, repairing, servicing, and selling 
machines, sporting goods, toys, tools, 
appliances, and other goods, wares, and 
merchandise. 


Sa We RAVASORS 
Registrar of Companies. 


“COMPANIES ACT ” 
No. 5044a. 

NOTICE is hereby given that “Beaver 
Geophysical Services Limited,” which was 
incorporated in the Province of Alberta, 
was registered under the “Companies 
Act ” as an Extra-Provincial Company on 
the 23rd day of February, 1959. 

The head office of the Company with- 
out the Province is situate 900 Lancaster 
Building, Calgary, Alberta. 

The head office of the Company in the 
Province is situate Sutton, Braidwood, 
Morris & Hall, 900 West Pender Street, 
Vancouver, B.C. 
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ap9—2242 


The attorney of the Company appointed | To drill for oil and to acquire such oil 


pursuant to the “ Companies Act” is O. J. 
Hall, solicitor, 900 West Pender Street, 
Vancouver, B.C, ; 

The paid-up capital of the Company 1s 
$100. 

The time of the existence of the Com- 
pany is unlimited. 

The liability of the members of the 
Company is limited. : 

The business which the Company will 
carry on in the Province is: Geophysical 


exploration. 
S. W, TAYLOR, 


mh26—2120 Registrar of Companies. 





* COMPANIES ACT” 
No. 5053A. 


NOTICE is hereby given that “ North- 
wood Inc.,” which was incorporated in 
the State of Washington, was registered 
under the “ Companies Act ” as an Extra- 
Provincial Company on the 10th day of 
March, 1959. 

The head office of the Company with- 
out the Province is situate 657 Colman 
Building, Seattle, Washington. 

The head office of the Company in the 
Province is situate 1768 East Hastings 
Street, Vancouver 6, B.C. 

The attorney of the Company appointed 
pursuant to the “Companies Act” is 
Kenneth E. Gilbey, 1768 East Hastings 
Street, Vancouver 6, B.C. 

The paid-up capital of the Company is 
$40,000. 

The time of the existence of the Com- 
pany is unlimited. 

The liability of the members of the 
Company is limited. 

The business which the Company will 
carry on in the Province is: In general, 
the building, construction, mining, and in- 
cidental and related pursuits, including 
the construction, execution, and carrying 
out of engineering works and con- 
veniences of all kinds, and in broad gen- 
erality to carry on a contracting business 
in all of its branches, and to do all things 
lawfully necessary thereto which may 
seem to the Corporation capable of being 
carried on in furtherance of the business 
of the Corporation. 


S. W. TAYLOR, 
Registrar of Companies. 


“COMPANIES ACT ” 
No. 5055a. 

NOTICE is hereby given that ‘“ Cana- 
dian Kewanee Limited,” which was in- 
corporated in the State of Delaware, was 
registered under the “Companies Act” 
as an Extra-Provincial Company on the 
11th day of March, 1959. 

The head office of the Company with- 
out the Province is situate 2317 Fidelity- 


ap9—2250 


leases as may be necessary for the drill- 
ing for oil and the production of crude 
petroleum and allied products. To con- 
tract for the lease of, and to lease, hold, 
purchase, and Own, oil and gas lands 
and lands situated above deposits or 
subterranean supplies of oil and gas and 
either of them. To purchase or otherwise 
acquire, own, hold, sell, or deal in oil, 
gas and mineral leases, rents, royalties, 


and lands. 

S. W. TAYLOR, 
mh26—2271 Registrar of Companies. 
* COMPANIES ACT” 

No. 5045a. 


NOTICE is hereby given that “ Travis 
Mud & Chemicals (B.C.) Ltd.,” which 
was incorporated in the Province of Al- 
berta, was registered under the “ Com- 
panies Act” as an Extra-Provincial Com- 
pany on the 24th day of February, 1959. 

The head office of the Company with- 
out the Province is situate 500 Petroleum 
Building, 310 Ninth Avenue South-west, 
Calgary, Alberta. 

The head office of the Company in the 
Province is situate Frontier Hotel, Fort 
St. Jonn, BiG: 

The attorney of the Company appointed 
pursuant to the “Companies Act” is 
Howard E. Travis, North Second Avenue, 
Fort St. John B.C. 
$ The paid-up capital of the Company is 

100. 
The time of the existence of the Com- 
pany is unlimited. 

The liability of the members of the 
Company is limited. 

The business which the Company will 
carry on in the Province is: Providing 
service to oil companies. 


S. W. TAYLOR, 
Registrar of Companies. 





mh26—2119 


“COMPANIES ACT ” 
No. 5040a. 


NOTICE is hereby given that “ Canada 
Western Distributors Limited,” which was 
incorporated in the Province of Alberta, 
was registered under the “Companies 
Act” as an Extra-Provincial Company 
on the 19th day of February, 1959. 

The head office of the Company with- 
out the Province is situate 815 Sixth 
Street West, Calgary, Alberta. 

The head office of the Company in the 
Province is situate care of Bull, Housser, 
Tupper, Ray, Guy & Merritt, 1500 Royal 
Bank Building, Vancouver, B.C. 

The attorney of the Company appointed 
pursuant to the “Companies Act” is 
David W. H. Tupper, barrister, of Bull, 
Housser, Tupper, Ray, Guy & Merritt, 
1500 Royal Bank Building, Vancouver, 


Philadelphia Trust Building, Philadelphia | B.C 


OrRanWn seat 

The head office of the Company in the 
Province is situate 1403, The Burrard 
Building, 1030 West Georgia Street, Van- 
couver 5, B.C. 

The attorney of the Company appointed 
pursuant to the “Companies Act” is 
David S. D. Hossie and alternatively 
Edward C. McLorg, solicitors, Suite 1403, 
The Burrard Building, 1030 West Georgia 
Street, Vancouver 5, B.C. 

The paid-up capital of the Company 
is $100,000. 

The time of the existence of the Com- 
pany is unlimited. 

The liability of the members of the 
Company is limited. 

The business which the Company will 
carry on in the Province is: Production 
of crude petroleum and allied products. 


The paid-up capital of the Company is 
$44,863 (without nominal or par value). 

The time of the existence of the Com- 
pany is unlimited. 

The liability of the members of the 
Company is limited. 

The business which the Company will 
carry on in the Province is: The acquisi- 
tion by purchase, lease, sub-lease, assign- 
ment, option, or otherwise howsoever, of 
real and personal property or interests 
therein, petroleum and natural-gas lands, 
wells, and royalties, searching for, drill- 
ing, recovering, and producing petroleum, 
natural gas, oil, salt, metals, minerals, and 
mineral substances of all kinds, and re- 
fining the same, producing, manufactur- 
ing, buying, selling, using, distributing, 
disposing of, and dealing in minerals of 
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all kinds, including petroleums, natural 
gas, oil, and other natural, artificial, or 
manufactured fuel products, including by- 
products, and carrying on all or other 
businesses usually or conveniently carried 
on in conjunction therewith, selling and 
dealing in or distributing vehicles, plant 
machinery, implements, conveniences, and 
supplies of all descriptions capable of 
being used in connection with the opera- 
tions of the Company. 


S. W. TAYLOR, 
mh26—1996 Registrar of Companies. 


“COMPANIES ACT” 
No. 5046a. 

NOTICE is hereby given that “ Con- 
tinental Laboratories, Inc.,” which was in- 
corporated in Yellowstone County, State 
of Montana, was registered under the 
“Companies Act” as an Extra-Provincial 
dala on the 25th day of February, 
1959, 

The head office of the Company with- 
out the Province is situate 516 Fourth 
Street West, P.O. Box 97, Billings, Mon- 
tana. 

The head office of the Company in the 
Province is situate 604 Toronto-Dominion 
Bank Building, 1405 Douglas Street, Vic- 
toria, B.C. 

The attorney of the Company appointed 
pursuant to the “ Companies Act ” is John 
George McIntosh, barrister and solicitor, 
604 Toronto-Dominion Bank Building, 
1405 Douglas Street, Victoria, B.C. 

The paid-up capital of the Company is 
$75,500. 

The time of the existence of the Com- 
pany is forty years from December 27th, 
1954, 


The liability of the members of the 
Company is limited. 

The business which the Company will 
carry on in the Province is: Geological 
well logging and portable gas alarm re- 
cording units for work with oil com- 
panies; also core analysis and diamond 


coring service. 
S. W. TAYLOR, 
mh26—2136 Registrar of Companies. 





“COMPANIES ACT” 
No. 5037. 

NOTICE is hereby given that “A L D 
Canada, Ltd.,” which was incorporated 
in Canada, was registered under the 
“Companies Act ” as an Extra-Provincial 
Company on the 17th day of February, 
1959, 

The head office of the Company with- 
out the Province is situate 54 Advance 
Road, Toronto, Ontario. 

The head office of the Company in the 
Province is situate Suite 310, 717 West 
Pender Street, Vancouver 1, B.C. 

The attorney of the Company appointed 
pursuant to the “Companies Act” is 
William John Thompson or, alternatively, 
Pearley Ransdell Brissenden, Q.C., solici- 
tors, both of Suite 310, 717 West Pender 
Street, Vancouver, B.C. 

The paid-up capital of the Company is 
$25,000. 

The time of the existence of the Com- 
pany is unlimited. 

The liability of the members of the 
Company is limited. 

The business which the Company will 
carry on in the Province is: Distributing, 
repair, and maintenance of laundry equip- 
ment and related products, and the fur- 
nishing of specifications for the installa- 


tion thereof. 
S. W. TAYLOR, 
mh26—2123 Registrar of Companies. 


EXTRA-PROVINCIAL 
COMPANIES 


“COMPANIES ACT” 
No. 5052a. 


NOTICE is hereby given that “ Vana- 
dium-Alloys Steel Canada Limited,” which 
was incorporated in Ontario, was regis- 
tered under the “ Companies Act” as an 
Extra-Provincial Company on the 9th 
day of March, 1959. 

The head office of the Company with- 
out the Province is situate 529 Philip 
Street, London, Ontario. 

The head office of the Company in the 
Province is situate care of Richards En- 
gineering Company, 8810 Selkirk Street, 
Vancouver 14, B.C. 

The attorney of the Company appointed 
pursuant to the “Companies Act” is 
William Murphy, Q.C., barrister and 
solicitor, 1030 West Georgia Street, Van- 
couver 5, B.C. 

The paid-up capital of the Company is 
$2,376,300 (without nominal or par 
value). 

The time of the existence of the Com- 
pany is unlimited. 

The liability of the members of the 
Company is limited. 

The business which the Company will 
carry on in the Province is: The distribu- 
tion of tool and specialty steels and stain- 


less steel. 
S. W. TAYLOR, 
Registrar of Companies. 


“COMPANIES ACT” 
No. 5047a. 

NOTICE is hereby given that “ Levitt- 
Safety Limited,” which was incorporated 
in the Province of Ontario, was registered 
under the “ Companies Act ” as an Extra- 
Provincial Company on the 2nd day of 
March, 1959, 

The head office of the Company with- 
out the Province is situate 747 Vaughan 
Road, Toronto 10, Ontario. 

The head office of the Company in the 
Province is situate 527 West Eighth Ave- 
nue, Vancouver 9, B.C. 

The attorney of the Company appointed 
pursuant to the “Companies Act” is 
Albert Cadotte, 527 West Eighth Avenue, 
Vancouver, B.C. 

The paid-up capital of the Company is 
$30,900 (with nominal or par value) and 
$2,000 (without nominal or par value). 

The time of the existence of the Com- 
pany is unlimited. 

The liability of the members of the 
Company is limited. 

The business which the Company will 
carry on in the Province is: The buying 
and selling of safety equipment, appli- 
ances, and devices of all kinds, and in- 
cluding the installation, repair, and as- 
sembly of same. 


ap9—2242 


S. W. TAYLOR, 


ap2—2181 Registrar of Companies. 


MISCELLANEOUS 


“COMPANIES ACT” 


NOTICE is hereby given that Northam 
Structural Consultants Limited, has ap- 
pointed Donald M. Clark, 916, 475 Howe 
Street, Vancouver, B.C., as its attorney 
for the purpose of the “ Companies Act ” 
in place of Allan H. Ainsworth, 355 Bur- 
rard Street, Vancouver, B.C. 


Dated this 27th day of February, 1959. 


S. W. TAYLOR, 
mh26—2143 


Registrar of Companies. 


MISCELLANEOUS 
“COMPANIES ACT” 








Brush Group Sales (Western Canada) 
Limited 

TAKE NOTICE that the final meeting 
of Brush Group Sales (Western Canada) 
Limited will be held on Friday the 27th 
day of March, 1959, at the hour of 10.30 
o'clock in the forenoon, at 1500 The 
Royal Bank Building, 675 West Hastings 
Street, Vancouver, B.C., to consider the 
account of the winding-up and how the 
property of the Company has been dis- 
posed of and to give any explanation 
thereof. 

Dated at Vancouver this 2nd day of 
March, 1959. 

P. N. MONK, 


mh26—2150 Liquidator. 


“COMPANIES ACT” 


NOTICE is hereby given that Walker 
Routledge Limited, whose registered office 
is situate 784 Powell Street, Vancouver, 
B.C., and which carries on its business at 
Vancouver, B.C., intends to apply to the 
Registrar of Companies for approval of a 
change of its name to the name “ Walker 
Insulation Limited ” at the expiration of 
four weeks from the date of this notice. 


Dated this Sth day of March, 1959. 


5. W.. TAYLOR, 


mh26—2151 Registrar of Companies. 


“COMPANIES ACT” 


NOTICE is hereby given that Orion 
Holdings Ltd., whose registered office is 
situate 634 No. 3 Road, Richmond, B.C., 
and which carries on its business at Rich- 
mond, B.C., intends to apply to the Regis- 
trar of Companies for approval of a 
change of its name to the name “ East- 
gate Holdings Ltd.” at the expiration of 
four weeks from the date of this notice. 


Dated this Sth day of March, 1959. 


m W. TAYEOR, 


mh26—2151 Registrar of Companies. 


“COMPANIES ACT” 


NOTICE is hereby given that Cana- 
dian Linen Company Limited, whose reg- 
istered office is situate 1200 Richards 
Street, Vancouver, B.C., and which car- 
ries on its business at Vancouver, B.C., 
intends to apply to the Registrar of 
Companies for approval of a change of 
its name to the name “ Canadian Linen 
Supply Co. Ltd.” at the expiration of 
four weeks from the date of this notice. 


Dated this 5th day of March, 1959. 


Ss. W. TAYLOR, 


mh26—2151 Registrar of Companies. 





“COMPANIES ACT” 


NOTICE is hereby given that Ameri- 
can Cartage Ltd., whose registered office 
is situate 221, 175 East Broadway, Van- 
couver, B.C., and which carries on its 
business at Vancouver, B.C., intends to 
apply to the Registrar of Companies for 
approval of a change of its name to the 
name “American Cartage & Distributing 
Ltd.” at the expiration of four weeks 
from the date of this notice. 


Dated this Sth day of March, 1959. 


S. W. TAYLOR, 


mh26—2152 Registrar of Companies. 
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Cert. No. 
(Society) 


MISCELLANEOUS 


“SOCIETIES ACT” 


NOTICE is hereby given, pursuant to 
section 39 of the “Societies Act,” that, 
unless cause is shown to the contrary, the 
undermentioned societies will, at the ex- 
piration of two months from the date of 
this notice, be struck off the Register and 
will be dissolved. 

Dated this 26th day of March, 1959. 


S. W. TAYLOR, 


Registrar of Companies. 





Cert. No. 

(Society ) 

2968 Abbotsford Lions Club. 

2115 Aberdeen Community Hall. 

4922 Adoption Committee for Aid to 
Displaced Persons in Europe (B.C. 
Branch). 

2958 A. D. Phi Alumni Association 
(B.C). 

3390 Affiliated Amateur Athletic Asso- 


ciation, The. 

African Friends’ League. 

Agassiz Ratepayers Association. 
Alano Club of New Westminster. 
Alberni District United Cabs Asso- 
ciation. 

Alberni Flying Club. 

Alberni Valley Arts, Crafts and 
Tennis Centre, The. 


4474 
3465 
4435 
3333 


3823 
4220 


3707 Alberni Valley Riding Club. 

3861 Alberni Valley Memorial Home 
Society, The. 

3707 Alberni Valley Riding Club. 

4716 Alberni Valley Zoological Society. 

4165 Allied Caterers Association of B.C. 

4942 American Woman’s Club of Van- 


couver, British Columbia, The. 
Animal Welfare Association. 
ANVA. 

Apricot Fundae Society. 
Archdiocesan Union of the Holy 
Name Societies of the Archdiocese 
of Vancouver. 


2443 
2558 
4776 
3418 


4624 Artillery Association of Vancouver 
Island. 

3594 Association of B.C. Real Estate 
Agents. 

4055 Athletics Booster Club. 

3642 Auctioneers Association of B.C. 


2716 


2052 
3037 
4447 
2916 
2493 
4119 


3770 


3790 
3259 


Austin Road Community Hall As- 
sociation. 

Bach Choir, The. 

Bakers’ Allied Trades Association. 
Balfour Community Society, The. 
Barrow Range Club, The. 

Beaufort Recreation Society. 

Bella Coola Fish and Game Protec- 
tive Association. 

Benevolent Aid Association of Brit- 
ish Columbia. 

Bethel Tabernacle. 

Big 4 Canadian Rugby Football 
League. 

Bird’s Landing Community Society. 
Blue Ridge Community Society, 
The. 

Bralorne Community Club. 

British Columbia Air Cadet Gliding 
Association. 

British Columbia Amateur Boxing 
Association. 

B.C. Association of United Plumb- 
ers, Steamfitters and Welders. 


B.C. Athletic Round Table Society, 
The. 

British Columbia Bakers’ Associa- 
tion. 

British Columbia Ballet Company. 
British Columbia Bulb Growers 
Federation. 


British Columbia Catholic Educa- 
tion Association, The. 


2461 
4371 


2662 
3080 


4276 
4830 


4494 
2708 


4289 
3075 


3995 


2044 
2100 
3365 
2774 
2468 
4199 


4762 
3827 


British Columbia Coast Growers 
Association. ; 
B.C. Crop Improvement Associa- 
tion. 

British Columbia Dragoons Asso- 
ciation. 


British Columbia Engineering So- 
ciety, The. 

British Columbia Fur Breeders As- 
sociation. 

British Columbia Gillnetters’ Asso- 
ciation. 

British Columbia Heart Foundation. 


British Columbia Interior Vegetable 
Growers Association, The. 

British Columbia Lithographers’ As- 
sociation. 

B.C. Metal Trades Association. 
B.C. Mushroom Growers’ Associa- 
tion. 

British Columbia Natural Resources 
Conservation League. 

B.C. Personal Assistance Society. 
B.C. Pilots Mutual Benefit Associa- 
tion. 

B.C. Private Hospitals Association. 
B.C. Roadster Racing Car Associa- 
tion, The. 

B.C. Stock Car Association, The. 
B.C. Turkey Association. 
Brookmere Community Club, The. 
Buffalo Temple Club. 

Burnaby Diamond Jubilee Associa- 
tion, The. 

Burnaby Lake Men’s Community 
Service Club, The. 

Burnaby Yacht Club. 

Burnaby Youth Centre Society. 
Burn’s Bog Gun Club. 

Burrard Lawn Bowling Society. 
Camosun Tennis Club. 

Campbell River Memorial Recrea- 
tion and Youth Centre. 

Canada Rice Mills Employee’s As- 
sociation, The. 

Canadian Folk Society (Cumber- 
land Branch). 

Canadian Japanese Society. 
Canadian Office Employees Asso- 
ciation. 

Capital City Specialty Dog Club of 
Victoria, B.C. 

Cassiar Trappers & Guides Associa- 
tion. 

Central and Upper Vancouver Is- 
land Publicity Bureau, The. 
Central British Columbia Livestock 
Association, The. 

Chee Kye Rod and Gun Club. 
Chemainus Holdings Society. 
Children’s Hospital Volunteer As- 
sociation. 

Chilliwack Light Horse Breeders 
and Riding Club. 

Christian Conference and Training 
Center. 

Christian Democratic Association 
of British Columbia. 

Christ’s League. 

Chu Chua Livestock Association. 
Church Extension Committee, Vic- 
toria Presbytery United Church of 
Canada. 


Clarke Greenaway Memorial Park 
Society. 


Clayton Community Association, 
The. 


Cliff-House Boating Club. 

Clinton Rodeo Association. 

Cold Creek Community Society. 
Collingwood Businessmen’s Associ- 
ation. 

Columbia Boat Club. 

Committee for World Christian Ser- 
vice International. 


Cert. No. 
(Society ) 


4565 


3997 
4882 
4203 
3906 
3217 


2042 


Compensated Employees Associa- 
tion. 

Concert Guild of B.C., The. 
Contracting Loggers Association. 
Cosmopolitan Social Club. 

Cost and Management Society. 
Council for Guidance of Handi- 
capped. 

Court Primrose No. 9829 of the 
Ancient Order of Foresters. 


5 Court Victoria No. 8930 of the 


Ancient Order of Foresters. 

Covenant Kingdom Ministry. 

Cowichan Golf and Country Club. 

Cowichan River, B.C. Apostolic 

Bible Camp. 

Cranbrook Legion Society, The. 

Creston Golf Club. 

Creston Sports Club. 

Crippled and Sick Children’s and 

Easter Seal Society of British Co- 

lumbia, The. 

Dadye Rutherford Dramatic School 

Parent Association. 

Dawson Creek Pipe Band Associa- 

tion. 

Dee-Mac Club. 

Delta Wildlife Society. 

Denman Island Community Club, 

The. 

Diesel Engine Distributors Associa- 

tion of British Columbia. 

Dominion Bridge Marksmen. 

Ducks Unlimited (Canada). 

Dunbar Buildings Society, The. 

Duncan and District Automotive 

Association. 

Duncan Softball Association. 

Duncan Stocker Association. 

East Kensington Ratepayers’ Asso- 

ciation. 

Elderly Citizens Homes Associa- 

tion. 

Elim Society. 

Elks Club of Trail, B.C. 

Elks Gun Club, The. 

Elks Holding Association of Pen- 

ticton. 

Elks Scout Hall Society, The. 

Enderby Lodge No. 35 Knights of 

Pythias. 

Enterprise for the Handicapped. 

Esquimalt Celebrations Association. 

Evangelican Spiritualist Army of 

British Columbia, The. 

E. V. Sturdy Happy Friendly So- 

ciety of Vancouver, B.C., The. 

Fallen Alders Community Club. 

Farmer Construction Baseball Club. 

Fernie Rodeo Club, The. 

Finnish Young Peoples Society of 

Ladysmith. 

Fireclay Waterworks. 

Firefighters Pony League of South 

Burnaby. 

First Christian Reformed Church of 

Ladner, B.C., The. 

First Christian Reformed Church of 

New Westminster, B.C., The. 

Forest Policy Development Associ- 

ation. 

Fort St. John Curling Club. 

Fort St. John Temple Society, The. 

Franklin River Social Club. 

Fraserview Community Association. 

petted Council of British Colum- 
ia. 

Fraternal Order of the Rho Delta 

Rho. 

Friends of the Library, Port Al- 

berni. 

Friends of the Vancouver Public 

Library. 

Fruitvale Ratepayers Association. 

Fuel Oil Dealers Association. 


George W. Norgan Foundation, 
The. 
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3622 
4214 
3536 
3686 


2785 
3606 


3419 
4785 
606 


4051 
4912 
1635 


4577 
3899 


4148 
3177 


3234 
4313 


3720 
4541 


3996 
4177 


4545 
4414 


4758 
4908 
4332 


2681 
3090 


4084 
4516 
3964 
3596 
4305 
3618 


4602 
4326 
3718 


3647 
4932 
4907 
4094 


4792 
4438 
4611 
4100 


3956 
3766 
4787 
4245 
4249 
_ 4066 

4846 


4546 
4508 
4898 
4957 
4071 


2580 
4734 
3933 


4534 
4010 


2252 
4265 
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Cert. No. 
(Society ) 


Giscome Gospel Tabernacle. 

Glider Council of B.C. 

Grandview Bench Hall Society. 

Greater Victoria Citizens’ Associa- 

tion, The. 

Greater Victoria Fuel Dealers As- 

sociation. 

Greater Victoria Traffic Safety 

Council, The. 

Green Timbers Community Society. 

Gyro Club of Vernon. 

Haney Fruit Ranchers Association, 

The. 

Hastings Civic and Social Society. 

Haynes Employees’ Society. 

Hellenic Community of Vancouver, 

B.C., Canada. 

Highlands Homeowners’ 

tion. 

Hi-Lofters Club of British Colum- 

bia, The. 

Hollyburn Ski-Jump Association. 

Hope & District Medical Centre As- 

sociation. 

Horn Quon Association. 

Ice Cream Manufacturers’ and Dis- 

al Society of British Colum- 
ia. 

Independent Loggers’ Association. 

Independent Log Salvagers Associa- 

tion. 

Independent Retailers Association. 

Independent Truck Owners and Op- 

erators Association. 

India Film Society. 

Indian Shaker Church of Washing- 


Associa- 


ton. 

Indian Village Welfare Society. 
Interior Swiss Society. 

International Society for Psychic 
Research, The. 

loco Social Club. 

Irish Fusiliers Vancouver Regiment 
Association. 

Japanese Patriotic Society. 

Jay Club. 

Jubilee Gun Club. 

Kamloops Hockey Club. 

Kedleston Community Hall Society. 
Kelowna Senior Hockey Associa- 
tion. 

Kelowna Stock Car Club. 

Kennedy Boosters Club. 

Kerrisdale and District Commercial 
Association. 

Kerrisdale Athletic Society. 
Killarney Park Baptist Church. 
Kimberley Dynamiter Hockey Club. 
King’s Mission Society of the Chris- 
tion Reformed Church, The. 

Kings Road Baptist Church. 
Kinsmen Club of Abbotsford. 
Kinsmen Club of Burns Lake. 
Kinsmen Club of Deep Cove Dis- 
trict, The. 

Kinsmen Club of Ladner, The. 
Kinsmen Club of Langley. 

Kinsmen Club of Nanaimo. 
Kinsmen Club of North Burnaby. 
Kinsmen Club of Point Grey, The. 
Kinsmen Club of Port Alberni. 
Kinsmen Club of South Burnaby, 
The. 

Kinsmen Club of Vic-Van-Isle. 
Kitimat Camera Club. ; 
Kitimat Community Association. 
Kitimat Trailer Owners Association. 
Kitsilano Improvement Association. 


Kiwanis Circle “K” Club. 

Kiwanis Club of Cranbrook, The. 
Kiwanis Club of Nelson Recrea- 
tions. 

Kiwanis Club of Victoria North. 
Kiwanis Hollyburn Youth Founda- 
tion. 

Klamigos Club. 

Kuo Tang Min Society. 


3011 
4312 


4409 
3336 


3946 
2802 


3931 
734 


3688 
3304 
3746 
3699 
4266 
4104 
4904 
4027 
3845 
3991 
3279 
2302 
4050 
3960 
4157 
3162 
4599 


4353 


3602 
3696 
a9 
4733 
pe) 
4029 
2633 
4012 
4121 


4775 
2858 


4915 
4977 
4679 
4738 
4156 
4970 


3328 
2684 
3593 


3739 
4178 
3249 


4449 
1944 


4895 
3968 
3895 


Lac La Hache Livestock Associa- 

tion. 

Ladysmith and District Hospital 

Foundation, The. 

Lakes District Ambulance Society. 

Lake Windermere Memorial Com- 

munity Centre. 

Lake Windermere Valley Sports 

Club. 

Langford Community and Athletic 

Club. 

Langley War Brides’ Club. 

Lasqueti Island Agricultural Associ- 

ation. 

Le Club St. Laurent de la Columbie 

Britannique. 

Lillooet Community Hall Associa- 

tion. 

oe Club of New Westminster, 
e. 

Lions Gate Branch No. 79 Cana- 

dian Legion Building Society. 

Lions Gate Memorial Halls. 

Lions Gate Over 40 Club. 

Liquified Petroleum Gas Associa- 

tion of British Columbia. 

Lodging House Keepers Associa- 

tion. 

Loggers’ Holdings Society. 

Loggers’ Sports & Recreation Center. 

Lower Mainland Fur Breeders As- 

sociation of B.C. 

Lower Mainland of B.C. Gun Asso- 

ciation, The. 

Loyal Order of Moose, Duncan 

Lodge No. 937. 

Lumby and District Loggers and 

Sawmill Operators Association. 

Mallard Game Club. 

Maple Ridge Lions Club. 

Maple Ridge-Pitt Meadows Senior 

Citizens’ Foundation. 

Martin Luther Evangelical Lutheran 

Church of Vancouver British Co- 

lumbia. 

Marysville Social Athletic Club, 

The. 

Masonry Contractors Association 

of British Columbia. 

Master Painters’ Association of Vic- 

tOnia, Abe; 

Master Photo Dealers’ & Finishers 

Association (B.C. Division). 

Master Plasterers Association of 

Victoria, B.C. 

Materials Handling Society of Brit- 

ish Columbia. 

Mennonite Brethren Church of Brit- 

ish Columbia. 

Michel-Natal Community Fund So- 

ciety. 

Michel-Natal District Hospital So- 

ciety. 

Ming Sun Reading Room Society. 

Mission Covenant Church of Van- 

couver, The. 

Monashee Employees’ Society. 

Mon Keang School. 

Monte Hills Livestock Association. 

Moresby Employees’ Association. 

Mount Garibaldi Building Society. 

Mount Olivet Lutheran Church of 

North Vancouver. 

Mount Seymour Ski Club. 

Mud Bay Gun Club. 

Nanaimo and District Celebrations 

Association. 

Nanaimo Curling Club, The. 

Nathan Leo Klein Foundation. 

National Association of A.O.T.S. 

Clubs. 

Nawana Club. 

Nelson Musical Festival Association. 


Nelson Senior Hockey Society. 
Nelson Social Club. 
Neotereon Society, The. 
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4926 
4347 
772 
1432 
2386 


4297 
3612 


4969 


4021 
4356 
3694 


2868 
2862 


4363 


3764 
2829 


4650 


3982 
2851 


4621 
4068 
3397 
4257 
4982 


4751 
3575 
3768 
4923 


3702 


2928 
3330 


4825 


3853 
4089 
4411 
4123 


4036 


4744 
3917 
3989 
4760 
3986 
4081 
3031 


2454 
4171 


3306 
4457 
3821 


2525 
3441 


3581 
4598 


3299 
4186 


3444 


1480 


New Homeland Society of British 
Columbia (Neue Heimat). 
Newton Agricultural Fair Associa- 
tion. 

Newton Community Ratepayers As- 
sociation. 

Nicola Valley Lodge No. 46 
Knights of Pythias. 
Non-Compensated Crippled Men’s 
Association. 

Nordic Health and Sauna Club. 
North Arm Community Centre As- 
sociation. 

Northern Heavy Equipment Associ- 
ation. 

Northern Pioneers’ Association. 
North Kamloops Civic Association. 
North Kamloops Ratepayers Asso- 
ciation. 

North Lonsdale Community Centre. 
North Okanagan Artificial Breeding 
Club, The. 

North Okanagan Community Con- 
cert Association. 

North Saanich Rod and Gun Club. 
Northshore Lutheran Church of 
North Vancouver, B.C. 
North-West Building Contractors’ 
Association. 

No. 3 Road Pipeline. 

Norwegian Old People’s Home As- 
sociation, Vancouver, B.C. 

Oak Bay Kiwanis Foundation. 
Oceola Fish and Game Club. 

Old Brentonian Association. 

Oliver Community Baseball Society. 
Opera Players of British Columbia, 
The. 

Opportunity Club. 

Orchard City Social Club. 

Oriental Community Club. 

Osoyoos Fruit & Vegetable Em- 
ployee’s Society. 

Overseas Wives Club of Victoria, 
BC.) The: 

Pacific Friendship Society. 

Pacific Northwest Trade Associa- 
tion. 

Pacific Western Airlines Employees’ 
Joint Council. 

Peachland Curling Club. 
Peardonville Mennonite Church. 
Pender Harbour Aquatic Club, The. 
Pender Island Memorial Hall Asso- 
ciation. 

Penticton & District Commercial 
Hockey League. 

Penticton Aquatic Association. 
Penticton Baseball Association, The. 
Penticton Senior Hockey Club. 
Penticton Turf Club. 

Percolator Club, The. 

Phi Kappa Pi (B.C.) 

Phi Kappa Sigma Alumni Associa- 
tion. 

Pine Grove Community Club. 
Polish Friendship (Zgoda) Society 
(Nanaimo Branch), The. 

Poplar Grove Community Hall. 
Port Alberni Baseball Association. 
Port Alberni K. of P. Building As- 
sociation. 

Port Alberni Tyee Club. 


Port Alberni Woodworkers’ Hold- 
ing Society, The. 


Port Kells Community Association. 


Port Moody Golf and Country 
Club. 


Powell River Aero Club. 


Powell River and District Curling 
and Skating Club. 

Powell River District Lions Club 
Association. 


FaeeeteTian Extension Association, 
e. 
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3428 
3421 


1929 
4732 
3748 


4226 
3371 
2462 
3930 
2610 
4586 
1585 


4372 
3170 


S375 
2629 


3669 
3689 
1776 
3905 
4988 


4307 


4065 
S277. 


4114 
3503 


Prince George and District Joint 
Labour Council. 

Prince George Civic Centre Associ- 
ation. 

Prince George Elks Club. 

Prince George Gee Duck Long. 
Prince George Junior Chamber of 
Commerce. 

Prince George Ski Club. 

Princeton Golf Club. 

Purple & Gold Association. 
Qualicum Beach Alpine Club. 
Qualicum Beach Golf Club. 
Quesnel Flying Club. 

Rathbone Lodge No. 54 Knights of 
Pythias. 

R. C. Horner Memorial Mission. 
Recreation Council of Greater Vic- 
toria. 

Residents’ Housing Society. 
Restmore Employees’ Benefit Asso- 
ciation. 

Retail Credit Grantors’ Association 
of Salt Spring Island. 

Retail Implement Dealers Associa- 
tion of British Columbia. 
Revellers, The. 

Revelstoke Agricultural Society. 
Rhodesian Ridgeback Club of Can- 
ada, The. 

Richmond Lions Club Activity So- 
ciety. 

Richmond Swimming Pool Associ- 
ation. 

Ridge Riders Exhibition Associa- 
tion. 

Royal City Saddle Club. 

Royal Edward Lodge 690 of the 
Royal Antedeluvian Order of Buf- 
faloes. 

Royston District Ratepayers Asso- 
ciation. 


Sapperton Youth Centre Associa- 


tion, The. 

Savary Island Property Owners As- 
sociation, The. 

Save the Wednesday Association. 
Sawmill Timber & Log Supply As- 
sociation of British Columbia, The. 


Sechelt and District Ratepayers As- 


sociation. 

Self-Realization Fellowship Church. 
Serbian-Canadian National Home 
Society. 

Shar Doey Mutual Society. 

Sigma Chi Alumni Association of 
Vancouver. 

Sikh Principles and Defence Society 
of British Columbia. 

Silver Spur Horse and Riding Asso- 
ciation and Club. 

Sinclair Mills Woodworkers Educa- 
tional Club, The. 

Sirdar Community Hall. 

Sisters of Saint Elizabeth Hospital, 


e. 
Sisters of St. Joseph, The. 

Sisters of St. Joseph of Prince Ru- 
pelt Bb C..hhe. 

Skidegate Inlet Hospital Society. 
Social Credit Association of Canada 
in British Columbia, The. 

Society for the Advancement of 
Electronics and Related Sciences. 
Society for the Extension of Good 
Address, The. 

Society for the Provision of Free 
Medical Treatment for Diseases of 
the Respiratory Organs, The. 
Society of New Immigrants, The. 
South Burnaby Athletic Associa- 
tion, The. 

South Canoe Community Hall. 
South Cariboo Game Guides Asso- 
ciation, The. 


Cert. No. 
(Society) 


4987 


South Cariboo Lumbermen’s Asso- 
ciation. 

South Delta Ratepayers 
tion, The. 
Southern Slope Community Associ- 
ation, The. 
South Fort-George Community and 
Fire Protection Society. } 
South Granville Ratepayers Associ- 
ation. 

South Hill Baptist Church, The. 


Associa- 


) South Hill Social Club. 


Spallumcheen Lodge No. 13, A. F. 
& A. M. 

Springhouse and Chimney Creek 
Livestock Association. 

Stave Gardens Community Associa- 
tion. 

Stillwater Community Hall Society. 
Strathcona Park Association. 

St. Roch Preservation Society. 
Stuart Island Community Hall As- 
sociation. 

Sturgeon Slough Game Club. 
Summerland Ski Club. 

Sunrise Community Association. 
Telkwa and District Community 
Association, The. 

Terrace Kinsmen Club. 
Thunderbird Archers. 

Tire Dealers Association of British 
Columbia. 

Tolmie Road Pipeline. 

Tomslake Youth Club. 

Topley Community Club. 

Totem Theatre Society. 

Trail Senior Hockey Booster Club. 
Transport Employees Association. 
Tri-Com Sports Federation. 

United Cab Owners Association. 
Upper Island Sports’ Booster Club. 
Upper Moyie Cattlemen’s Associa- 
tion. 

Upper Vancouver Island Budgerigar 
Society, The. 

Valemount Community Association, 
The. 

Valhalla Community Association, 
The. 

Vancouver and District Baseball 
Association. 

Vancouver Artillery Officers’ Asso- 
ciation, The. 

Vancouver Boat and Fishermen’s 
Show Association. 

Vancouver Businessmen’s Associa- 
tion. 

Vancouver Chapter of Indoor Sports 
Club. 

Vancouver Choristers. 

Vancouver Christian School Asso- 
ciation, The. 

Vancouver Civic Unity Council. 
Vancouver Contractors’ Association. 
Vancouver Council No. 284 United 
Commercial Travellers of America. 
Vancouver Council of Jewish Wo- 
men, The. 

Vancouver East Lions Club Chari- 
table Society, The. 


Vancouver Field Lacrosse Associa- 
tion. 


Vancouver Film Society. 
Vancouver Island Dairymen’s Asso- 
ciation. 

Vancouver Island Life-Boat Associ- 
ation. 

Vancouver Island Traffic and Safety 
Council, The. 

Vancouver Italian-Canadian Ladies 
Society, The. 

Vancouver Jewish Kosher Poultry 
Society. 

Vancouver Junior Symphony Aux- 
iliary. 


(Society ) 


3091 


4211 
3342 

621 
4872 
4407 
2199 


4979 
4704 
4054 
3216 


4056 


S711 
4023 
4209 


Vancouver Ladies’ Garment Manu- 

facturers Association. 

Vancouver Magic Circle, The. 

Vancouver Marine and Sports Show. 

Vancouver Men’s Press Club, The. 

Vancouver Musical Comedy Society. 

Vancouver Racquets Club. ; 

Vancouver Sanitary and Heating 

Association. : 

Vancouver Senior Citizens Housing 

Society. ; 

Vancouver Sporting & Bench Rifle 

Club. 

Vedanta Cultural Society. 

Vedder Fishing & Hunting Club, 

The. 

Vernon Social and Recreation Club. 

Veterans Mutual Benefit Associa- 

tion. 

Veterans of France. 

Victoria Aerie No. 

Order of Eagles. 

Victoria & District Amateur Base- 

ball Association. 

Victoria Athletic Association. 

Victoria Boys’ Band. 

Victoria City Rowing Club. 

Victoria Club for the Hard of Hear- 

ing, The. 

Victoria Fish and Game Protective 

Association. 

Victoria Gun Club. 

Victoria Home Builders Associa- 

tion. 

Victoria Industrial and Agricultural 

Exhibition, The. 

Victoria James Bay Athletic Prop- 

erty Association, The. 

Victoria Masonic Temple Society. 

Victorian Order of Nurses Elphin- 

stone Branch. 

Victoria Senior Men’s_ Softball 

League. 

Vindex Club. 

Wells Miners’ Holding Society. 

Westbank Board of Trade, The. 

Westbank Community Club. 

Western Canada Water Ski Associ- 

ation. 

Western International League of 

Professional Baseball Clubs. 

Western Lumber Manufacturers As- 

sociation of Canada. 

Western Pest Control Association. 

West Point Grey Community Asso- 

ciation. 

West Point Grey Ratepayers Asso- 

ciation. 

West Point Grey Tennis and Bad- 

minton Club. 

West Quesnel Community Center. 

West Quesnel Ratepayers Associa- 

tion. 

West Vancouver Football Associa- 

tion. 

West Vancouver Hospital Society. 

West Vancouver Recreational So- 

ciety. 

Westview Ratepayers’ Association. 

Westview Tennis Club. 

White Rock Rate Payers Associa- 

tion, The. 

Women’s Auxiliary to the Princess 

oe Canadian Light Infantry, 
C: 


Wong Kong Har Benevolent Society. 
Woodfibre Community Association. 
Woodfibre Employees Society. 


Woodworker’s Educational Associ- 
ation. 


World Brotherhood of British Co- 
lumbia, The. 


Woss Lake Sports & Social Club. 
Youth Anonymous Aid Foundation. 
Yue Lee Society. my21—2280 
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MISCELLANEOUS 


“COMPANIES ACT” 


NOTICE is hereby given that Cariboo 
Hotel Co. Ltd. has appointed Lloyd G. 
McKenzie, 212-215 Yarrow Building, 
625 Fort Street, Victoria, B.C., as its at- 
torney for the purposes of the “ Com- 
panies Act” in place of A. Blair Pater- 
son, 301 Yarrow Building, 625 Fort 
Street, Victoria, B.C. 


Dated this 16th day of March, 1959. 


S. W. TAYLOR, 
Registrar of Companies. 





ap16—2264 


NOTICE TO CREDITORS 





Donald Lucan Ure, Deceased 


NOTICE is hereby given that all per- 
sons having claims against the estate of 
Donald Lucan Ure, deceased, late of 
Nelson, B.C., who died thereat on the 
12th day of February, 1959, are required 
to file particulars thereof with the under- 
signed solicitors for the executor, at 
P.O. Box 490, Nelson, B.C., on or be- 
fore the 21st day of April, 1959, after 
which date the executor will proceed to 
distribute the assets of the said deceased 
among the persons entitled thereto, hav- 
ing regard only to the claims which shall 
then have been filed as above required. 


Dated at Nelson, B.C., this 18th day 
of March, 1959. 


GARLAND, GANSNER & 


ARLIDGE, 
mh26—1142 


NOTICE TO CREDITORS 


Solicitors. 





George Riach, Deceased 


NOTICE is hereby given that creditors 
and those having claims against the estate 
of George Riach, deceased, formerly of 
1266 Newport Avenue, Victoria, B.C., are 
hereby required to send them to Montreal 
Trust Company, P.O. Box 460, Victoria, 
B.C., one of the executors, before the 
27th day of April, 1959, after which date 
the executors will distribute the said 
estate among the parties entitled thereto, 
having regard only to the claims of which 
they then have notice. 


MONTREAL TRUST COMPANY, 
ANNIE MAY RIACH, 
Executors. 
Straith, O’Grady, Buchan & Smith, 
mh26—1140 Solicitors. 





NOTICE TO CREDITORS 





Kathleen Sarah Nolan, Deceased 


NOTICE is hereby given that creditors 
and others having claims against the estate 
of Kathleen Sarah Nolan (otherwise known 
as Kathleen S. Nolan), deceased, formerly 
of Suite 9, 105 Menzies Street, Victoria, 
B.C., are hereby required to send them to 
the undersigned executor at 650 View 
Street, Victoria, B.C., before the 24th day 
of April, 1959, after which date the execu- 
tor will distribute the said estate among 
the parties entitled thereto, having regard 
only to the claims of which it then has 
notice. 

THE CANADA TRUST 


COMPANY, 
Executor. 
Pearlman & Lindholm, 


mh26—1139 Solicitors. 


MISCELLANEOUS 
NOTICE TO CREDITORS 





Thomas Swan Parker Buckle, Deceased 


NOTICE is hereby given that creditors 
and others having claims against the estate 
of Thomas Swan Parker Buckle, deceased, 
late of Victoria, B.C., are hereby required 
to send them to the undersigned executor 
at 650 View Street, Victoria, B.C., before 
the 30th day of April, 1959, after which 
date the executor will distribute the said 
estate amongst the parties entitled thereto, 
having regard only to the claims of which 
it then has notice. 


Dated the 20th day of March, 1959. 


THE CANADA TRUST 


COMPANY, 
Executor. 


Clay, Macfarlane, Ellis & Popham, 
mh26—1158 Solicitors. 


NOTICE TO CREDITORS 





Giovanni Biasutti, Deceased 


NOTICE is hereby given that creditors 
and others having claims against the estate 
of Giovanni Biasutti (also known as John 
Biasutti), deceased, formerly of Powell 
River, B.C., are hereby required to send 
them to the undersigned executor at 590 
West Pender Street, Vancouver, B.C., be- 
fore the 30th day of April, 1959, after 
which date the executor will distribute the 
said estate among the parties entitled 
thereto, having regard only to the claims 
of which it then has notice. 


THE TORONTO GENERAL 


TRUSTS CORPORATION, 
Executor. 


O’Brian & Anderson, 


mh26—1136 Solicitors. 


NOTICE TO CREDITORS 





James Cosford, Deceased 


NOTICE is hereby given that all credi- 
tors and others having claims or demands 
against the estate of James Cosford, de- 
ceased, late of Bella Vista Road, Vernon, 
B.C, who died on or about the Ist day of 
November, 1958, at Vernon, B.C., are re- 
quired, on or before the 31st day of May, 
1959, to send by post prepaid or delivered 
to George Cosford (the administrator of 
the estate of the said deceased situate 
within British Columbia), care of Bull, 
Housser, Tupper, Ray, Guy & Merritt, 
barristers and solicitors, 1500 The Royal 
Bank Building, Vancouver 2, B.C., their 
names, addresses, and descriptions, the 
full particulars of their claims, a state- 
ment of their accounts, and the nature of 
the securities, if any, held by them. 

And take notice that, after such last- 
mentioned date, the administrator will 
proceed to distribute the assets of the said 
deceased among the parties entitled there- 
to, having regard only to the claims of 
which he shall then have notice, and that 
the said administrator will not be liable 
for the said assets or any part thereof to 
any person or persons of whose claims 
notice shall not have been received by 
him at the time of such distribution. 


Dated the 18th day of March, 1959. 


BULL, HOUSSER, TUPPER, RAY, 


GUY & MERRITT, 


mh26—2278 Solicitors. 


MISCELLANEOUS 


“COMPANIES ACT” 


NOTICE is hereby given that Carry 
Steel Ltd., which was incorporated in the 
Province of Alberta and is registered as 
an Extra-Provincial Company under the 
“Companies Act,” has changed its name 
to the name “C. W. C. Holdings Ltd.” 


Dated this 18th day of March, 1959. 


S. W. TAYLOR, 
Registrar of Companies. 





ap 16—2294 
NOTICE TO CREDITORS 





Guy Hiram Darling, Deceased 


CREDITORS and others having claims 
against the estate of Guy Hiram Darling, 
deceased, formerly of Sidney, B.C., who 
died at Sidney, B.C., on February 28th, 
1959, are required to send full particulars 
of such claims to the undersigned execu- 
tor, 421, 620 View Street, Victoria, B.C., 
on or before the 11th day of May, 1959, 
after which date the estate’s assets will 
be distributed, having regard only to 
claims that have been received. 


S. 5. BENNY, 
Executor. 


NOTICE TO CREDITORS 


mh26—1122 





Pheru Ram, Deceased 


NOTICE is hereby given that all per- 
sons having claims against the estate of 
Pheru Ram, deceased, late of Honeymoon 
Bay, B.C., who died on the Ist day of 
January, 1957, are required to deliver or 
send particulars of the same, duly verified 
by statutory declation, to the undersigned, 
at 471 Wallace Street, Nanaimo, B.C., on 
or before the 7th day of May, 1959. 

All persons indebted to the said Pheru 
Ram are required to pay their indebted- 
ness to me forthwith. 

And further take notice that, after the 
7th day of May, 1959, the administrator 
of the estate will proceed to distribute the 
assets among the persons entitled, having 
regard only to the claims of which proof 
shall have been received. 


Dated at Nanaimo, B.C., this 19th day 
of March, 1959. 


OFFICIAL ADMINISTRATOR. 
mh26—2293 


“COMPANIES ACT” 


I HEREBY CERTIFY that there have 
this day been registered, pursuant to the 
“Companies Act,” an office copy of an 
order of the Honourable Mr. Justice 
Whittaker, dated the 16 day of February, 
1959, confirming wholly a special resolu- 
tion of the Ellis Trailer Sales Ltd. for the 
alteration of the objects of the Company, 
and a copy of the memorandum of asso- 
ciation of the Company as altered. 


Paragraph (d) of clause 3 of the Com- 
pany’s memorandum of association has 
been altered so that it now reads as fol- 
lows: — 

(d) To purchase real property for the 


purposes of investment only and not for 
resale. 


Given under my hand and seal of office 
at Victoria, B.C., this sixteenth day of 
March, one thousand nine hundred and 
fifty nine. 


[L.s.] A, H. HALL, 
Deputy Registrar of Companies. 


ap 16—2264 
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MISCELLANEOUS 


“COMPANIES ACT” 


NOTICE is hereby given that Wade 
Lumber Co. Ltd. has appointed Richard 
Michael Brown, Merritt, B.C., as its at- 
torney for the purposes of the “* Com- 
panies Act” in place of William Cabel 
Parker, Merritt, B.C. 


Dated this 17th day of March, 1959. 


S. W. TAYLOR, 
ap 16—2263 Registrar of Companies. 
“CO-OPERATIVE ASSOCIATIONS 
ACT, 1955” 

Boundary Bay Co-Operative Association 
(in Voluntary Liquidation) 


TAKE NOTICE that, by extraordinary 
resolution passed on the 12th day of 
March, 1959, Boundary Bay Co-Operative 
Association (in voluntary liquidation) re- 
solved to wind up voluntarily and that 
Muriel Rawlins, housewife, and George 
H. Jameson, gentleman, both care of 
5958 Kirkwood Road, R.R. 2, Beach 
Grove, B.C., have been appointed liqui- 
dators for the purpose of such winding-up. 

Dated at Ladner, B.C., this 17th day of 
March, 1959. 


MURIEL RAWLINS, 


GEORGE H. JAMESON, 
apl6—1124 Liquidators. 


“CO-OPERATIVE ASSOCIATIONS 
ACE, 1955” 





Boundary Bay Co-Operative Association 
(in Voluntary Liquidation) 


NOTICE is hereby given that, pursuant 
to section 223 of the “Companies Act,” 
a meeting of the creditors of Boundary 
Bay Co-Operative Association (in volun- 
tary liquidation) will be held at the office 
at 5958 Kirkwood Road, R.R. 2, Ladner, 
B.C., on Thursday, the 2nd day of April, 
1959, at the hour of 2.30 o’clock in the 
afternoon. 


Dated at Ladner, B.C., this 17th day of 
March, 1959. 


MURIEL RAWLINS, 


GEORGE H. JAMESON, 
mh26—1124 Liquidators. 


“COMPANIES ACT” 





No-Sag Spring Company of British Co- 
lumbia Limited (in Voluntary Liqui- 
dation). 


NOTICE is hereby given that a final 
general meeting of No-Sag Spring Com- 
pany of British Columbia Limited (in 
voluntary liquidation), will be held on 
Friday, the 24th day of April, 1959, at 
the hour of 10 o’clock in the forenoon, 
at the offices of Lawson, Lundell, Lawson 
& McIntosh, 1318 Standard Building, 510 
West Hastings Street, Vancouver, B.C., 
according to the provisions of section 225 
of the “Companies Act,” for the purpose 
of receiving and considering the liquida- 
tor’s final account of the winding-up pro- 
ceedings and to give directions to the 
liquidator regarding the disposition of the 
books and papers of the Company. 

Dated at Vancouver, B.C., this 17th 
day of March, 1959. 


HUGH M. McKENZIE, 
ap16—1152 Liquidator. 


MISCELLANEOUS 


* CO-OPERATIVE ASSOCIATIONS 
ACT, 1955” 


B.C. Co-operative Seed Association (in 
Liquidation) 

TAKE NOTICE that, pursuant to the 
“Co-operative Associations Act, 1955,” 
and section 225 of the “Companies Act,” 
a general meeting of the Association in 
accordance with its rules, is called for 10 
a.m., Wednesday, April 22nd, 1959, at the 
office of R. J. McMaster, solicitor, 1403, 
1030 West Georgia Street, Vancouver, 
B.C., for the purpose of laying before it 
an account of the winding-up of the As- 
sociation and giving any explanations 
thereof. 

Dated at Vancouver, B.C., this 18th 
day of March, 1959. 


W. H. BAUMBROUGH, 
FRANK BUTLER, 


PETER TJABBES, 
ap16—1123 Liquidators. 


NOTICE TO CREDITORS 


Robert Wesley McClung, Deceased 


NOTICE is hereby given that creditors 
and others having claims against the estate 
of Robert Wesley McClung, deceased, 
late of Oak Lodge, Victoria, B.C., are 
hereby required to send them to the un- 
dersigned administrator at 1111 Govern- 
ment Street, Victoria, B.C., before the 
23rd day of April, 1959, after which date 
the administrator will distribute the said 
estate amongst the parties entitled there- 
to, having regard only to the claims of 
which it then has received notice. 


MONTREAL TRUST COMPANY, 
Administrator. 


Crease & Company, 


mh26—2290 Solicitors. 


NOTICE TO CREDITORS 





John Montagu Carroll, Deceased 


NOTICE is hereby given that all credi- 
tors and others having claims or demands 
against the estate of John Montagu Car- 
roll, deceased, late of 1906 Haro Street, 
Vancouver, B.C., who died on or about 
the 17th day of December, 1958, at Van- 
couver, B.C., are required, on or before 
the 31st day of May, 1959, to send by 
post, prepaid, or deliver to Arthur Thomas 
Carroll, the administrator of the said 
estate, situate within British Columbia 
(care of Montreal Trust Company, 466 
Howe Street, Vancouver, B.C.), their 
names, addresses, and descriptions, the 
full particulars of their claims, a state- 
ment of their accounts, and the nature of 
the securities, if any, held by them. 

And take notice that, after such last- 
mentioned date, the administrator will 
proceed to distribute the assets of the 
said deceased among the parties entitled 
thereto, having regard only to the claims 
of which he shall then have notice, and 
that the said administrator will not be 
liable for the said assets or any part 
thereof to any person or persons of whose 
claims notice shall not have been received 
by him at the time of such distribution. 


Dated the 18th day of March, 1959. 


BULL, HOUSSER, TUPPER, RAY, 
GUY & MERRITT, 


mh26—2279 Solicitors. 


MISCELLANEOUS 
NOTICE TO CREDITORS 


Gertrude Kerr, Deceased 


TAKE NOTICE that, by order of the 
Honourable Mr. Justice Arthur E. Lord, 
made the 11th day of March, 1959, 
Official Administrator County of Vancou- 
ver, Vancouver, a Corporation Sole, was 
appointed administrator of the estate of 
Gertrude Kerr, deceased, and all parties 
having claims against the said estate are 
hereby required to furnish same, properly 
verified, to the said Corporation Sole, on 
or before the 21st day of April, 1959, 
after which claims filed may be paid with- 
out reference to any claims of which it 
then had no knowledge. 

And all parties indebted to the estate 
are required to pay the amount of their 
indebtedness to the said Corporation Sole 
forthwith. 


Dated this 19th day of March, 1959. 


OFFICIAL ADMINISTRATOR 
COUNTY OF VANCOUVER, 
VANCOUVER. 


635 Burrard Street, 


Vancouver I, B.C. mh26—2324 


“INSURANCE ACT” 


NOTICE is hereby given that the Met- 
ropolitan Life Insurance Company has 
appointed Duncan J. Davidson, of Vic- 
toria, B.C., at its attorney for the pur- 
poses of the “Insurance Act,” in place of 
J. Stanley Brown, of Vancouver, B.C., 
and has changed the location of its head 
office in British Columbia to 630 Fort 
Street, Victoria. 


Dated this 17th day of March, 1959. 


B. T. CANTRELE, 
Superintendent of Insurance. 
ap16—2276 


~ INSURANCE ACY? 


NOTICE is hereby given that The 
North River Insurance Company has ap- 
pointed George Thomas Aylward, of 
Vancouver, B.C., as its attorney for the 
purposes of the “ Insurance Act,” in place 
of M. B. B. Rolfe, of Vancouver, B.C., 
and has changed the location of its head 
office in British Columbia to 980 West 
Pender Street, Vancouver. 


Dated this 19th day of March, 1959. 


Boot. CANTEEDE: 
Superintendent of Insurance. 
ap 16—2298 





NOTICE TO CREDITORS 





Helen Maud Caporn, Deceased 


NOTICE is hereby given that creditors 
and others having claims against the estate 
of Helen Maud Caporn, deceased, late of 
Victoria, B.C., are hereby required to 
send them to the undersigned executor at 
408 Central Building, Victoria, B.C., be- 
fore the 27th day of April, 1959, after 
which date the executor will distribute the 
said estate among the parties entitled 
thereto, having regard only to the claims 
of which it then has notice. 


Dated this 20th day of March, 1959. 


THE ROYAL TRUST COMPANY, 
Executor. 
Mclllree & McIntyre, 


mh26—1155 Solicitors. 
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MISCELLANEOUS 
“COMPANIES ACT” 








Brown Brothers (Cranberry) Ltd. 


TAKE NOTICE that the final general 
meeting of Brown Brothers (Cranberry) 
Ltd. will be held on Wednesday, the 22nd 
day of April, 1959, at the hour of 10 
o’clock in the forenoon, at 1404 Domin- 
ion Bank Building, 207 West Hastings 
Street, Vancouver, B.C., to consider the 
account of the winding-up and any ex- 
planation thereof, and how the property 
of the Company has been disposed of. 


Dated at Vancouver, this 18th day of 


March, 1959. 
G. M. EDWARDS, 


apl16—1141 Liquidator. 


NOTICE TO CREDITORS 





Andrew Simonsen, Deceased 


TAKE NOTICE that, by order of the 
Honourable Mr. Justice T. W. Brown, 
made the 24th day of February, 1959, 
Official Administrator County of Van- 
couver, Vancouver, a Corporation Sole, 
was appointed administrator of the estate 
of Andrew Simonsen, deceased, and all 
parties having claims against the said 
estate are hereby required to furnish 
same, properly verified, to the said Cor- 
poration Sole, on or before the 17th day 
of April, 1959, after which claims filed 
may be paid without reference to any 
claims of which it then had no knowledge. 

And all parties indebted to the estate 
are required to pay the amount of their 
indebtedness to the said Corporation Sole 
forthwith. 


Dated this 16th day of March, 1959. 


OFFICIAL ADMINISTRATOR 
COUNTY OF VANCOUVER, 
VANCOUVER. 


635 Burrard Street, 
Vancouver 1, B.C. 


APPLICATION FOR A PERMIT 
UNDER THE “POLLUTION- 
CONTROL ACT,” 


The Corporation of the Township of 
Richmond, of Richmond Municipal Hall, 
691 No. 3 Road, Richmond, B.C., hereby 
applies to the Secretary, Pollution-control 
Board, for a permit to discharge effluent 
originating from a “rated aeration ” type 
treatment plant into the Middle Arm of 
the Fraser River, which flows west and 
discharges into the Strait of Georgia, and 
give notice of its application to all per- 
sons affected. 

The point of discharge shall be located 
at the south side of the Middle Arm of 
the Fraser River approximately 2,200 
feet east of No. 2 Road. 

The land upon which the effluent origi- 
nates is Section 8 and portion of Section 
9, Block 4 north, Range 6 west, New 
Westminster District. 

The quantity of effluent to be dis- 
charged is as follows: Maximum hourly 
rate, 3.25 c.f.s., 1,220 imperial gallons per 
minute; maximum 12-hour discharge, 
190,000 imperial gallons; average 24- 
hour discharge through year if continuous 
or through season if seasonal, 292,000 
imperial gallons. 

The operating season during which the 
effluent will be discharged is continuous. 

The characteristics of the effluent to be 
discharged are as follows:— 


mh26—2096 





Suspended solids (p.p.m.): Before treat- 
ment, 350; after treatment, 85. 

Total solids (p.p.m.): Before treat- 
ment, 700; after treatment, 260. 

Biochemical oxygen demand (p.p.m.): 
Before treatment, 440; after treat- 
ment, 110. 

pH: Before treatment, 6.9; after treat- 
ment, 6.9. 

Temperature (degrees Fahrenheit): Be- 
fore treatment, 45; after treatment, 
AS. 


Coliform bacteria (average m.p.n. per 


100 ml.): Before treatment, more 
than 3,000; after treatment, more 
than 3,000. 


Toxic chemicals (p.p.m.): Nil. 

The type of treatment to be applied to 
the effluent before discharge is as follows: 
Coarse screening, fine screening commi- 
nution, activated sludge, secondary sedi- 
mentation. 

A copy of this application was posted 
at the proposed point of discharge on the 
18th day of March, 1959. 


Dated March 18th, 1959. 


THE CORPORATION OF THE 
TOWNSHIP OF RICHMOND. 


T. M. Youngberg, Municipal Clerk. 
mh26—2407 


“INSURANCE ACT” 


NOTICE is hereby given that the Peer- 
less Insurance Company was licensed on 
the 19th day of March, 1959, under the 
“Insurance Act,” to undertake within the 
Province of British Columbia fire insur- 
ance, accident insurance, automobile in- 
surance, boiler insurance (excluding ma- 
chinery insurance), explosion insurance, 
inland transportation insurance, personal 
property insurance, plate glass insurance, 
real property insurance, theft insurance, 
and, in addition thereto, earthquake in- 
surance, falling aircraft insurance, hail 
insurance, impact by vehicles insurance, 
sprinkler leakage insurance, water dam- 
age insurance, weather insurance, and 
windstorm insurance, limited to the in- 
surance of the same property as is insured 
under a policy of fire insurance of the 
Company. 

Its head office in British Columbia is 
situate at 525 Seymour Street, Vancouver, 
and Archibald Harvey Stoddart of the 
same address is the attorney appointed by 
it under the said Act. 


Dated this 19th day of March, 1959. 
Ea. CANTEEL, 
Superintendent of Insurance. 
ap16—2299 


“COMPANIES ACT” 





The Canada Paint Company (British 
Columbia) Limited 


TAKE NOTICE that the final meeting 
of The Canada Paint Company (British 
Columbia) Limited will be held on Fri- 
day, the 10th day of April, 1959, at the 
hour of 10.30 o’clock in the forenoon, at 
1500 The Royal Bank Building, 675 West 
Hastings Street, Vancouver, B.C., to con- 
sider the account of the winding-up and 
how the property of the Company has 
been disposed of and to give any explana- 
tion thereof. 


Dated at Vancouver, B.C., this 12th 
day of March, 1959. 


W. C. HAMILTON, 


ap9—2241 Liquidator. 


MISCELLANEOUS - 


“COMPANIES ACT” 


NOTICE is hereby given that Moss & 
Hanley Ltd., incorporated on the 19th day 
of October, 1950, changed its name on 
the 26th day of March, 1959, to the name 
“'Tom Moss Realty Ltd.” 


S, We LAYLOR, 
mh26—2103 Registrar of Companies. 


“COMPANIES ACT” 


NOTICE is hereby given that Credit 
Bureau of Cranbrook Ltd., incorporated 
on the 23rd day of November, 1955, 
changed its name on the 26th day of 
March, 1959, to the name “ Kootenay 
Credit Bureaus Limited.” 


S. W. TAYLOR, 


mh26—2104 Registrar of Companies. 


“COMPANIES ACT ” 


NOTICE is hereby given that Arnold 
& Woods Estates Ltd., incorporated on 
the Ist day of February, 1956, changed 
its name on the 26th day of March, 1959, 
tothe name “J. K. Cooper Ltd.” 


S. W, TAYLOR, 
Registrar of Companies. 





mh26—2104 


“COMPANIES ACT” 


NOTICE is hereby given that North 
Country Television Associates Ltd., in- 
corporated on the 28th day of February, 
1958, changed its name on the 26th day 
of March, 1959, to the name “ P. G. Tele- 
vision Ltd.” 

S) W.. LAYEOR, 
mh26—2104 Registrar of Companies. 


“COMPANIES ACT” 


NOTICE is hereby given that Canadian 
Melrose Distillers Limited, incorporated 
on the 4th day of November, 1954, 
changed its name on the 26th day of 
March, 1959, to the name “ Canadian 
Park & Tilford Limited.” 


S. W. TAYLOR, 
mh26—2103 Registrar of Companies, 


NOTICE TO CREDITORS 


Hugo Stoor, Deceased 


TAKE NOTICE that, by order of the 
Honourable Mr. Justice H. Alan Mac- 
lean, made the 2nd day of March, 1959, 
Official Administrator County of Vancou- 
ver, Vancouver, a Corporation Sole, was 
appointed administrator of the estate of 
Hugo Stoor (otherwise known as Hugo 
Sanfred Stoor), deceased, and all parties 
having claims against the said estate are 
hereby required to furnish same, properly 
verified, to the said Corporation Sole, on 
or before the 17th day of April, 1959, 
after which claims filed may be paid with- 
out reference to any claims of which it 
then had no knowledge. 


And all parties indebted to the estate 
are required to pay the amount of their 
indebtedness to the said Corporation Sole 
forthwith, 


Dated this 16th day of March, 1959. 


OFFICIAL ADMINISTRATOR 
COUNTY OF VANCOUVER, 
VANCOUVER. 

635 Burrard Street, 


Vancouver 1, B.C. mh26—2095 
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MISCELLANEOUS 


“COMPANIES ACT” 


NOTICE is hereby given that Becker 
Brothers Exploration Limited, which was 
incorporated in the Province of Alberta 
and is registered as an extra-provincia! 
company under the “Companies Act,” 
has changed its name to the name “ Trail 
Drilling Ltd.” 

Dated this 20th day of March, 1959. 


S. W. TAYLOR, 
ap16—2402 Registrar of Companies. 


“COMPANIES ACT” 


NOTICE is hereby given that Puritan 
Canners Ltd., whose registered office is 
situate 520, 475 Howe Street, Vancouver, 
B.C., and which carries on its business at 
Vancouver, B.C., intends to apply to the 
Registrar of Companies for approval of 
a change of its name to the name “ Puri- 
tan Holdings Ltd.” at the expiration of 
four weeks from the date of this notice. 


Dated this 12th day of March, 1959. 


S. We EAYEOR; 


ap2—2214 Registrar of Companies. 


NOTICE TO CREDITORS 





John Mukosey, Deceased 


CREDITORS and others having claims 
against the estate of John Mukosey, de- 
ceased, formerly of 249 East Hastings 
Street, Vancouver, B.C., are required to 
send full particulars of such claims, duly 
verified, to Harry Greenberg, 16 East 
Hastings Street, Vancouver, B.C., on or 
before the 25th day of April, 1959, after 
which date the estate’s assets will be dis- 
tributed, having regard only to claims 
that have been received. 


NICK BOYKO, 
Executor. 


Harry Greenberg, 


mh26—1121 Solicitor. 


* COMPANIES ACT” 


NOTICE is hereby given that Pacific 
Plastics Limited, incorporated on the 24th 
day of December, 1952, changed its name 
on the 26th day of March, 1959, to the 
name “Agnew Plastics Ltd.” 


S. W. TAYGOR: 


mh26—2103 Registrar of Companies. 


“CO-OPERATIVE ASSOCIATIONS 
ACT” 





The Slocan-Kootenay Farmers’ Exchange 
(in Liquidation) 


NOTICE is hereby given that, pursuant 
to the order of His Honour, Judge E. P. 
Dawson, local Judge of the Supreme 
Court of British Columbia, made the 25th 
day of February, 1959, all persons claim- 
ing to be entitled to rank as members of 
The Slocan-Kootenay Farmers’ Exchange 
are required to lodge proofs of their 
claims, duly verified by affidavit, with the 
undersigned liquidator prior to the 27th 
day of April, 1959, after which date I 
shall proceed to determine such claims as 
shall theretofore have been lodged with 
me. 


Dated at Nelson, B.C., this 20th day of 
March, 1959. 


THOMAS G. C. FOX, 


mh26—2291 Liquidator. 
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MISCELLANEOUS 
NOTICE 





In the Matter of “An Act to incorporate 
the Anglican Synod of the Diocese 
of New Westminster,” Being Chapter 
45 of the Statutes of British Colum- 
bia, A.D. 1893; and in the Matter of 
the Intended Incorporation of the 
Parish of Saint George’s, Fort Lang- 
ley, in the Province of British Co- 
lumbia. 


Declaration 
(Seer 7) 

WE, the parish officers of the Parish of 
Saint George’s, in the Diocese of New 
Westminster, do hereby declare:— 

1. That the undersigned Thomas Speed 
is the vicar of the said Parish; that the 
undersigned Roderick Hawkins, people’s 
warden, and Cameron Ritchie, vicar’s 
warden, are the two church wardens; 
that the undersigned Thomas Whiley and 
Russell Brown are the two sidesmen for 
the time being of Saint George’s; and 
that the undersigned Alexander C. Hope 
and Leonard Greenwood are two vestry- 
men duly elected by the electors of the 
said Parish for the purpose of making 
this declaration. 

2. That the above-mentioned parties 
are the Parish officers of the said Parish 
of Saint George’s, and their respective ad- 
dresses are as follows:— 

Rev. Thomas E. Speed, Fort Langley, 

Be 

Roderick Hawkins, Fort Langley, B.C. 

Cameron Ritchie, Fort Langley, B.C. 

Thomas Whiley, Fort Langley, B.C. 

Russell Brown, Fort Langley, B.C. 

Alex. C. Hope, Fort Langley, B.C. 

Leonard Greenwood, Fort Langley, B.C. 

3. That the intended corporate name of 
the Parish is “The Parish of Saint 
George’s.” 

4. That the names of those who are to 
be the first trustees are as follows:— 

Thomas E. Speed, Fort Langley, B.C., 

vicar. 

Roderick Hawkins, Fort Langley, B.C., 

people’s warden. 

Cameron Ritchie, Fort Langley, B.C., 

vicar’s warden. 


Thomas Whiley, Fort Langley, B.C., 


sidesman. 

Russell Brown, Fort Langley, B.C., 
sidesman. 

Nic Ge Hope, one leanciey. bie. 
vestryman. 


Leonard Greenwood, Fort Langley, 
B.C., vestryman. 


5. That the successors of the said trus- 
tees shall be elected or appointed each 
year at the annual vestry meeting of the 
electors of the church and shall continue 
in office until their successors are ap- 
pointed. That the wardens elected or 
appointed at such annual vestry meeting 
shall, ex officio, be trustees of the Parish 
Corporation. The retiring trustees shall 
be eligible for re-election. The trustees 
shall have power at any time and from 
time to time to appoint a person who is 
a member of the executive committee of 
the church to fill any casual vacancy 
occurring in the board of trustees. 

6. That the vicar or other priest in 
charge of the Parish shall be ex officio a 
trustee and presiding officer of the Parish 
Corporation of the Parish of Saint 
George’s, Fort Langley, B.C., and shall 
preside at any and all meetings of the 
trustees at which he shall be present, and 


in his absence the trustees present shall 
choose some one of their number to be 
chairman of the meeting. 

7. That the limits of the Parish of 
Saint George’s, Fort Langley, have been 
defined by the executive committee of the 
synod of the Diocese of New Westmin- 
ster and are as follows: All that prop- 
erty north of the Medd and Howell Roads 
now known as Eightieth Avenue and 
within The Corporation of the Township 
of Langley and all that property north of 
the Jericho and Crush Roads within The 
Corporation of the Township of Langley. 

Dated at Fort Langley, British Colum- 
bia, this twenty-first day of April, in the 
year of our Lord one thousand nine hun- 
dred and fifty-eight. 


THOS. E. SPEED, 

Vicar. 
RODERICK C. M. HAWKINS, 

People’s Warden. 
CC RrIvcHiE, 
Vicar’s Warden. 

Tt. do WHILEBY- 

Sidesman. 
RUSSELL BROWN, 

Sidesman. 


ALEX. CHORE: 
V estryman. 


L. GREENWOOD, 
V estryman. 


Witness to the above signatures: G. F. 
Young, A Notary Public in and for the 
Province of British Columbia. 





This is to certify that the foregoing 
declaration and the intention of the Par- 
ish of St. George’s, Fort Langley, to be- 
come incorporated under chapter 45 of 
the Statutes of British Columbia, 1893, 
has been approved of by the synod and 
the Lord Bishop of New Westminster. 

As witness the hand and seal of the 
Lord Bishop of New Westminster, this first 
day of May, in the year of our Lord one 
thousand nine hundred and fifty-eight. 

[SEAL.] JAMES THOMPSON, 

Archdeacon and 
Commissary to the Bishop. 





I hereby certify that Rev. Thomas E. 
Speed, Fort Langley, B.C.; Roderick 
Hawkins, Fort Langley, B.C.; Cameron 
Ritchie, Fort Langley, B.C.; Thomas 
Whiley, Fort Langley, B.C.; Russell 
Brown, Fort Langley, B.C.; Alexander C. 
Hope, Fort Langley, B.C.; Leonard 
Greenwood, Fort Langley, B.C., person- 
ally known to me, appeared before me 
and acknowledged to me that they are 
the persons mentioned in the annexed 
declaration as the makers thereof, that 
they know the contents thereof and are 
of the full age of twenty-one years, and 
I further certify that the said persons 
signed the said declaration in my pres- 
ence. 


In testimony whereof I have hereunto 
set my hand and seal of office at Hamlet 
of Fort Langley, in the Province of Brit- 
ish Columbia, this twenty-first day of 
April, in the year of our Lord one thou- 
sand nine hundred and fifty-eight. 

[SEAL. ] G. F. YOUNG, 

A Notary Public in and for the 


west of British Columbia 
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MISCELLANEOUS 


“COMPANIES ACT” 


NOTICE is hereby given that John 
Deere Plow Company (Limited), which 
was incorporated under the laws of Can- 
ada and is registered as an Extra-Pro- 
vincial Company under the “ Companies 
Act,” has changed its name to the name 
“John Deere Limited.” 


Dated this 3rd day of March, 1959. 


S. W. TAYLOR, 
Registrar of Companies. 





mh26—2155 


“INSURANCE ACT” 


NOTICE is hereby given that the Gen- 
eral Exchange Insurance Corporation has 
ceased to transact the business of insur- 
ance within the Province of British Co- 
lumbia and all its outstanding obligations 
in this Province have been assumed by 
the Motors Insurance Corporation. 


Dated this 26th day of February, 1959. 


Eb, -CANTELL, 
Superintendent of Insurance. 
mh26—2117 


“COMPANIES ACT” 


NOTICE is hereby given that West 
Coast Tire Sales Ltd., which inadvertently 
changed its name to West Coast Sales 
Ltd. on the 29th day of January, 1959, 
has, pursuant to section 17 of the “ Com- 
panies Act,” changed its name to the 
name “ Vanwest Sales Ltd.” 


Dated this 20th day of February, 1959. 


S. W. TAYLOR, 


mh26—2105 Registrar of Companies. 


“COMPANIES ACT ” 





Asnazu Gold Dredging Limited (in Volun- 
tary Liquidation) 


TAKE NOTICE that Asnazu Gold 
Dredging Limited has resolved to wind up 
voluntarily and that George Bruce Dun- 
can, barrister and solicitor, of 411 To- 
ronto-Dominion Bank Building, 717 West 
Pender Street, Vancouver 1, B.C., has 
been appointed liquidator for the pur- 
poses of such winding-up. 


Dated at Vancouver, B.C., this 25th 
day of February, 1959. 


G. BRUCE DUNCAN, 


mh26—981 Liquidator. 





“COMPANIES ACT” 





British Automobile Centre Ltd. (in Volun- 
tary Liquidation) 


WE, the Canadian Credit Men’s Trust 
Association Limited, liquidator of Brit- 
ish Automobile Centre Ltd., hereby in- 
form you that a general meeting of the 
members of the Company will be held in 
Room 408 Douglas Hotel, 1450 Douglas 
Street, Victoria, B.C., at 2.30 p.m., on 
the 15th day of April, 1959, pursuant to 
section 225 of the “ Companies Act,” for 
the purpose of accounting and reporting 
on the winding-up of the affairs of the 
Company. 


Dated this 24th day of February, 1959. 


THE CANADIAN CREDIT MEN’S 


TRUST ASSOCIATION LIMITED, 
Liquidator. 
t Broadway, 
ee B mh26—2111 


Vancouver 10, B.C. 


MISCELLANEOUS 
“COMPANIES ACT” 





Nikcam Holdings Ltd. (in Voluntary 
Liquidation ) 

NOTICE is hereby given that, by spe- 
cial resolution passed on the 2nd day of 
March, 1959, it was resolved that Nik- 
cam Holdings Ltd. be wound up volun- 
tarily and that National Trust Company, 
Limited, of Burrard and Pender Streets, 
Vancouver, B.C., be appointed liquidator 
for the purpose of such winding-up. 


Dated at Vancouver, B.C., this 2nd day 
of March, 1959. 


NATIONAL TRUST COMPANY, 


LIMITED, 
Liquidator. 


mh26—2149 D. Maclean, Manager. 


“COMPANIES ACT ” 





Nikcam Holdings Ltd. (in Voluntary 
Liquidation ) 


TAKE NOTICE that, pursuant to sec- 
tion 223 of the “ Companies Act,” a meet- 
ing of the creditors of Nikcam Holdings 
Ltd. will be held at the offices of National 
Trust Company, Limited, Burrard and 
Pender Streets, Vancouver, B.C., on 
Thursday, the 19th day of March, 1959, 
at the hour of 2 o’clock in the afternoon, 
Pacific Standard time. 


Dated at Vancouver, B.C., this 2nd 
day of March, 1959. 


NATIONAL TRUST COMPANY, 
LIMITED, 
Liquidator. 


mh26—2149 D. Maclean, Manager. 


“COMPANIES ACT” 


NOTICE is hereby given that J. R. 
Ardill & Sons Ltd., whose registered office 
is situate at the office of W. Calvin Bow- 
ness, barrister and solicitor, Fort St. John, 
B.C., and which carries on its business at 
Fort St. John, B.C., intends to apply to 
the Registrar of Companies for approval 
of a change of its name to the name 
“Centennial Motors Ltd.” at the expira- 
tion of four weeks from the date of this 
notice. 


Dated this Sth day of March, 1959. 


S. W. TAYLOR, 


mh26—2155 Registrar of Companies. 


SALE OF UNCLAIMED 
EXPRESS SHIPMENTS 


NOTICE is hereby given that all goods 
received previous to the first day of April, 
1958, and still remaining unclaimed in 
the offices of the Canadian Pacific Ex- 
press Company at different points in the 
Provinces of British Columbia, Alberta, 
Saskatchewan and Manitoba will be sold 
by public auction to the highest bidder 
by Mr. Victor E. Fennell, auctioneer, at 
306 Main Street, Winnipeg, Manitoba, at 
10 a.m. on the 2nd day of May, 1959, 
under authority of the “Railway Act” 
of Canada, unless same shall be called for 
before that date and all charges paid 
thereon. 


CANADIAN PACIFIC 
EXPRESS COMPANY. 


G. W. Morris, 
Superintendent Pacific Division. 
ap23—2109 


MISCELLANEOUS 


“COMPANIES ACT” 


NOTICE is hereby given that Con- 
tinental Grain Company (Canada) Lim- 
ited has appointed D. W. Moss, 333 
Marine Building, Vancouver, B.C., as its 
attorney for the purpose of the “ Com- 
panies Act” in place of J. C. A. Nijdam, 
333 Marine Building, Vancouver, B.C. 


Dated this 13th day of March, 1959. 


S. W. TAYLOR, 
ap9—2250 Registrar of Companies. 


“COMPANIES ACT” 


NOTICE is hereby given that Roneo 
Company of Canada Limited, has ap- 
pointed Robert W. Matthews, 1024 Blan- 
shard Street, Victoria, B.C., as its at- 
torney for the purpose of the “Companies 
Act” in place of Geofrey H. Matthews, 
1024 Blanshard Street, Victoria, B.C. 


Dated this 12th day of March, 1959. 


S. W. TAYLOR, 
ap9—2250 Registrar of Companies. 


“COMPANIES ACT” 


NOTICE is hereby given that Interna- 
tional Equipment Company Limited, has 
appointed Donald Kenneth Granger, 650 
Industrial Avenue, Vancouver 4, B.C., as 
its attorney for the purpose of the “ Com- 
panies Act” in place of Gordon Barrie 
Begbie, 650 Industrial Avenue, Vancou- 
Vera Bic. 


Dated this 12th day of March, 1959. 


S. W. TAYLOR, 
Registrar of Companies. 


“COMPANIES ACT” 


NOTICE is hereby given, pursuant to 
subsection (5) of section 208 of the ““Com- 
panies Act,” that H. T. H. Holding Co. 
Ltd. was, on the date of this notice, struck 
off the Register and dissolved. 


Dated this Sth day of March, 1959. 


S. W. TAYLOR, 
Registrar of Companies. 


ap9—2246 


mh26—2119 


“COMPANIES ACT” 


NOTICE is hereby given that Farwest 
Building Maintenance Co. Ltd., whose reg- 
istered office is situate 303, 470 Granville 
Street, Vancouver, B.C., and which carries 
on its business at Vancouver, B.C., intends 
to apply to the Registrar of Companies for 
approval of a change of its name to the 
name “Farwest Building Maintenance & 
Supplies Co. Ltd.” at the expiration of 
four weeks from the date of this notice. 


Dated this 5th day of March, 1959. 


S. W. TAYLOR, 


mh26—2152 Registrar of Companies. 





“COMPANIES ACT ” 


NOTICE is hereby given that G. L. 
Gillette Ltd., whose registered office is 
situate 221, 175 East Broadway, Vancou- 
ver, B.C., and which carries on its busi- 
ness at Vancouver, B.C., intends to apply 
to the Registrar of Companies for appro- 
val of a change of its name to the name 
“G. G.’s Pancake House Ltd.” at the 
expiration of four weeks from the date 
of this notice. 


Dated this Sth day of March, 1959, 


S. W. TAYLOR, 


mh26—2153 Registrar of Companies. 
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MISCELLANEOUS 


“COMPANIES ACT” 


NOTICE is hereby given that Estrex 
Sales (B.C.) Ltd., whose registered office 
is situate 108 Birks Building, 718 Gran- 
ville Street, Vancouver, B.C., and which 
carries On its business at Vancouver, B.C., 
intends to apply to the Registrar of Com- 
panies for approval of a change of its 
name to the name “ West Coast Plywood 
Specialties Ltd.” at the expiration of four 
weeks from the date of this notice. 


Dated this Sth day of March, 1959. 


S. W. TAYLOR, 


mh26—2153 Registrar of Companies. 


“COMPANIES ACT” 


NOTICE is hereby given that The 
Scotty Shop Ltd., whose registered office 
is situate 359 Homer Street, Vancouver, 
B.C., and which carries on its business at 
Vancouver, B.C., intends to apply to the 
Registrar of Companies for approval of 
a change of its name to the name “ The 
Tartan Shop Ltd.” at the expiration of 
four weeks from the date of this notice. 


Dated this Sth day of March, 1959. 


». W. LAYLOR, 


mh26—2154 Registrar of Companies. 


“COMPANIES ACT” 


NOTICE is hereby given that Sun- 
Rype Products Ltd., whose registered 
office is situate 1165 Ethel Street, Ke- 
lowna, B.C., and which carries on its 
business at Kelowna, B.C., intends to 
apply to the Registrar of Companies for 
approval of a change of its name to the 
name “B.C. Fruit Processors Ltd.” at the 
expiration of four weeks from the date of 
this notice. 


Dated this Sth day of March, 1959. 


Ss VV EANYaIEOIRS 


mh26—2154 Registrar of Companies. 


“COMPANIES ACT” 


NOTICE is hereby given that Corpo- 
rate Accumulations Ltd., whose registered 
office is situate 202, 640 West Hastings 
Street, Vancouver, B.C., and which car- 
ries on its business at Vancouver, B.C., 
intends to apply to the Registrar of Com- 
panies for approval of a change of its 
name to the name “D. A. Ledgerwood 
Ltd.” at the expiration of four weeks 
from the date of this notice. 


Dated this Sth day of March, 1959, 


S: W.' TAYLOR, 


mh26—2153 Registrar of Companies. 


“COMPANIES ACT” 


NOTICE is hereby given that Farwest 
Tungsten Copper Mines Limited (Non- 
Personal Liability), whose registered office 
is situate 1004 Credit Foncier Building, 
850 West Hastings Street, Vancouver, 
B.C., and which carries on its business at 
Vancouver, B.C., intends to apply to the 
Registrar of Companies for approval of a 
change of its name to the name “Farwest 
Mining Limited (Non-Personal Liability)” 
at the expiration of four weeks from the 
date of this notice. 


Dated this Sth day of March, 1959. 


Sa waw LOR, 


mh26—2152 Registrar of Companies. 


MISCELLANEOUS 
“COMPANIES ACT” 





F. R. Stewart Company Limited 

TAKE NOTICE that the final meeting 
of F. R. Stewart Company Limited will 
be held on Friday, the 3rd day of April, 
1959, at the hour of 11.30 o’clock in the 
forenoon, at 1500 The Royal Bank 
Building, 675 West Hastings Street, Van- 
couver, B.C., to consider the account of 
the winding-up and how the property of 
the Company has been disposed of and 
to give any explanation thereof. 


Dated at Vancouver, B.C., this 4th day 
of March, 1959. 


R. D; JORDAN GUY, 


ap2—2174 Liquidator. 





“COMPANIES ACT” 


Ryan-Wilson Company Limited 


TAKE NOTICE that the final meeting 
of Ryan-Wilson Company Limited will 
be held on Friday, the 3rd day of April, 
1959, at the hour of 10 o’clock, in the 
forenoon, at 1500 The Royal Bank Build- 
ing, 675 West Hastings Street, Vancouver, 
B.C., to consider the account of the wind- 
ing-up and how the property of the Com- 
pany has been disposed of and to give 
any explanation thereof. 


Dated at Vancouver, B.C., this 4th day 
of March, 1959. 


R. D. JORDAN GUN, 


ap2—2174 Liquidator. 


“COMPANIES ACT” 





A. P. Slade (Victoria) Limited 


TAKE NOTICE that the final meeting 
of A. P. Slade (Victoria) Limited will be 
held on Friday, the 3rd day of April, 
1959, at the hour of 11 o’clock in the fore- 
noon, at 1500 The Royal Bank Building, 
675 West Hastings Street, Vancouver, 
B.C.,, to consider the account of the wind- 
ing-up and how the property of the Com- 
pany has been disposed of and to give 
any explanation thereof. 


Dated at Vancouver, B.C., this 4th day 
of March, 1959. 


R. D. JORDAN GUY, 


ap2—2174 Liquidator. 


“COMPANIES ACT ” 


NOTICE is hereby given that Norco 
Resources Ltd. has this day converted 
itself under section 66 of the “Companies 
Act” into a specially limited company, 
and that:— 

(a) The name of the Company now is 
“Norco Resources Ltd. (Non-Personal 
Liability )”: 

(b) To objects of the Company now 
are the objects set forth in section 23 (1) 
of the said Act: 

(c) The liability of the members is 
limited and, subject to section 74, a mem- 
ber shall not be personally liable for 
more than the amount actually agreed to 
be paid for any shares taken or held by 
him. 

Dated this 20th day of February, 1959. 


S. W. TAYLOR, 


mh26—2130 Registrar of Companies. 


MISCELLANEOUS 
“COMPANIES ACT” 





Silver Motel Investments Ltd. 


NOTICE is hereby given that, by 
special resolution passed on the 19th day 
of February, 1959, it was resolved that 
Silver Motel Investments Ltd. be wound 
up voluntarily, and that James P. R. 
Mason, of 1170 Kingsway, Vancouver, 
B.C., be appointed liquidator for the pur- 
pose of such winding-up. 

Dated at Vancouver, B.C., this 4th day 
of March, 1959. 


JAMES P. R. MASON, 


ap2—1030 Liquidator. 





“INSURANCE ACT” 


NOTICE is hereby given that The 
Phenix Fire Insurance Company has 
ceased to transact the business of insur- 
ance within the Province of British Co- 
Jumbia and all its outstanding obligations 
in this Province have been assumed by the 
General Security Insurance Company of 
Canada. 


Dated this 26th day of February, 1959. 


EB, YT. CANTELL, 
Superintendent of Insurance. 
mh26—2118 


“ COMPANIES ACT” 


Johnson & Phillips (Canadian Sales) Lim- 
ited (in Voluntary Liquidation) 


TAKE NOTICE that Johnson & Phil- 
lips (Canadian Sales) Limited has by 
resolution dated the 2nd day of March, 
1959, resolved to wind up voluntarily. 


Dated at Vancouver this 6th day of 
March, 1959. 


HENRY LONGSTAFF, 


ap2—2192 Liquidator. 


“COMPANIES ACT” 


NOTICE is hereby given that B.C. 
Fruit Processors Ltd., whose registered 
office is situate Ellis Street and Roanoke 
Avenue, Kelowna, B.C., and which carries 
on its business at Kelowna, B.C., intends 
to apply to the Registrar of Companies 
for approval of a change of its name to 
the name “Sun-Ripe Products Ltd.” at 
the expiration of four weeks from the 
date of this notice. 


Dated this 5th day of March, 1959. 


S. W. TAYLOR, 


mh26—2154 Registrar of Companies. 





“INSURANCE ACT” 


NOTICE is hereby given that the In- 

dustrial Life Insurance Company was 
licensed on the 2nd day of March under 
the “ Insurance Act ” to undertake, within 
the Province of British Columbia, life in- 
surance, personal accident insurance, and 
sickness insurance. 
_Its head office in British Columbia is 
situate at 640 West Hastings Street, Van- 
couver, and Thomas Ellis Ladner, of the 
same address, is the attorney appointed 
by it under the said Act. 


Dated this 2nd day of March, 1959. 
Ba. CANTELEL, 


Superintendent of Insur : 
mh26—2128 ie 
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MISCELLANEOUS 


“ COMPANIES ACT” 


NOTICE is hereby given that Kauf- 
man’s French Creek Lodge Ltd., incorpo- 
rated on the 28th day of June, 1956, 
changed its name on the 12th day of 
March, 1959, to the name “ French Creek 
Lodge Ltd.” 





». W. TAYLOR, 


mh12—1905 Registrar of Companies. 





ERRATUM 


TAKE NOTICE that Inland Pacific 
Contracting Ltd., which was incorporated 
on the 11th day of February, 1959, whose 
registered office is situate 1690 West 
Broadway, in the City of Vancouver, in 
the Province of British Columbia, was 
incorrectly described as having its regis- 
tered office at Vancouver, B.C., rather 
than as above, in a notice of incorpora- 
tion published on the 26th day of Feb- 
ruary, 1959. 


Dated this 27th day of February, 1959. 


S. W. TAYLOR, 


ap2—2043 Registrar of Companies. 


“COMPANIES ACT” 

I HEREBY CERTIFY that there have 
this day been registered, pursuant to the 
“Companies Act,” an office copy of an 
order of the Honourable Mr. Justice Col- 
lins, dated the 22nd day of December, 
1958, and an office copy of an order of 
the Honourable Mr. Justice Wilson, dated 
the 6th day of February, 1959, confirm- 
ing wholly a special resolution of the 
Saxton Investments Limited for the alter- 
ation of the objects of the Company, and 
a copy of the memorandum of associa- 
tion of the Company as altered. 

The objects of the Company have been 
extended by the addition of the following 
clauses :— 

(g) To invest in shares, stocks, bonds, 
debentures, debenture stock, and other 
evidences of indebtedness and obligations 
issued or guaranteed by any corporation, 
company, chartered bank, association, 
partnership, syndicate, entity, person, or 
governmental, municipal, or public au- 
thority, domestic or foreign, and evi- 
dences of any interest in respect of any 
such shares, stocks, bonds, debentures, 
debenture stock, and other evidences of 
indebtedness and obligations, and to in- 
vest and lend money at interest on the 
security of personal property, or without 
security, and to change, alter, or realize 
upon any investments, and to reinvest 
any moneys which may at any time be 
available for that purpose: 

(h) To purchase or otherwise acquire 
and hold or otherwise deal in real and 
personal property and rights and, in par- 
ticular, lands, buildings, hereditaments, 
business or industrial concerns and under- 
takings, mortgages, charges, contracts, 
concessions, franchises, annuities, patents, 
licences, securities, policies, book debts, 
and any interest in real or personal prop- 
erty, any claims against such property or 
against amy person or company, and 
privileges and choses in action of all 
kinds. 

Given under by hand and seal of office, 
at Victoria, Province of British Colum- 
bia, this thirteenth day of February, one 
thousand nine hundred and fifty-nine. 


A. H. HALL, 
Deputy Registrar of Companies. 


ap9—2207 


[L.s.] 


MISCELLANEOUS 


“INSURANCE ACT” 


NOTICE is hereby given that The 
Sovereign Life Assurance Company of 
Canada has appointed Joseph Hector Cyr, 
of Vancouver, as its attorney for the 
purposes of the “ Insurance Act ” in place 
of Otto Thomas Olson, of Vancouver, 
and has changed the location of its head 
office in British Columbia to 567 Hornby 
Street, Vancouver. 


Dated this Sth day of March, 1959. 


Bo CANTER, 
ap2—2177 Superintendent of Insurance. 


“COMPANIES ACT ” 





A. P. Slade & Company Limited 


TAKE NOTICE that the final meeting 
of A. P. Slade & Company Limited will 
be held on Friday, the 3rd day of April, 
1959, at the hour of 10.30 o’clock in the 
forenoon at 1500 The Royal Bank Build- 
ing, 675 West Hastings Street, Vancouver, 
B.C., to consider the account of the wind- 
ing-up and how the property of the Com- 
pany has been disposed of and to give 
any explanation thereof. 


Dated at Vancouver, B.C., this 4th day 
of March, 1959. 


R. DigJORDAN GUY; 
ap2—2174 Liquidator. 


“COMPANIES. ACT ? 


NOTICE is hereby given that Trans- 
Canada Mortgage Brokers (Vancouver) 
Ltd., which was incorporated in the Proy- 
ince of Alberta and is registered as an 
Extra-Provincial Company under the 
“Companies Act,” has changed its name 
to the name “Trans-Canada Mortgage 
Corporation (Vancouver) Ltd.” 


Dated this 9th day of March, 1959. 


Ss. W. LAYICOR: 
ap9—2234 Registrar of Companies. 


“COMPANIES. ACT” 


NOTICE is hereby given that Sague- 
nay-Kitimat Company has appointed P. 
H. Jomini, of Kitimat, B.C., as its at- 
torney for the purpose of the “Companies 
Act” in place of D. T. Lynch, of Kitimat, 
HC, 

Dated this 25th day of February, 1959. 


S. W. TAYLOR, 


mh26—2129 Registrar of Companies. 


“COMPANIES ACT” 





Paterson’s Warehouse Ltd. (in Volun- 
tary Liquidation) 


TAKE NOTICE that a general meeting 
of shareholders of Paterson’s Warehouse 
Ltd. (in voluntary liquidation), will be 
held at the offices of Lee & Ottley, gen- 
eral accountants, 207 Second Avenue, 
Kamloops, B.C., on Monday, the 6th day 
of April, 1959, at 11 o’clock in the fore- 
noon, for the purpose of receiving and 
considering an account of the winding-up 
of the Company by the liquidator, and 
how the property of the said Company 
has been disposed of, and for submission 
to the said meeting of such other matters 
pertaining to the said liquidation as the 
shareholders shall consider advisable. 


Dated at Kamloops, B.C., this 6th day 
of March, 1959. 


GORDON LEE, 


ap2—1050 Liquidator. 


MISCELLANEOUS 


“COMPANIES ACT” 


NOTICE is hereby given that Cariboo 
Trail Realtors Ltd., whose registered office 
is situate 405 North Road, New Westmin- 
ster, B.C., and which carries on its busi- 
ness at New Westminster, B.C., intends 
to apply to the Registrar of Companies 
for approval of a change of its name to 
the name “ Cariboo Trail Realty Ltd.” at 
the expiration of four weeks from the 
date of this notice. 


Dated this 12th day of March, 1959. 


SW; LAYLOR: 
Registrar of Companies. 





ap2=2213 


“COMPANIES ACT ” 


NOTICE is hereby given that Alberta 
Meat Company Ltd., whose registered 
office is situate 520, 475 Howe Street, 
Vancouver, B.C., and which carries on 
its business at Vancouver, B.C., intends 
to apply to the Registrar of Companies 
for approval of a change of its name to 
the name “ Puritan Canners Ltd.” at the 
expiration of four weeks from the date 
of this notice. 


Dated this 12th day of March, 1959. 


Ss. W. PAYEOR, 


ap2—2213 Registrar of Companies. 


“COMPANIES ACI.” 


NOTICE is hereby given that Rex Chain 
Distributors Ltd., whose registered office 
is situate 811, 207 West Hastings Street, 
Vancouver, B.C., and which carries on 
its business at Vancouver, B.C., intends 
to apply to the Registrar of Companies 
for approval of a change of its name to 
the name “Crown Chain Distributors 
Ltd.” at the expiration of four weeks 
from the date of this notice. 


Dated this 12th day of March, 1959. 


S. W. TAYLOR, 


ap2—2212 Registrar of Companies. 


“COMPANIES ACT” 


NOTICE is hereby given that Aker & 
Fleury Hardware Ltd., whose registered 
office is situate 201, 1685 Third Avenue, 
Prince George, B.C., and which carries 
on its business at Prince George, B.C., 
intends to apply to the Registrar of Com- 
panies for approval of a change of its 
name to the name “Fleury Hardware 
Ltd.” at the expiration of four weeks 
from the date of this notice. 


Dated this 12th day of March, 1959. 


5. W:; TAYLOR, 


ap2—2212 Registrar of Companies. 





“COMPANIES ACT” 


NOTICE is hereby given that Perco 
Sales Ltd., whose registered office is 
situate 702, 475 Howe Street, Vancouver, 
B.C., and which carries on its business at 
Vancouver, B.C., intends to apply to the 
Registrar of Companies for approval 
of a change of its name to the name 
“ Boundary Sales Co. Ltd.” at the expira- 
tion of four weeks from the date of this 
notice. 


Dated this 12th day of March, 1959. 


Ss. W. TAYLOR, 


ap2—2216 Registrar of Companies. 
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MISCELLANEOUS 
“COMPANIES ACT” 





Equipment Rentals Limited (in Voluntary 
Liquidation) 

TAKE NOTICE that Equipment Rent- 
als Limited, did, on the 28th day of Feb- 
ruary, 1959, resolve to wind up volun- 
tarily. 

Dated at Victoria, B.C., this 10th day 
of March, 1959. 


J. R. A. KINNINMONT, 
ap2—2218 Liquidator. 


“COMPANIES ACT” 


NOTICE is hereby given that E. O’Sul- 
livan (Canada) Ltd. has appointed John 
Allan Bourne, 309 Royal Bank Building, 
675 West Hastings Street, Vancouver 2, 
B.C., as its attorney for the purpose of 
the “Companies Act” in place of Alex- 
ao Campbell DesBrisay, Vancouver, 


Dated this 2nd day of March, 1959. 


So We LAYEOR: 
Registrar of Companies. 


“COMPANIES ACT” 


ap2—2162 





B.C. Fruit & Produce Company Limited 


TAKE NOTICE that the final meeting 
of B.C. Fruit & Produce Company Lim- 
ited will be held on Friday, the 3rd day 
of April, 1959, at the hour of 12 o’clock 
noon at 1500 The Royal Bank Building, 
675 West Hastings Street, Vancouver, 
B.C., to consider the account of the wind- 
ing-up and how the property of the Com- 
pany has been disposed of and to give any 
explanation thereof. 


Dated at Vancouver, B.C., this 4th day 
of March, 1959. 


R. D. JORDAN GUY, 
ap2—2174 Liquidator. 


“COMPANIES. ACT” 


I HEREBY CERTIFY that there have 
this day been registered, pursuant to the 
“Companies Act,” an office copy of an 
order of the Honourable Mr. Justice 
Brown, dated the 24th day of February, 
1959, confirming wholly a special resolu- 
tion of the Production Finance Limited 
for the alteration of the objects of the 
Company and a copy of the memoran- 
dum of association of the Company as 
altered. 

The objects of the Company have been 
extended by the addition of the following 
clauses :— 

(f) To design, assemble, manufacture, 
furnish, operate, install, import, export, 
rent, lease, buy, sell, and deal in vending 
machines and the parts, fittings, acces- 
sories, and materials used or useful for 
any of the purposes aforesaid: 

(g) To enter into contracts with any 
person, firm, or company to carry out or 
perform all or any part of any operation 
or business which the Company is author- 
ized to perform or carry out: 

(J) To appoint agents to transact any 
of the business of the Company. 

Given under my hand and seal of office 
at Victoria, B.C., this fourth day of 
March, one thousand nine hundred and 
fifty-nine. 

[L.s.] A. H. HALL, 
Deputy Registrar of Companies. 
ap2—2187 


MISCELLANEOUS 


“COMPANIES ACT” 

NOTICE is hereby given that Swift 
Canadian Co. Limited, has appointed 
George Clifford Labrick, 1875 Mathers 
Avenue, Vancouver, B.C., as its attorney 
for the purpose of the “ Companies Act” 
in place of John James Bathgate, 3522 
West Thirty-third Avenue, Vancouver, 
B,C: 
Dated this 9th day of March, 1959. 


S. W. TAYLOR, 
Registrar of Companies. 





ap2—2206 





“COMPANIES ACT” 


NOTICE is hereby given that Pacific 
Northern Agencies Ltd. has appointed 
John David Ross, 411, 717 West Pender 
Street, Vancouver, B.C., as its attorney 
for the purpose of the “ Companies Act ” 
in place of Robert John Adams, 1001, 
475 Howe Street, Vancouver, B.C. 


Dated this 9th day of March, 1959. 


S) W. LAYLOR, 
ap2—2206 Registrar of Companies. 


“COMPANIES ACT” 


NOTICE is hereby given that The Min- 
ing Corporation of Canada, Limited, has 
appointed John Allan Bourne, 309 Royal 
Bank Building, 675 West Hastings Street, 
Vancouver 2, B.C., as its attorney for the 
purpose of the “ Companies Act ” in place 
of Alexander Campbell DesBrisay, Van- 
couver, BIC: 


Dated this 9th day of March, 1959. 


Sz WEA YALORS 
ap2—2206 Registrar of Companies. 


“INSURANCE ACT ” 


NOTICE is hereby given that the 
North Pacific Insurance Company Lim- 
ited has ceased to transact the business of 
insurance within the Province of British 
Columbia, and all its outstanding obliga- 
tions in this Province have been assumed 
by the Union Insurance Society of Can- 
ton, Limited. 


Dated this 6th day of March, 1959. 


By CAN MEIC: 
ap2—2203 Superintendent of Insurance. 


“INSURANCE ACT ~ 


NOTICE is hereby given that the Sons 
of Norway has appointed Anders Kofoed, 
of Vancouver, as its attorney for the pur- 
poses of the “Insurance Act” in place of 
Herman Frydenlund, of Vancouver, and 
has changed the location of its head 
office in British Columbia to 528 West 
Pender Street, Vancouver, B.C. 


Dated this 26th day of February, 1959. 


B.Ls-GANTERE, 
ap2—2204 Superintendent of Insurance. 


“INSURANCE ACT ” 


NOTICE is hereby given that the High 
Court of the Canadian Order of Foresters 
has appointed Waldemar J. Rempel, of 
Chilliwack, as its attorney for the pur- 
poses of the “Insurance Act” in place of 
James Paul, of Vancouver, and has 
changed the location of its head office in 
British Columbia to 9 Yale Street, Chilli- 
wack, B.C. 


Dated this 6th day of March, 1959. 


E. T. CANTELL, 
ap2—2205 


Superintendent of Insurance. 


MISCELLANEOUS 


“COMPANIES ACT” 


NOTICE is hereby given that Falt 
Bros, Towing Ltd., whose registered office 
is situate law office of Williams & Davie, 
Garner Building, Station Street, Duncan, 
B.C., and which carries on its business at 
Duncan, B.C., intends to apply to the 
Registrar of Companies for approval of 
a change of its name to the name “ Falt 
Bros, Marina Ltd.” at the expiration of 
four weeks from the date of this notice. 


Dated this 12th day of March, 1959. 





S. W. TAYLOR, 


ap2—2215 Registrar of Companies. 





“COMPANIES ACT” 


NOTICE is hereby given that Union 
Fuels Ltd., whose registered office is 
situate 2718 Main Street, Vancouver 10, 
B.C., and which carries on its business at 
Vancouver, B.C., intends to apply to the 
Registrar of Companies for approval of 
a change of its name to the name “ Union 
Trucking Ltd.” at the expiration of four 
weeks from the date of this notice. 


Dated this 12th day of March, 1959. 


S. W. TAYLOR, 


ap2—2215 Registrar of Companies. 


“COMPANIES ACT ” 


NOTICE is hereby given that C. B. 
Riley Construction Co. Ltd., whose regis- 
tered office is situate 1030 West Georgia 
Street, Vancouver, B.C., and which car- 
ries on its business at Vancouver, B.C.., 
intends to apply to the Registrar of Com- 
panies for approval of a change of its 
name to the name “Brentwood Park 
Properties Ltd.” at the expiration of four 
weeks from the date of this notice. 


Dated this 12th day of March, 1959. 


S. W. TAYLOR, 


ap2—2216 Registrar of Companies. 


“COMPANTES ACT” 


NOTICE is hereby given that Evergood 
Sausage Co. Ltd., whose registered office 
is situate 520, 475 Howe Street, Vancou- 
ver, B.C., and which carries on its busi- 
ness at Vancouver, B.C., intends to apply 
to the Registrar of Companies for ap- 
proval of a change of its name to the 
name “Made Rite Sausage Co. Ltd.” at 
the expiration of four weeks from the 
date of this notice. 


Dated this 12th day of March, 1959. 


S. W. TAYLOR, 


ap2—2214 Registrar of Companies. 


“COMPANIES ACT” 


NOTICE is hereby given that West 
Coast Tank Lines (1955) Ltd., whose 
registered office is situate 94 West Pender 
Street, Vancouver, B.C., and which car- 
ries on its business at Vancouver, B.C., 
intends to apply to the Registrar of Com- 
panies for approval of a change of its 
name to the name “Transco Trucklease 
Ltd.” at the expiration of four weeks 
from the date of this notice. 


Dated this 12th day of March, 1959. 


S. W. TAYLOR, 


ap2—2213 Registrar of Companies. 
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MISCELLANEOUS 


“COMPANIES ACT” 


NOTICE is hereby given that ‘“‘ Custom 
Soaps Ltd., whose registered office is 
situate 702, 475 Howe Street, Vancouver, 
B.C., and which carries on its business at 
Vancouver, B.C., intends to apply to the 
Registrar of Companies for approval of 
a change of its name to the name “ Perco 
Sales Ltd.” at the expiration of four 
weeks from the date of this notice. 


Dated this 12th day of March, 1959. 


S. W. TAYLOR, 
Registrar of Companies. 


“COMPANIES ACT ” 


NOTICE is hereby given that Depend- 
able Diesel Service Ltd., whose registered 
office is situate 701, 470 Granville Street, 
Vancouver, B.C., and which carries on 
its business at Vancouver, B.C., intends 
to apply to the Registrar of Companies 
for approval of a change of its name to 
the name “Cummins Diesel Sales of 
Alberta (1959) Ltd.” at the expiration of 
four weeks from the date of this notice. 


Dated this 12th day of March, 1959. 


S. W. TAYLOR, 
Registrar of Companies. 





ap2—2215 


ap2—2212 
“COMPANIES ACT” 





Park Lane Apartments Ltd. 


TAKE NOTICE that, on the 6th day 
of March, 1959, the shareholders of Park 
Lane Apartments Ltd. resolved by special 
resolution to wind up voluntarily under 
the provisions of the British Columbia 
“Companies Act” and that John Arthur 
Roche McLoughlin be appointed liquida- 
tor of the Company. 

Dated at Vancouver, B.C., this 6th day 
of March, 1959. 


J. MCLOUGHLIN, 
ap2—1054 Liquidator. 


“COMPANIES ACT” 


NOTICE is hereby given that Rajar 
Investments Ltd., whose registered office 
is situate 304, 717 West Pender Street, 
Vancouver, B.C., and which carries on 
its business at Vancouver, B.C., intends 
to apply to the Registrar of Companies 
for approval of a change of its name to 
the name “ Casavan Investments Limited ” 
at the expiration of four weeks from the 
date of this notice. 


Dated this 12th day of March, 1959. 


S. W. TAYLOR, 


ap2—2214 Registrar of Companies. 


“COMPANIES ACT” 





The Clark Fruit & Produce Company 
Limited 

TAKE NOTICE that the final meeting 
of The Clark Fruit & Produce Company 
Limited will be held on Friday, the 3rd 
day of April, 1959, at the hour of 12.30 
o’clock in the afternoon, at 1500 The 
Royal Bank Building, 675 West Hastings 
Street, Vancouver, B.C., to consider the 
account of the winding-up and how the 
property of the Company has been dis- 
posed of and to give any explanation 
thereof. 

Dated at Vancouver, B.C., this 4th day 
of March, 1959. 


R. D. JORDAN GUY, 


ap2—2174 Liquidator. 


MISCELLANEOUS 


“COMPANIES ACT” 





The Sherwin-Williams Company of Can- 
ada (British Columbia) Limited 


TAKE NOTICE that the final meeting 
of The Sherwin-Williams Company of 
Canada (British Columbia) Limited will 
be held on Friday, the 10th day of April, 
1959, at the hour of 10 o’clock in the 
forenoon, at 1500 The Royal Bank Build- 
ing, 675 West Hastings Street, Vancouver, 
B.C., to consider the account of the wind- 
ing-up and how the property of the Com- 
pany has been disposed of and to give any 
explanation thereof. 


Dated at Vancouver, B.C., this 12th 
day of March, 1959. 


Ri HH, LECK, 


ap9—2240 Liquidator. 


“COMPANIES ACT” 





Sankey Electric Ltd. 


TAKE NOTICE that an application 
will be made to the Supreme Court of 
British Columbia, at the Court-house, 
800 West Georgia Street, Vancouver, 
B.C., on behalf of Sankey Electric Ltd., 
on Tuesday, the 31st day of March, 1959, 
at the hour of 10.30 o’clock in the fore- 
noon, or so soon thereafter as counsel 
can be heard, for an order that the said 
Sankey Electric Ltd. be restored to the 
Register of Companies, pursuant to sec- 
tion 209 of the “ Companies Act.” 

Dated at Vancouver, B.C., this 10th 
day of March, 1959. 


D. G. WEBBER, 
mh26—1062 Solicitor. 


“COMPANIES ACT” 


Pioneer Gold Mines of B.C. Limited 
(Non-Personal Liability) (in Volun- 
tary Liquidation). 


NOTICE is hereby given that, by 
special resolution passed on the 25th day 
of February, 1959, it was resolved that 
Pioneer Gold Mines of B.C. Limited 
(Non-Personal Liability) be wound up 
voluntarily and that National Trust Com- 
pany, Limited, of Vancouver, B.C., be ap- 
pointed liquidator for the purpose of such 
winding-up. 

Dated at Vancouver, B.C., this 25th 
day of February, 1959. 


NATIONAL TRUST COMPANY, 
LIMITED, 





mh26—2113 


“COMPANIES ACT” 


I HEREBY CERTIFY that there have 
this day been registered, pursuant to the 
“Companies Act,” an office copy of an 
order of the Honourable Mr. Justice 
Manson, dated the 30th day of January, 
1959, confirming wholly a special resolu- 
tion of Gibson Bros. Industries Ltd. (for- 
merly Industrial Rubber Distributors 
Ltd.), for the alteration of the objects of 
the Company, and a copy of the memo- 
randum of association of the Company as 
altered. 

The objects of the Company have been 
extended by the addition of the following 
clause :— 

(b) To manufacture, repair, acquire, 
buy, sell, exchange, set up, equip, lease, 
and deal in machines, machinery, engines, 
tools, implements, parts thereof, acces- 


Liquidator. 


sories, instruments, and devices of all 
kinds, and either as principal or agent, 
and upon commission, consignment, or 
otherwise. 

Given under my hand and seal of office 
at Victoria, B.C., this twelfth day of 
February, one thousand nine hundred and 
fifty-nine. 

i851 A. H. HALE, 
Deputy Registrar of Companies. 
mh26—2129 


“COMPANIES ACT ” 


NOTICE is hereby given that LaFrance 
Fire Engine and Foamite Limited has 
appointed R. J. Carter, 119 West Pender 
Street, Vancouver, B.C., as its attorney 
for the purpose of the ‘“‘Companies Act ” 
in place of V. H. Brown, 2475 West 
Thirty-third Avenue, Vancouver, B.C. 


Dated this 12th day of March, 1959. 


Ss. W. TAYLOR, 


ap9—2245 Registrar of Companies. 


“COMPANIES ACT” 


NOTICE is hereby given, pursuant to 
subsection (5) of section 208 of the 
“Companies Act,” that Tip Top Dairy, 
Limited, was, on the date of this notice, 
struck off the Register and dissolved. 


Dated this 19th day of March, 1959. 


Dic ee IR. 


ap9—2246 Registrar of Companies. 


“COMPANIES ACT” 





Cariboo-Duck Creek Mining Company 
Limited (Non-Personal Liability) (in 
Liquidation). 


NOTICE is hereby given that a general 
meeting of the above-named Company 
will be held at Room 402, 1111 West 
Georgia Street, Vancouver 5, B.C., on 
Thursday, April 16th, 1959, at 9 o’clock 
in the forenoon, for the purpose of having 
an account laid before them showing the 
manner in which the winding-up has been 
conducted and the property of the Com- 
pany disposed of, and of hearing any ex- 
planation that may be given by the 
liquidator. 


Dated at Vancouver, B.C., this 13th 
day of March, 1959. 


R. I. A. SMITH, 


ap9—1088 Liquidator. 


“COMPANIES ACT” 





District Loan and Securities Limited (in 
Voluntary Liquidation) 


NOTICE is hereby given that the final 
general meeting of District Loan and 
Securities Limited (in voluntary liquida- 
tion) will be held on Saturday, the 18th 
day of April, 1959, at the hour of 10 
o'clock in the forenoon, at its place of 
business in the Roxy Theatre Building, 
in the Municipality of Westview, in the 
Province of British Columbia, according 
to the provisions of section 225 of the 
“Companies Act,” for the purpose of 
receiving and considering the liquidator’s 
final account of the winding-up proceed- 
ings and to give directions to the liquida- 
tor regarding the disposition of the books 
and papers of the Company. 


Dated at Westview, B.C., this 11th day 
of March, 1959, 


ERVA McLEOD, 


ap9—1087 Liquidator. 
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MISCELLANEOUS 


“COMPANIES ACT” 


NOTICE is hereby given that T. Vamosi 
Realty Ltd., whose registered office is 
situate 1690 West Broadway, Vancouver, 
B.C., and which carries on its business at 
Vancouver, B.C., intends to apply to the 
Registrar of Companies for approval of a 
change of its name to the name “Glen- 
garry Estates Ltd.” at the expiration of 
four weeks from the date of this notice. 


Dated this 19th day of March, 1959. 


S. W. TAYLOR, 
Registrar of Companies. 





ap9—2256 


“COMPANIES ACT” 


NOTICE is hereby given that Muttart 
Builders’ Supplies (Surrey) Ltd., whose 
registered office is situate 3331 Kingsway, 
South Burnaby, B.C., and which carries 
On its business at South Burnaby, B.C., 
intends to apply to the Registrar of Com- 
panies for approval of a change of its 
name to the name “Muttart Homes (Van- 
couver) Ltd.” at the expiration of four 
weeks from the date of this notice. 


Dated this 19th day of March, 1959. 


Se Wee lAy LOR: 
ap9—2256 Registrar of Companies. 


“COMPANIES ACI” 


NOTICE is hereby given that E. L. 
Sauder Lumber Company (1959) Limited, 
whose registered office is situate 102 West 
First Avenue, Vancouver, B.C., and which 
carries On its business at Vancouver, B.C., 
intends to apply to the Registrar of Com- 
panies for approval of a change of its 
name to the name “Mahogany Enterprises 
Ltd.” at the expiration of four weeks from 
the date of this notice. 


Dated this 19th day of March, 1959. 


Say eANYAE ORS 
ap9—2256 Registrar of Companies. 


“COMPANIES ACT” 


NOTICE is hereby given that M. K. 
Farmers Market Ltd., whose registered 
office is situate 202, 193 East Hastings 
Street, Vancouver, B.C., and which car- 
ries on its business at Vancouver, B.C., 
intends to apply to the Registrar of Com- 
panies for approval of a change of its 
name to the name “Kenmor Investments 
Ltd.” at the expiration of four weeks from 
the date of this notice. 


Dated this 19th day of March, 1959. 


S. W. TAYLOR, 
ap9—2257 


“ SOCIETIES ACT ” 


I HEREBY CERTIFY that Nanaimo 
General Hospital Society, incorporated on 
the 26th day of May, 1881, has, pursuant 
to the “Societies Act,” changed its name 
and is now known as Nanaimo Regional 
General Hospital Society. 

The original name of the Society was 
Nanaimo Hospital and was changed on 
the 6th day of March, 1956, to the name 
Nanaimo General Hospital Society. 

Given under my hand and seal of office 
at Victoria, B.C., this twenty-third day 
of October, one thousand nine hundred 
and fifty-eight. 


[esa R. W. GREIG, 
Assistant Deputy Registrar 
mh26—2129 of Companies. 


Registrar of Companies. 


MISCELLANEOUS 


MISCELLANEOUS 





* COMPANIES ACT” 

NOTICE is hereby given that Karl 
Schumak & Associates Ltd., whose regis- 
tered office is situate 1437 Marine Drive, 
West Vancouver, B.C., and which carries 
on its business at West Vancouver, B.C., 
intends to apply to the Registrar of Com- 
panies for approval of a change of its 
name to the name * Nautilus Investments 
Ltd.” at the expiration of four weeks 
from the date of this notice. 


Dated this 19th day of March, 1959. 


Ss. W. TAYLOR, 


ap9—2258 Registrar of Companies. 


~ COMPANIES ACT” 


NOTICE is hereby given that Vancou- 
ver Hearse-Hire (1958) Limited, whose 
registered office is situate Suite 304, 717 
West Pender Street, Vancouver, B.C., and 
which carries on its business at Vancou- 
ver, B.C., intends to apply to the Regis- 
trar of Companies for approval of a 
change of its name to the name “ Vancou- 
ver Hearse-Hire Limited” at the expira- 
tion of four weeks from the date of this 
notice. 


Dated this 19th day of March, 1959. 


>. We DAYILOR: 


ap9—2258 Registrar of Companies. 


“COMPANIES ACT” 





Northwestern Investment & Holding 
Corporation Limited 


TAKE NOTICE that, by special resolu- 
tion dated the 16th day of March, 1959, 
Northwestern Investment & Holding Cor- 
poration Limited resolved to wind up 
voluntarily. 

Dated at Vancouver, B.C., this 17th 
day of March, 1959. 


J.G. CHASTON; 


ap9—1116 Lquidator. 


' COMPANIES ACT 7? 


NOTICE is hereby given that Pember- 
ton Realty Corporation Limited, whose 
registered office is situate 418 Howe 
Street, Vancouver, B.C., and which car- 
ries on its business at Vancouver, B.C., 
intends to apply to the Registrar of Com- 
panies for approval of a change of its 
name to the name “418 Howe St. Hold- 
ings Ltd.” at the expiration of four weeks 
from the date of this notice. 


Dated this 19th day of March, 1959. 


S, We. EAYLOR, 


ap9—2257 Registrar of Companies. 





“COMPANIES ACT” 


NOTICE is hereby given that Carl 
Weber Real Estate Ltd., whose registered 
office is situate Suite 12, Coronation 
Building, 285 Seventeenth Street, West 
Vancouver, B.C., and which carries on its 
business at West Vancouver, B.C., intends 
to apply to the Registrar of Companies 
for approval of a change of its name to 
the name “Mileos-Weber Realty Ltd.” at 
the expiration of four weeks from the 
date of this notice. 


Dated this 19th day of March, 1959, 


S. W. TAYLOR, 


ap9—2257 Registrar of Companies. 


“COMPANIES ACT” 


NOTICE is hereby given that Northam 
Structural Consultants Limited, has ap- 
pointed Donald M. Clark, 916, 475 Howe 
Street, Vancouver, B.C., as its attorney 
for the purpose of the “ Companies Act ” 
in place of Allan H. Ainsworth, 355 Bur- 
rard Street, Vancouver, B.C. 


S. W. TAYLOR, 
mh26—2143 Registrar of Companies. 


“COMPANIES ACT” 


NOTICE is hereby given that B.C. 
Fruit Processors Ltd., whose registered 
office is situate Ellis Street and Roanoke 
Avenue, Kelowna, B.C., and which carries 
on its business at Kelowna, B.C., intends 
to apply to the Registrar of Companies 
for approval of a change of its name to 
the name “Sun-Rype Products Ltd.” at 
the expiration of four weeks from the 
date of this notice. 


Dated this 5th day of March, 1959. 


S. W. TAYLOR 


ap9—2154 Registrar of Companies. 


“COMPANIES ACT ” 





Digney Speedway Ltd. (in Voluntary 
Liquidation) 

NOTICE is hereby given that, pursuant 
to section 225 of the “Companies Act,” 
a general meeting of Digney Speedway 
Ltd. (in voluntary liquidation) will be held 
on the 17th day of April, 1959. 

Dated this 11th day of March, 1959, at 


Burnaby, B.C 
M. A. SPOWART, 
ap9—1063 Liquidator. 


“CO-OPERATIVE ASSOCIATIONS 
rN Go) Be 








The Slocan-Kootenay Farmers’ Exchange 
(in Liquidation) 


NOTICE is hereby given that, pursuant 
to the order of His Honour Judge E. P. 
Dawson, local Judge of the Supreme 
Court of British Columbia, made the 25th 
day of February, 1959, The Slocan- 
Kootenay Farmers’ Exchange be wound 
up, subject to the supervision of the 
Court, and that Thomas George Charles 
Fox, of Nelson, B.C., shall be liquidator. 

Dated at Nelson, B.C., this 16th day of 
March, 1959, 


THOMAS G. C. FOX, 
Liquidator. 


“COMPANIES ACT” 


ap9—2259 








Jennings Investments Ltd. (in Voluntary 
Liquidation) 


NOTICE is hereby given that, pursuant 
to section 225 of the “Companies Act,” 
and amendments thereto, that a general 
meeting of Jennings Investments Ltd. will 
be held at 536 Howe Street, Vancouver, 
B.C., on the 6th day of April, 1959, at 
the hour of 3 o’clock in the afternoon, 
for the purpose of laying before the meet. 
ing the account of the winding-up, show- 
ing how the winding-up has been con- 
ducted, and the property of the Company 
disposed of. 

Dated at Vancouver, B.C., this 27th 
day of February, 1959, 


FRANKLIN KEITH BROWN 
mh26—988 Liquidator. 
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DEPARTMENT OF THE 
ATTORNEY-GENERAL 


COURT OF APPEAL 








In the Matter of Questions Referred to 
the Court of Appeal pursuant to the 
Provisions of the “ Constitutional 
Questions Determination Act” as to 
whether the “ Milk Industry Act,” 
Chapter 28 of the Statutes of British 
Columbia, 1956, Is within the Com- 
petence of the Legislature of British 
Columbia to Enact; and as to 
whether Order No. 5 of the Milk 
Board under the Said Act, Dated the 
18th Day of January, 1957, Is Ultra 
Vires of the Said Milk Board. 


The Law Courts, 
Vancouver, B.C. 
To His Honour 
The Lieutenant-Governor in Council, 
Parliament Buildings, 
Victoria, B.C. 


PURSUANT to the provisions of the 
“ Constitutional Questions Determination 
Act” (chapter 66, R.S.B.C. 1948) the 
Court of Appeal hereby certifies its opin- 
ion upon the questions stated herein as 
referred to it by His Honour the Lieuten- 
ant-Governor in Council, with respect to 
the “ Milk Industry Act,” chapter 28 of 
the Statutes of British Columbia, 1956. 
The terms of the Order in Council read 
as follows:— 


“To His Honour The Lieutenant-Gover- 
nor in Council: 


“The undersigned has the honour to 
report that on the 3rd day of September, 
1954, Mr. Justice Clyne was appointed a 
Commissioner under the ‘ Public Inquir- 
ies Act’ to inquire into matters pertain- 
ing to the production and marketing of 
milk in the Province of British Columbia, 
and made his report to Your Honour on 
the 17th day of October, 1955: 

“And that in view of the evidence ad- 
duced before the said Commissioner as 
disclosed in the said report and his find- 
ings and to implement the recommenda- 
tions contained in the said Report the 
Legislative Assembly of the Province of 
British Columbia enacted an Act respect- 
ing the Milk Industry (chapter 28 of the 
Statutes of British Columbia, 1956): _ 

“And that it is expedient that the opin- 
ion of the Court of Appeal be obtained 
on the constitutional validity of the said 
Act and as to whether regulations under 
the said Act approved by Orders in 
Council and Board Order Number 5 
dated the 18th day of January, 1957, 
made by the Milk Board under the said 
Act are within the competence of the 
said Milk Board. 

“And to recommend that the follow- 
ing questions be referred to the Court of 
Appeal for hearing and consideration 
pursuant to the provisions of the *Con- 
stitutional Questions Determination 
Act ’:— 

“1. Is the ‘ Milk Industry Act,’ chap- 
ter 28 of the Statutes of British Colum- 
bia, 1956, in its pith and substance a stat- 
ute to regulate the production, distribu- 
tion and marketing of milk and manu- 
factured milk products within British Co- 
lumbia and within the competence of the 
Legislative Assembly of British Columbia 

to enact or is it in its pith and substance 
a taxing statute to impose indirect taxa- 
tion and ultra vires of the said Legisla- 
tive Assembly and if it is ultra vires in 
what particular or particulars and to what 


extent? 


“2. Is Order No. 5 of the Milk Board 
under the said Act, dated the 18th day of 
January, 1957, intra vires of the said 
Milk Board and if not in what particular 
or particulars and to what extent? 


“Dated this 5th day of February, a.p. 
1957. 


“R. W. BONNER, 
“Attorney-General. 


“Approved this Sth day of February, 
AD oO Se 


“Ww. A. C. BENNETT, 
“ Presiding Member of the Executive 
Council.” 


The Court which heard the said ques- 
tions referred to it was constituted as 
follows: The Honourable the Chief Jus- 
tice of British Columbia (presiding), The 
Honourable Mr. Justice Sidney Smith, 
The Honourable Mr. Justice Davey, The 
Honourable Mr. Justice Coady, The Hon- 
ourable Mr. Justice Sheppard. 


Argument on the hearing before this 
Court was confined to the question of 
whether or not the Act and Order or 
either were ultra vires as designed to 
impose or imposing indirect taxation. 
The question of whether the Order may 
possibly infringe upon the jurisdiction 
of the Parliament of Canada in relation 
to trade and commerce was raised but 
was reserved for argument if that be- 
comes necessary. 

Question.—* 1. Is the ‘ Milk Industry 
Act,’ chapter 28 of the Statutes of British 
Columbia, 1956, in its pith and substance 
a statute to regulate the production, dis- 
tribution and marketing of milk and 
manufactured milk products within Brit- 
ish Columbia and within the competence 
of the Legislative Assembly of British 
Columbia to enact or is it in its pith and 
substance a taxing statute to impose in- 
direct taxation and ultra vires of the said 
Legislative Assembly and if it is ultra 
vires in what particular or particulars and 
to what extent?” 

Opinion.—The opinion of the Court is 
that the said Act in its pith and substance 
is a statute to regulate the production, 
distribution and marketing of milk and 
manufactured milk products within Brit- 
ish Columbia and within the competence 
of the Legislative Assembly of British 
Columbia to enact. 

Question.—‘ 2. Is Order No. 5 of the 
Milk Board under the said Act, dated 
the 18th day of January, 1957, intra vires 
of the said Milk Board and if not in what 
particular or particulars and to what 
extent? ” 

Opinion.—The opinion of the majority 
of the Court (the Chief Justice, Smith, 
Coady and Sheppard, J.J.A.) is that sub- 
ject to the question of whether the Order 
infringes upon the jurisdiction of the Par- 
liament of Canada in relation to trade 
and commerce, the said Order of the 
Milk Board is intra vires of the Board. 
The Honourable Mr. Justice Davey, dis- 
senting, certifies in his opinion that the 
said Order is completely beyond the pow- 
ers of the Milk Board because it is based 
upon indirect taxes to be collected from 
vendors in the form of adjustment levies. 

Attached hereto are the reasons given 
by the Justices of Appeal supporting their 
respective opinions, 

This report is being forwarded you by 
registered mail on this 6th day of Febru- 
ary, 1959, 


By section 7 of the “ Constitutional 
Questions Determination Act,” supra, the 
opinion of the Court “shall be deemed 
a judgment of the Court of Appeal”; 
and section 26 of the “ Court of Appeal 
Act” (chapter 74, R.S:.B.C. 1948) re- 
quires that all judgments of the Court of 
Appeal shall be delivered in open Court. 

Accordingly, on the 11th day of Febru- 
ary, 1959, the Court of Appeal will an- 
nounce its opinion in open Court. 

Certified at the Law Courts, Vancou- 
ver, British Columbia, on the 6th day of 
February, 1959. 


An Ce DESBRISAW. (GU-BiG, 
SIDNEY A. SMITH, J.A. 
H. W. DAVEY, J.A. 

1... M. COADY.. Jz42 

F., A, SHEPPARD: JA; 


[L.s.] 


Reasons for the Opinion of the 
Honourable the Chief Justice 


The questions referred for the opinion 
of the Court are:— 

1. Is the “ Milk Industry Act,” chapter 
28 of the Statutes of British Colum- 
bia, 1956, in its pith and substance 
a statute to regulate the production, 
distribution and marketing of milk 
and manufactured milk products 
within British Columbia and within 
the competence of the Legislative 
Assembly of British Columbia to 
enact or is it in its pith and sub- 
stance a taxing statute to impose in- 
direct taxation and ultra vires of 
the said Legislative Assembly and if 
it is ultra vires in what particular 
or particulars and to what extent? 

2. Is Order No. 5 of the Milk Board 
under the said Act, dated the 18th 
day of January, 1957, intra vires of 
the said Milk Board and if not in 
what particular or particulars and 
to what extent? 

Counsel appearing to support the con- 
stitutional validity of the Act and the 
Order were: The Hon. J. W. de B. 
Farris, Q.C., and D. Braidwood, Esq., 
counsel for Fraser Valley Milk Producers 
Association; T. G. Norris, Esq., Q.C., 
and George Cummings, Esq., counsel for 
the Attorney-General of British Colum- 
bia; and R. K. Baker, Esq., counsel for 
the City of Vancouver, who did not 
present argument. 

Counsel who attacked the Act and 
Order as being ultra vires were: J. G. 
Alley, Esq., for Hay Bros. Farms Lim- 
ited; Richard P. Anderson, Esq., for W. 
Crawford and Hillside Farms; T. H. 
Lines, Esq., appearing for himself and as 
counsel for Genoa Bay Farms, Caramella 
Farms, Burdge Farms, Limited, Valley 
Dairy Farms, Yellow Point Dairy, and 
Eagle Heights Dairy, all of which carry 
on business on Vancouver Island. 

A submission in writing attacking the 
validity of the Act was also filed and 
argument presented by Basil Gardom, 
Esq., on behalf of Independent Milk Pro- 
ducers Co-operative Association. 

The objects to be accomplished by the 
legislation are set forth in the preamble 
and broadly stated are:— 

To safeguard the public health. 


To establish a common standard of 
safety and cleanliness for milk for 
consumption in fluid form. 

To ensure a continuity of supply of 
safe and clean fresh fluid milk to the 
consumer by fixing prices to be paid 
to producers of all milk of a stand- 
ard which qualifies for consumption 
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in fluid form and marketed by them. 

The attack on the Act was directed 
only to Part III thereof, which provides, 
inter alia, for the appointment of the 
Milk Board; establishes areas of produc- 
tion; and for the purpose of controlling 
and regulating the marketing of milk 
produced in British Columbia, delegates 
certain powers to the Board, including 
licensing; defining standards and grades 
in relation to quality of milk; prohibiting 
any person from engaging in the pro- 
duction, supplying, processing, distribu- 
tion, or sale of milk in the Province 
unless licensed; fixing prices to be paid 
to all producers for all milk marketed by 
them and qualifying for the fluid market. 

Argument on the hearing before this 
Court was confined to the question of 
whether or not the Act and Order or 
either were ultra vires as being designed 
to impose or imposing indirect taxation. 
The question of whether the Order may 
possibly infringe upon the jurisdiction of 
the Parliament of Canada in relation to 
trade and commerce was raised but was 
reserved for further argument if that be- 
comes necessary. 

In my opinion the Act in its pith and 
substance is a statute to regulate the pro- 
duction, distribution, and marketing of 
milk and manufactured milk products 
within British Columbia and is within 
the competence of the Legislature. It 
does not possess the character of a tax- 
ing statute. It does not impose a tax nor 
make any provision whereby a tax may 
be imposed; nor does it provide that 
monetary contributions be exacted from 
anyone other than by way of licence fees 
and other fees for services rendered by 
the Province or by its authorized instru- 
mentalities. In my view the object and 
purpose of the Act and the provisions 
enacted for their accomplishment fall 
wholly within the jurisdiction of the Leg- 
islative Assembly. 
Mainland Dairy Products Board (1938) 
A.C. 708; Reference re Farm Products 
Marketing Act (1957) S.C.R. 198. 


In my judgment Order No. 5 is clearly 


within the powers vested in the Board by 
the Act and does not provide for the im- 
position of a tax either direct or indirect. 


The effect of the Order is to all intents 
and purposes to provide for a pooling of 
all qualifying milk of licensed producers 
who wish to participate in the fluid mar- 
ket at a price fixed by the Board. Under 
the Order every such producer is entitled 
to receive the same price for each hun- 
dredweight of milk sold by him to a 
licensed vendor (distributer), and each 
vendor is obliged to pay such price. In 
‘the case of a vendor-producer his milk is 
included in the pool and he must account 
to the Board on the same basis as ven- 
dors, so that in the result as a producer 
he is entitled to and retains the price 
fixed by the Board and in his capacity as 
a vendor either pays or receives from the 
Board along with all other vendors an 
amount which will result in each of them 
having paid his proper proportion of the 
total of the fixed price payable by all 
vendors in respect of the quantity of milk 
comprised in the pool. The moneys so 
to be accounted for by each vendor or 
producer-vendor are not his moneys but 
are moneys of the pool. Nothing is taken 
from either producer or vendor or pro- 
ducer-vendor which belongs to him and 
nothing that he is entitled to is taken 
from him. There is no compulsion. The 
producer remains free to apply or not to 
apply for a licence which will enable him 
to provide milk for sale in the fluid mar- 
ket. If he applies for a licence he does 
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so under the terms of the statute and the 
order as a matter of agreement. See 
Reference re Farm Products Marketing 
Act, supra, at p. 215, where Rand, J., 
says:—— 
But the producer remains free to enter that 
trade as he pleases; if he elects to sell to the 
marketing agency, he does so under the terms 
of the statute as a matter of agreement; ... 
Furthermore, in considering another 
provision of the Ontario Act empowering 
the conduct of pools by marketing agen- 
cies which was held intra vires, Rand, J., 
said at p. 214:— 

Co-operative disposal may take different 
forms: it may be that of an exclusive local 
marketing by an agency, either as Owner or 
agent, by which the products are disposed of 
and the returns equalized, a form, I should 
say, within the authority of the Province; or, 
in the interest of convenience and economy, 
the producers, as contemplated by the Act 
here, would make their own sales with all 
moneys made returnable to the agency, for the 
recovery of which it may bring suit, and by it 
equalized and distributed, Since prices can be 
fixed by the agency, at the point of collecting 
them the result in both forms becomes the 
same, and I cannot see any jurisdictional dif- 
ference between the equalization in the two 
cases. The exclusion of such an ordinary de- 
vice of co-operative marketing from Provincial 
power would be a curtailment which I cannot 
think warranted. [The italics are mine.] 


Locke, J., at p. 231 stated:— 
The pools authorized by clause (1) appear to 
be designed to obtain the most favourable 
prices for the producers as a whole by selling 
the regulated product through the medium of 
a marketing agency, a procedure which, it is 
apparently hoped, will result in better prices 
being realized for the crop as a whole than 
would otherwise be possible. I do not con- 
sider that the decision of the Judicial Com- 
mittee in Lower Mainland Dairy Products 
Sales Adjustment Committee y. Crystal Dairy, 
Limited, ((1933) A.C. 168, (1933) 1 D.L.R. 
82, (1932) 3 W.W.R. 639) supports a con- 
tention that the authority to authorize the 
proposed pools is beyond Provincial powers. 
In my view, the fact that some of the pro- 
ducers might under such regulations receive 
less for their product than they would if they 
were at liberty to sell: when the opportunity 
offers and that others might receive more than 
they would otherwise receive does not mean 
that a tax is imposed upon one producer for 
the benefit of others. The design is appar- 
ently to realize what will be over the years 
better prices for all producers and this, in my 
opinion, is within the powers given by heads 
13 and 16.” 

And again Fauteux, J., at pp. 251 and 

252:— 
Under the Act here considered, there is no 
pooling of returns but a pooling of products 
aiming at more advantageous marketing and, 
hence, returns: each producer remaining 
entitled to receive out of the total returns—all 
necessary and proper disbursements and ex- 
penses being deducted—his share according 
to the amount, variety, size, grade and class 
of the product he pooled with the other pro- 
ducers. The object of the compulsory equal- 
ization and compulsory deduction is not here 
the same as in-the Crystal Dairy and Turner’s 
Dairy cases, supra. In its normal operation, 
and this under the authorities is the test, the 
Act in pith and substance, does not contem- 
plate that one producer or one class of pro- 
ducers should contribute part of his or its 
returns to another producer or class 
producers. 


The essential elements of the plan pro- 
vided by Order S are for all practical 
purposes and results the same as those of 
the plan provided for by the Ontario Act 
under consideration by the Supreme 
Court of Canada. 

My opinion accordingly is that subject 
to the question of whether it infringes on 
the jurisdiction of the Parliament of Can- 
ada in relation to trade and commerce 
Order 5 is intra vires of the Milk Board. 


A. C. DesBRISAY, C.J.B.C. 
Vancouver, B.C., February 11th, 1959, 


of 


Reasons for Judgment of the Honourable 
Mr. Justice Davey 

The circumstances giving rise to this 
reference and the questions submitted to 
us are set out in the reasons of my 
brother Sidney Smith. I add only that 
from the report of the learned Commis- 
sioner and the preamble to the Act, it 
would appear that great quantities of sur- 
plus milk, which must be sold for the 
manufacture of dairy products at rates 
below the cost of production, and which 
gave rise to the legislation and orders 
in question in Lower Mainland Dairy 
Products Sales Adjustment Committee v. 
Crystal Dairy Ltd. (1933) A.C. 168; 
Shannon and Others v. Lower Mainland 
Dairy Products Board (1938) A.C. 708; 
and Lower Mainland Dairy Products 
Board et al. v. Turner’s Dairy Ltd. et al. 
(1939) 56 B.C.R. 103, (1941) S.C.R. 
573, continue to plague producers, and 
threaten to jeopardize the supply of clean 
and safe milk for the very large Lower 
Mainland market. 

The present Act and Order No. 5 of 
the Milk Board constitute an attempt 
to obtain for all licensed producers a 
fair share of the more profitable fluid- 
milk market at remunerative prices, and 
thereby assure an adequate supply of safe 
clean fluid milk for consumers. 

Counsel for those opposing the Act 
have confined their attack to Part Ll 
dealing with marketing of fiuid milk. 
They have, at the moment, challenged 
only the powers conferred upon the Milk 
Board by section 41, subsections (h) to 
(q), inclusive, to fix the value and price 
of milk, and to control its marketing and 
the agencies through which it may be 
sold, on the ground that they authorize 
the Board to equalize returns to pro- 
ducers and thereby impose an indirect 
tax within the meaning of the Crystal 
Dairy and Turner’s Dairy cases, supra. 

In considering the questions submitted 
to us, I have assumed for the time being, 
as was done by the Supreme Court of 
Canada in the Reference re the Farm 
Products Marketing Act (1957) S.C.R. 
198, that in the absence of internal evi- 
dence to the contrary, this Act and 
Order 5 deal solely with civil rights en- 
tirely within the Province and do not 
invade the Dominion’s exclusive jurisdic- 
tion over trade and commerce generally 
under the B.N.A. Act. Also I have con- 
fined my attention to those subsections 
directly attacked by Counsel. 

In so far as the substance of Part II 
of the Act is concerned, once it is 
accepted that the recommendations of the 
Commissioner were made and the pre- 
amble of the Act enacted in good faith, 
as must be done on this reference in the 
absence of internal evidence to the con- 
trary, it necessarily follows that the nom- 
inal purpose described in the preamble 
and apparent from the contents is the 
real purpose of the Act, and that it is not 
a sham as one counsel argued. It must 
be taken that the Act and substance of 
the Act is as stated, namely, to provide 
an adequate supply of safe clean milk in 
fluid form by assuring all producers of 
such milk a proper share of the fluid 
market and reasonable prices for their 
product, by methods of licensing, quotas, 
and control of prices and marketing. It 
is now settled beyond argument by the 
Shannon case and the Reference re the 
Farm Products Marketing Act, supra, 
among others, that legislation for such 
purpose falls within the legislative au- 
thority of the Province. 
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An Act dealing with a subject within 
Provincial legislative authority may use 
machinery and methods beyond Provin- 
cial competence, and if so, the legislation 
will be ultra vires in whole or in part. 
Specifically an Act to control marketing 
and pricing of a commodity that is a 
subject of local trade—a purpose within 
the legislative authority of the Prov- 
ince—cannot exercise that control by a 
form of indirect taxation. 


That basic distinction between the 
Crystal Dairy case and the Shannon case 
appears to be established by the follow- 
ing dictum of Lord Atkin in Gallagher 
vy. Lynn (1937) A.C. 863, found in 
the passage from his judgment quoted 
ate le in the Shannon case at 
p. — 


‘Tf, on the view of the statute as a whole, 
you find that the substance of the legislation 
is within the express powers, then it is not 
invalidated if incidentally it affects matters 
which are outside the authorized field. The 
legislation must not under the guise of dealing 
with one matter in fact encroach upon the 
forbidden field. Nor are you to look only at 
the object of the legislator. An Act may have 
a perfectly lawful object, e.g., to promote the 
health of the inhabitants, but may seek to 
achieve that object by invalid methods, e.g., 
a direct prohibition of any trade with a 
foreign country. In other words, you may 
certainly consider the clauses of an Act to see 
whether they are passed ‘in respect of’ the 
forbidden subject.”’ 


That appears to be the basis of the 
answers to questions 7 and 8 in the 
Reference re the Farm Products Market- 
ing Act, supra, which in all other aspects 
was held to be within Provincial com- 
petence. 


Therefore it becomes necessary to con- 
sider whether the powers conferred upon 
the Board by section 41, subsections (h) 
to (q), to carry out the purpose of the 
Act include the power to impose indirect 
taxes. If they do, they adopt an instru- 
ment entrusted only to the Federal Par- 
liament, and they cannot be treated in 
that respect as only incidentally affecting 
matters outside the Provincial field within 
the principle laid down in the first sen- 
tence of the above dictum. 


Close study of each of these subsec- 
tions has convinced me that none of them 
expressly authorize the imposition of in- 
direct taxes or necessarily invade the 
Federal legislative authority, and that all 
the powers so conferred upon the Milk 
Board may be exercised in a way that 
falls within Provincial authority. That 
being so, following the Reference re the 
Farm Products Marketing Act, supra, 
I must assume that the Legislature in- 
tended them to be so exercised, and that 
the whole Act, on that assumption, is 
intra vires. Subject to the reservations 
with which I prefaced these reasons, 
I would answer the first branch of the 
first question affirmatively. 


That brings me to the second question, 
namely, whether Order 5 is intra vires 
the Milk Board, and here again I confine 
myself to the submission addressed to us 
that it is ultra vires the Board because it 
attempts to equalize returns to producers 
or dealers or to producer-vendors, who 
combine the functions of both, by a pro- 
cess of indirect taxation within the prin- 
ciple of the Crystal Dairy and Turner's 
Dairy cases. 


The scheme set up by the Order is as 
follows: It deals only with milk quali- 
fying for the fluid market, whether it 
is sold in fluid form for human con- 
sumption or the manufacture of dairy 


products, 


By section 15 milk sold by a producer 
to a vendor (so-called in the Order, but 
in reality a distributer) is classified on 
the vendor’s premises .into three cate- 
gories: Class 1, for sale wholesale or 
retail in fluid form; Class 2, a vendor’s 
surplus milk which is used for the manu- 
facture of canned or concentrated fresh 
milk; and Class 3, a vendor’s surplus 
milk which is utilized for other purposes 
than Classes 1 and 2. 

As section 24 assumes great impor- 
tance in the scheme and in the argument 
I reproduce it: 

24. For the purposes of milk regulation 

contemplated by the Act:— 

(a) Each producer shall market his quali- 
fying milk in each class in the same 
proportion that the total sales by all 
vendors of qualifying milk in each class 
bears to the total volume of qualifying 
milk received by them from all pro- 
ducers in each area of production. For 
the purpose of avoiding the unnecessary 
cost to vendors, producers, or con- 
sumers resulting from the movement of 
qualifying milk pursuant to the fore- 
going provisions of this section, and in 
lieu of requiring vendors to transfer 
to other vendors such quantity of quali- 
fying milk in any class received by 
them from their producers as will 
ensure that each vendor shall market 
the same proportion of the volume of 
each class of qualifying milk, the pro- 
ducer price resulting from the compu- 
tations mentioned in sections 19, 20, 
22, 23, and 25 hereof is fixed as one 
price for qualifying milk so that each 
vendor will pay to each producer the 
same price for qualifying milk: 

As in complying with the order for 
payment of the said price some vendors 
may be required to pay to producers 
more and other vendors may be re- 
quired to pay to producers less than 
the total value of the volume of quali- 
fying milk received by them as com- 
puted in section 18 hereof:— 

(i) On or before the fifteenth day 
after the end of the month during 
which the milk was received, every 
vendor shall pay to the Board the 
amount by which the value of milk 
received by him as calculated under 
section 18 hereof is greater than the 
amount which he must pay to pro- 
ducers in complying with sections 19, 
20, 22, 23, and 25 hereof: 

(ii) On or before the seventeenth day 
after the end of the month during 
which the milk was received, the Board 
shall pay to every vendor the amount 
by which the value of milk received by 
him as calculated under section 18 here- 
of is less than the amount which he 
must pay to producers in complying 
with sections 19, 20, 22, 23, and 25 
hereof, 

In order to avoid unnecessary move- 
ment of milk, producers are allowed to 
sell their milk directly to vendors of their 
choice; each vendor is required to pay 
to each producer the same minimum 
price fixed by the Board for all milk 
regardless of how it is classified on the 
vendor’s premises, or for what purpose 
the vendor sells it. 

That price is derived from the value of 
all qualifying milk in the area sold to 
vendors, which value is determined by 
the Board by formule established under 
other sections of the Order by the 
authority of section 41 of the Act, clauses 
(h) to (r). 

There are two principal components 
in this value: — 

(1) An artificially high value for milk 
actually sold on the fluid market 
determined by a formula referred 
to by clause (h) and prescribed 
by clause (m), which specifies: 
“The said formula shall be such 
as to provide a reasonable prem- 
ium for the production of milk 
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for the fluid market to ensure an 
adequate but not an excessive sup- 
ply of milk which qualifies for 
such market.” The Commissioner 
reports (p. 127), that in the ab- 
sence of controls the price of fluid 
milk would probably drop to the 
neighbourhood of the manufac- 
turing price, about $3.20 per hun- 
dredweight, which is below the 
cost of producing safe clean milk 
for the fluid market. 

An obviously lower value for sur- 
plus milk which must find its use 
in manufacturing dairy products, 
which by clause (i) of section 41 
is to be determined by current 
market yields. 

The minimum uniform blended price 
per unit to be paid by all vendors for 
all qualifying milk purchased from pro- 
ducers in any area, as required by the 
Act, section 41 (j), and sections 19 and 
24 of the Order, is the weighted average 
of the value of the quantity of Class 1 
actually sold for use in fluid form and 
the value of the quantity in Classes 2 
and 3. This process is illustrated by the 
Commissioner at pages 140 and 141 of 
his Report 

At this point it is to be observed that 
each producer in each area gets the same 
minimum unit price for all qualifying 
milk which he sells, regardless of to 
whom or for what use he or his vendor 
may sell it, and that price depends in 
turn on what portion of all qualifying 
milk produced in an area is sold for con- 
sumption in fluid form and its arbitrary 
value as determined by the Board on the 
one hand and, on the other, the quantity 
of surplus milk which must be used for 
manufacture, and its value as so de- 
termined. Such price is the minimum 
price to be paid to producers. The Act 
permits a vendor to pay more. 

It is objected that qua producers this 
is equalization of returns, and ultra vires 
the Board and the Legislature. But 
there is no constitutional vice in equal- 
ization as such, and it is only beyond 
the powers of the Provincial Legislature 
if it is achieved by a process of indirect 
taxation or other unconstitutional means, 
of which I see no evidence at this stage 
of control. 

Such price fixing is, in my opinion, 
valid under the Shannon case. 

But it is necessary to press this an- 
alysis to a consideration of the effect of 
the Order upon vendors. Section 24 
(b) recognizes what must be obvious, 
namely, that the uniform blended price 
will fall equitably only on the vendor 
who sells his milk in the fluid and the 
manufacturing markets in the same pro- 
portions as the industry in the area as 
a whole. The vendor who sells more 
than that proportion in the fluid market 
will get a higher than the average price 
from both markets for his milk, and 
thus pay relatively less for his supplies 
than a vendor who sells less than the 
industry-wide average in the fluid market 
and proportionately more in the lower- 
price manufacturing market. Such a 
vendor will get lower than the average 
price for all his milk, and thus pay rela- 
tively more for his supplies. To take 
an extreme but unlikely case, a vendor, 
who by force of circumstance is obliged 
to sell all his milk in the manufacturing 
market, will get less than the uniform 
blended price he has to pay the pro- 
ducer. But it is not unlikely that there 
will be many vendors who have to sell 
so much on the lower-price manufactur- 
ing market that their margin of profit 
will be so reduced as to force them out 
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of business. Such a vendor might be 
the Fraser Valley Milk Producers Associ- 
ation, a co-operative marketing agency, 
which by definition will be a vendor, and 
which, the Commissioner reports, page 
27, Schedule 23, page 187, comprises 
85 per cent by number of the shippers 
in the Vancouver area, who produce 
about 70 per cent of the milk by volume, 
but place only one-third of their total 
production on the high-priced fluid mar- 
ket, while the independents, who consist 
of only 15 per cent of the shippers, by 
number, producing 30 per cent of the 
milk, place 80 per cent of their produc- 
tion in that market. Forty-seven per 
cent of the total production of the Van- 
couver area is required for the fluid 
market, and 53 per cent goes to the 
low-price manufacturing market. The 
Fraser Valley Milk Producers Associa- 
tion, handling 70 per cent of the produc- 
tion in the Vancouver area, supplies only 
49 per cent of the fluid market and 88 
per cent of the manufacturing market; 
the independents, controlling only 30 per 
cent of the total production, supply 51 
per cent of the fluid market and only 
12 per cent of the manufacturing mar- 
ket. The above percentages are approxi- 
mate, and vary somewhat from season 
to season and year to year. 

That is the factual foundation for sec- 
tion 24 (b) of the Order, and out of it 
arises the need for the adjustment pro- 
vided for by clauses (i) and (ii) of that 
subsection. From that it follows that 
the independents will provide the major 
share of the adjustment for the benefit 
principally of Fraser Valley Milk Pro- 
ducers Association as far as the Vancou- 
ver area is concerned. While that does 
not affect the principle, it does assist in 
understanding the effect of the Order 
and the nature of the scheme. 

The uniform blended price payable to 
producers and the adjustments between 
vendors are determined and made in this 
Way. 

On or before the 13th day of each 
month, the Board determines, publicly 
announces, and informs each vendor the 
uniform blended price to be paid to each 
producer in the area for all qualifying 
milk delivered by producers during the 
preceding month (section 29 (b)). Each 
vendor is required to pay each producer 
by the 19th of each month the uniform 
blended price so determined for all milk 
delivered to its plant during the preced- 
ing month (section 25 (a)). In the 
interval between the Board fixing the 
price and the date for payment of the 
producers, each vendor is required to 
pay to the Board before the 15th of the 
month the amount by which the aggre- 
gate value of all three classes of milk 
received by him, as determined by the 
Board by formule in the manner pre- 
viously mentioned, exceeds the sum he 
is required to pay his producers for milk 
delivered during the preceding month; 
the Board in turn is required to pay 
each vendor on or before the 17th of 
each month the amount by which the 
sum each vendor is required to pay his 
producers for milk received during the 
previous month exceeds the value of the 
three classes of milk as so determined. 
The amount collected by the Board from 
vendors selling proportionately more in 
the higher-priced fluid market will equal 
the amount to be paid by the Board to 
vendors selling proportionately less in 
the fluid market and more in the manu- 
facturing market. Thus, as matters stood 
when the Commissioner made his report, 
the Board will collect money from the 
independents selling most of their milk 





in the fluid market and pay it to the 
Fraser Valley Milk Producers Associa- 
tion (inter alia) which supplies most of 
the milk used in manufacturing. 2 
This process is explained by the Com- 
missioner at page 141 of his report, 
and may be illustrated by the following 
suppositious examples by Mr. Alley, of 
counsel for Hays Bros. Farms Ltd. 
Vendor A buys: From Producer IA 
10,000 pounds of qualifying milk, which 
is classified under section 15 of Order 5 
according to the use Vendor A makes 
of it, at the following values, according 
to formula prescribed by section 16:— 














Class Quantity Value 
Class 1—fluid market. 5,000 1b. @ S¢ $250.00 
Class? S00 Ib. @ Ae 100.00 
CORR 2,500 lb. @ 3.5¢ 87.50 

Totals. _ 10,000 Ib. $437.50 

From Producer 1B 15,000 pounds:— 

Class Quantity Value 
Glass) es ee TS O0Ube@isé $375.00 
Glass:2 = S000 ide 200.00 
lane 9) see 2,500 lb. @ 3.5¢ 87.50 

Totals ee oe 15,000 Ib. $662.50 


Vendor B buys from Producers 1B and 
2B:— 











Class Quantity Value 
Class 1 6,000 lb. @ S¢ $300.00 
Class 2 = = 6i000Iby @ 4¢ 240.00 
Classe S000 bi @ se 455100 

Thoyict ee 25,000 Ib. $995.00 


Vendor C buys from Producer 1c:— 








Class Quantity Value 
5,000 Ib. @ S¢ $250.00 

2,500 Ib. @ 4¢ 100.00 

7,500 1b. @ 3.5¢ 262.50 

Motalge: ees 15,000 Ib. $612.50 


Vendor D buys from Producer 1p 
45,000 pounds and sells it all on the 
fluid market. 

Class Quantity Value 
Class) = = = 45)000Ibs @iS¢ $25250100 

Under section 18 of Order 5 the total 
quantity and value of all milk so shipped 
is 110,000 pounds, valued at $4,957.50, 
so the uniform blended price to be 
paid by all vendors to all producers is 
$4,957.50 
110,000 

The following are the adjustments 
to be made between the vendors and 


= 4.5¢ per pound, section 19. 





the Board under section 24 (hb) of 
Order 5:— 
Blended Payments to 
Account- Price Producers 
Vendor ing Paid to Over or 
Value Producers under 
4.5¢ Value 
(Aja STOOD $1,125.00 $25.00 over 
Bee 995.00 1,125.00 130.00 __,, 
Clee 612.50 675.00 62.50 5, 
Total overpayment to be paid 
by theses oarde es = $217:50 
Dyatses $2,250.00 $2,025.00 $225.00 under 
Total underpayment to be paid 
tol the Board = 5995.00 


(N.B.—The difference in the overpay- 
ments and underpayments according to 
counsel is due to the blended price being 
calculated to the nearest tenth of a cent. 
If the calculation had been carried to 
the ultimate decimal, overpayments and 
underpayments would have balanced.) 

Payment of the adjustment levy is en- 
forced, if necessary, by process of law 
(section 63 of the Act). That the levy 
is made by a public body and is used for 
public purposes cannot be doubted since 
Lawson vy. Interior Tree Fruit and Vege- 


(1931) 
S.C.R. 357, and the Crystal Dairy case, 


table Committee of Direction 


supra. Subject to consideration of the 
submissions of Mr. Norris, and of Sena- 
tor Farris, of counsel for the Fraser 
Valley Milk Producers Association, the 
levies would seem to possess all the 
attributes of a tax within the Lawson, 
Crystal Dairy and Turner's Dairy cases, 

If the levies are taxes, are they in- 
direct? In some respects, the levies differ 
from those imposed by the schemes in 
the Crystal Dairy and Turner's Dairy 
cases. In this case the levies are imposed 
upon vendors instead of upon producers, 
not to equalize their returns, but to en- 
able the Board to obtain from vendors 
who sell proportionately more in the 
higher-price fluid market money with 
which to compensate vendors who sell 
proportionately more in the lower-price 
manufacturing market. That compensa- 
tion is for the excessive amount such 
vendors pay through the uniform blended 
price for surplus milk to be used for that 
purpose. The obvious purpose and re- 
sult of the Order is to throw upon con- 
sumers of fluid milk the burden of the 
excessive uniform blended price for sur- 
plus milk which has to be used in the 
manufacturing market. Indeed, the Act 
by its preamble and substantive provi- 
sions contemplates that the consumers of 
fluid milk shall pay the premium pro- 
ducers are to receive to enable them to 
provide an adequate supply of safe clean 
milk for the fluid market, and Order 5 
achieves that object through a uniform 
blended price and these adjustment levies. 
The report of the Commissioner leaves 
no doubt that these levies will be passed 
on to the consumer, see passage quoted, 
infra (p. 13). 

Those differences are not sufficient to 
distinguish these levies from those in- 
volved in the Crystal Dairy and Turner’s 
Dairy cases, or the licence fees involved 
In questions 7 and 8 in the Reference 
re the Farm Products Marketing Act. 
They are taxes imposed upon traders, 
which by their nature tend to and in fact 
will pass on to the consumer. 

The fact that the levies are not assessed 
on all vendors but only on those who 
have in the previous month sold propor- 
tionately more in the fluid market does 
not make the levy any the less a tax or 
alter its incidence. Any vendor is subject 
to it if his business in the month under 
review makes him liable to it. 

I do not overlook the fact that a ven- 
dor will not know exactly what tax, if 
any, he will have to pay until the month 
following his sales on the fluid market, 
and that the amount he will have to pay 
will vary from month to month according 
to the condition of the industry. But that 
circumstance will not prevent the tax 
being passed on, and the reasoning of 
Fauteux, J., in the Reference re the 
Farm Products Marketing Act, supra, at 
page 252, has no application to these 
quite different circumstances. Here the 
burden of the levy can be closely esti- 
mated by a trader from the vendor’s busi- 
ness experience and his knowledge of the 
industry and its probable trends and the 
information for the current month the 
Board is required to give him by section 
29 (a). 

It only remains to examine the princi- 
pal submissions advanced, unsuccessfully 
in my view, to meet the objection that 
these levies are indirect taxes. 


At the outset Mr. Norris, of counsel 
for the Attorney-General of British Co- 
lumbia, strongly relied upon the judgment 
of Rinfret, J., in Re the Employment and 
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Social Insurance Act (1936) S.C.R. 427, 
holding that the use of Federal powers of 
taxation to levy contributions for the 
insurance fund from employers and em- 
ployees did not enable the Federal Parlia- 
ment to enact the measure, which, in 
substance, was not a taxing statute, but a 
scheme for employment service and un- 
employment insurance falling within those 
categories of legislation assigned exclu- 
sively to the Province. In other words, 
the use of machinery falling within the 
powers of the Federal Parliament for 
objects assigned to the Province will not 
validate a Federal excursion into a purely 
Provincial field. But it does not follow 
that a Province may use the instrument 
of indirect taxation to implement a pur- 
pose within its legislative authority. 
If the Legislature can achieve its object 
by means within its power, well and good, 
but it may not use the exclusive Federal 
power to levy indirect taxes to attain that 
end. 


Next, learned counsel for the Attorney- 
General of British Columbia adopted as 
part of his argument the reasoning of the 
learned Commissioner at page 145 et seq. 
of his report. At page 148 this is said:— 

The producer receives the government-fixed 
price for milk of Grade A quality (i.e., quali- 
fying milk, my parenthesis) and is not con- 
cerned with its disposition by the distributer. 
There is no tax as between distributers, since 
they are merely the agencies through which 
the fluid premium is collected from the public 
on behalf of the producers, and accounts are 
balanced between them on the basis of whether 
they have overdischarged or underdischarged 
their liabilities to producers in carrying out 
the Board’s pricing orders. According to the 
authorities, no tax element arises where the 
amount involved is a fee for services rendered 
or payment for value received. In the case 
of the fluid premium it has been seen that it 
has been earned by the farmer by continuity 
of supply and by the providing of facilities to 
produce milk of Grade A quality. In paying 
a price which includes the fluid premium, the 
consumer is receiving value by way of quality 
which the farmer would not be able to supply 
if it were not for the government-regulated 
price. The fluid premium is not a tax, but an 
element in the fixing of a price. Even if some 
tax element were involved, the proposed legis- 
lation is clearly distinguishable from the 
statutes under consideration in the Crystal 
and Turner cases, for in its pith and substance 
it relates not to the imposition of a tax, but 
to the regulation of a local industry for the 
maintenance of a safe supply of milk to the 
public, according to a practice which has been 
found to be successful in many other parts of 
the continent. 


With deference, I am unable to accept 
that reasoning, and I am confirmed in my 
opinion by the fact that Senator Farris 
in his able submission expressly dis- 
avowed the argument of agency. 

The fallacy in the last sentence of the 
passage quoted has already been stated 
in discussing Gallagher v. Lynn and the 
Employment and Social Insurance Act 
Reference. It is clear, however, that the 
learned Commissioner is correct in stat- 
ing that the fluid premium is not a tax 
when paid by the distributer to the pro- 
ducer, but is an element in fixing a price. 
Nor is it a tax paid by the consumer of 
fluid milk. But the tax is the adjustment 
levy made on distributers selling princi- 
pally in the fluid-milk market to subsidize 
those selling relatively more in the manu- 
facturing market for the excessive price 
they are compelled to pay the producer 
for surplus milk used for that purpose. 
The price the consumer pays for fluid 
milk includes not only the fixed price paid 
the producer but the cost of the adjust- 


ment levy. 


Under Order 5, it is clear that the dis- 
tributers do not collect the fluid premium, 
as such, from the public, and what they 
do collect they do not collect on behalf 
of the producer. Each vendor or dis- 
tributer is a purchaser gua the producer 
and completely discharges his obligation 
to his producer when he pays the fixed 
uniform blended price. The producer 
gets nothing more for that milk from 
either the distributer or the Board. When 
a distributer sells fluid milk to the public 
directly, or indirectly through others, he 
sells as a vendor at such price as he sees 
fit, which he presumably expects will be 
sufficient to cover his costs, including the 
fixed price he pays for the milk and the 
amount of the anticipated levy. He col- 
lects nothing more than his price from 
his purchaser, and in law (apart from the 
levy-under Order 5) that price belongs to 
him exclusively, free of claims thereto, 
of any other person, producer, or Board. 
With the greatest respect for the learned 
Commissioner, I am quite unable to fol- 
low the argument that the distributers 
collect the fluid premium from the public 
on behalf of the producers. The levy 
takes from a distributer money that be- 
longs to him. 

The so-called accounts which the Com- 
missioner says are balanced between dis- 
tributers are nothing more than informa- 
tion such as is supplied to and collected 
by every assessor upon which to compute 
a tax, and the tax which is levied thereon. 

Senator Farris supported the levy by 
the submission that it is merely machinery 


to adjust the rights of producers and ven-' 


dors under section 24 (a) of the Order, 
already quoted, and to avoid the unneces- 
sary-movement of milk, by giving to each 
vendor what he would get if the market 
were divided among producers in ac- 
cordance with that section by directing 
the pooling or controlling the movement 
of milk. 

The submission is that each producer is 
required to market his milk in each class 
in the same proportions as all vendors in 
the aggregate do in the area. - I pass over 
the difficulty inherent in the fact that pro- 
ducers sell only qualifying milk for which 
they are paid by vendors, and that it is 
the vendors who classify the milk on their 
premises according to the purpose for 
which they sell it. For the purpose of 
the adjustment levy this requirement 
seems to be only a fiction, which ignores 
the real transaction, and gives through 
artificiality a colour of legality to the 
levy, which it does not possess. How- 
ever, I will assume that the Board under 
the regulations as drawn can so order the 
movement of milk as to give effect to 
clause 24; also that the end financial 
result of such movement, or pooling if 
that should be resorted to, although at 
the moment it is not provided for in the 
Order, would be the same as that pro- 
duced by the levy. That result would be, 
not equalization between producers, for 
that is obtained through the fixed uniform 
blended equalized price paid by each ven- 
dor to each producer for all qualifying 
milk, but to ensure that each vendor 
would sell his milk in each class, that is 
in the fluid or the manufacturing market, 
in the same proportions as the classes 
enter into the blended price, so that each 
vendor would bear his fair and proper 
share of the premium incorporated in the 
blended price. 


I assume that since the decision in the 
Reference re the Farm Products Market- 
ing Act, supra, it is within the power of 
the Province and the Board to so order 
the movement or pooling of milk. But 





the fact that a desired result may be ob- 
tained by cumbersome methods within 
the power of the Province will not permit 
the Province to use means, such as indi- 
rect taxation, exclusively within the power 
of the Federal Parliament, to obtain the 
same end result more conveniently, as I 
have already endeavoured to show. 

In my opinion, the adjustments which 
Order 5 empowers the Board to levy 
upon vendors are indirect taxes and ultra 
vires the Province and the Board. Since 
they constitute an essential part of the 
scheme of price fixing contained in the 
Order, they cannot be severed and the 
whole Order must fall with them. 

Accordingly I would answer the second 
question: Order 5 is completely beyond 
the powers of the Milk Board, because it 
is based upon indirect taxes to be col- 
lected from vendors in the form of adjust- 
ment levies. ° 

H. W. DAVEY, J.A. 


Vancouver, B.C., February 11th, 1959. 





Reasons for Judgment of the Honourable 
Mr. Justice Sheppard 


The constitutional validity of the 
“Milk Industry Act,” B.C. 1956, chap- 
ter 28, and of Order 5 with amendments, 
enacted by the Milk Board pursuant to 
that Statute, has been referred by the 
Lieutenant-Governor in Council under 
the “Constitutional Questions Determina- 
tion Act,” R.S.B.C. 1948, chapter 66, for 
the opinion of this Court. 

The purpose of the Legislature in en- 
acting the “ Milk Industry Act” as de- 
clared in the preamble was to assure to 
consumers within the Province a con- 
tinuity of supply of clean safe milk suit- 
able for human consumption in fluid 
form, and to ensure a continuous supply 
by providing a market for qualifying 
milk, at a price fixed at a premium so 
compensating to the producers as to 
ensure that continuous supply. To carry 
out that purpose, the Statute established 
a Milk Board with jurisdiction over cer- 
tain “areas of production” within the 
Province, namely, the Lower Mainland, 
Vancouver Island, and other areas later 
added by Order in Council (section 40), 
with general power to the Board “ for the 
purposes of controlling and regulating 
under this Act the marketing of milk 
produced in British Columbia,” to make 
Orders in relation to the said marketing 
and also to make Orders for the classify- 
ing of those engaged in the production, 
supplying, processing, distribution, or 
sale of milk within the Province, to 
license such, to provide standards and 
grades in relation for the quality of any 
such milk, to prohibit marketing of milk 
not meeting with those standards, to fix 
the values at which the vendors should 
account to the producers for the milk 
sold on the fluid market and for the 
milk used in manufacturing, to fix the 
price to be paid to the producers, and to 
apportion the fluid market amongst the 
producers (section 41). 

General Order 5, enacted by the Milk 
Board, states that it applies “to milk 
qualifying for the fluid market, produced 
or marketed or offered for market”. in 
an area of production (Order, section 1) 
that is within the Province (Statute, sec- 
tion 40), and provides for the licensing 
of vendors and producers (section 1):— 

For qualifying milk, being divided into 

three classes, namely: Class 1— 
that used by a vendor for sale in 
fresh fluid form in any part of the 
Province; Class 2—that sold in the 
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Province to a vendor, surplus to his 
fluid requirements and “ utilized in 
the Province” for manufacture of 
certain milk; Class 3—that sold in 
the Province to a vendor, surplus to 
his fluid requirements and utilized 
in the Province for other purposes 
(section 15): 

For the minimum values at which the 
vendors shall account to producers 
(sections 16 to 18); 

For the computation of producer’s 
price (sections 19 and 22); and 

For the time and method of payment. 

The object of the Statute is to provide 

a continuity of supply of safe, clean, 
fresh milk in fluid form to the consuming 
public of British Columbia. Such an 
object has been dealt with by Lord Atkin 
in Shannon v. Lower Mainland Dairy 
Products Board (1938) A.C. 708 at page 
719 as follows:— 

In this respect their Lordships desire to quote 

a passage from the opinion of Lord Atkin in 

the House of Lords in Gallagher vy. Lynn 

((1937) A.C. 863 at 869), which was cited by 

Martin, C.J., and which it will be convenient 

to bring into the line of authority on con- 

stitutional cases arising in the Dominions: 

““My Lords, the short answer to this is that 

this Milk Act is not a law ‘in respect of’ 

trade; but is a law for the peace, order and 
good government of Northern Ireland ‘in 
respect of’ precautions taken to secure the 
health of the inhabitants of Northern Ireland 
by protecting them from the dangers of an 
unregulated supply of milk. These questions 
affecting limitation on the legislative powers 
of subordinate parliaments or the distribution 
of powers between parliaments in a federal 
system are now familiar, and I do not propose 
to cite the whole range of authority which 
has largely arisen in discussion of the powers 
of Canadian Parliaments. It is well estab- 
lished that you are to look at the ‘true 
nature and character of the legislation’: 

Russell vy. The Queen, 7 A.C. 829, 839 

*Nor are you to look only at the object of 

the legislator. -An act may have a perfectly 

lawful object, e.g., to promote the health of 
the inhabitants, but may seek to achieve that 
object by invalid methods, e.g., a direct pro- 
hibition of any trade with a foreign country.’ 

: . The true nature and character of the 

Act, its pith and substance, is that it is an Act 

to protect the health of the inhabitants of 

Northern Ireland; and in those circumstances, 

though it may incidentally affect trade with 

County Donegal, it is not passed ‘in respect 

of’ trade, and is therefore not subject to 

attack on that ground.” 


The object of the Statute would appear 
to be within the legislative competence 
of the Province and within the B.N.A. 
Act, section 92 (13), property and civil 
rights in the Province, or section 92 (16), 
generally all matters of a merely local or 
private nature within the Province, Shan- 
non v. Lower Mainland Dairy Products 
Board, supra. Since the object is lawful 
that is within the competence of the Prov- 
ince, the question next arises whether 


that lawful object has been carried out. 
That is the line’ 


“by invalid methods.” 
of inquiry followed by Lord Atkin in 
Gallagher v. Lynn, (1937) A.C. 863, and 
approved in Shannon y. Lower Mainland 
Dairy Products Board, supra. 


The general power of controlling and 
regulating the marketing of milk con- 
ferred by section 41 of the Statute in 
question is restricted to “ milk produced 
in British Columbia ” and limited by the 
words “so far as the legislative authority 
of the Province extends.” The particular 
powers conferred by section 41 are in 
respect of milk produced or offered for 
sale “within the Province,” section 41 
(a) and (d); the remaining particular 
powers of section 41 relating to milk ap- 
pear to be ancillary to those general or 


particular powers so limited, e.g., section 
41 (e) and (k). The controlling and 
regulating is in respect of persons en- 
gaged in activities “ within the Province,” 
in that the Board is empowered to classify 
and to license “ persons engaged in the 
production, supplying, processing, distri- 
bution, or sale of milk within the Prov- 
ince” section 41 (a) and (b), and to 
prohibit any person from engaging in 
those activities “within the Province ” 
unless licensed, section 41 (d). Hence 
the powers conferred by the Statute to 
regulate and control the marketing of 
milk should be understood to relate to 
transactions completed within the Prov- 
ince, for milk situate within the Province 
between persons within the Province. 


The Board is empowered to set up 
standards of milk, section 41 (e), and to 
prohibit the marketing of milk below 
standard, section 41 (g), and while those 
powers are not expressly stated to be 
restricted to the legislative competence 
of the Province, that is implied from the 
opening words of section 41, which limit 
the powers conferred “ so far as the legis- 
lative authority of the Province extends,” 
and there is nothing to indicate an inten- 
tion of disregarding that limitation. 


Order No. 5 enacted by the Board is 
equally within the legislative competence 
of the Province. The Order is expressly 
limited “to milk qualifying for the fluid 
market produced or marketed or offered 
for market in an area of production re- 
ferred to in the Act” (Order, section 1), 
which area, as defined by Statute, section 
40, is wholly within the Province. Hence 
the Order relates only to property situate 
within the Province. Also that qualify- 
ing milk which has the minimum ac- 
counting value as fixed by the Milk 
Board (Order, sections 16 to 18) is re- 
stricted to that milk which (1) complies 
with Order, section 1, by being “ pro- 
duced or marketed or offered for market 
in an area of production” and hence 
within the Province, and (2) is utilized 
by a vendor (dealer) for sale in fresh 
fluid form—in any part of the Province, 
or being surplus to the vendor’s fluid 
requirements is “utilized in the Prov- 
ince ” for manufacture (Class 2) or other 
purpose (Class 3) (Order, section 15). 
It would follow that the Statute and Or- 
der should be construed as applying only 
to particular businesses carried on within 
the Province and to transactions com- 
pleted within the Province, and hence as 
coming within the legislative competence 
of the Province as declared in Shannon v. 
Lower Mainland Dairy Products Board, 
supra. There the Judicial Committee 
held to be valid a Statute of this Province 
authorizing the Lieutenant-Governor in 
Council to set up a marketing board with 
power to regulate the marketing of natu- 
ral products and Lord Atkin, in that 
judgment, said at page 718:— 

It is sufficient to say that it is appar- 

ent that the legislation in question is con- 

fined to regulating transactions that take place 
wholly within the Province, and are therefore 
within the sovereign powers granted to the 


Legislature in that respect by S. 92 of the 
British North America Act. 


At page 719:— 
But the Act is clearly confined to dealings 
w:th such products as are situate within the 
Province. 

And at page 720:— 
The pith and substance of this Act is that it 
is an Act to regulate particular businesses 
entirely within the Province, and is therefore 
intra vires of the Province, 


of qualifying milk within the month. 





Locke; Wi, “atcpage’ 2318 
contended that the rateable distribution 
of the market among producers is carried 


Moreover, there is nothing in the Stat- 
ute or in Order No. 5 which precludes a 
producer from selling his qualifying milk 
outside the market established by the 
Milk Board and inside or outside the 
Province, and likewise there is nothing 
in the Statute or Order which precludes 
a vendor, having bought qualifying milk, 
from reselling that milk outside the mar- 
ket established by the Board and inside 
or outside the Province. The fact is that 
the market established by the Milk Board 
with its premium for qualifying milk is 
merely a privilege which is offered pro- 
portionately to producers and to vendors 
but which any of them may refuse. To 
this Statute and Order appears applicable 
the statements in the Reference re the 
Farm Products Marketing Act (1957) 
S.C.R. 198, by Rand, J., at page 210:— 

A producer is entitled to dispose of his prod- 

ucts beyond the Province without reference to 

a provincial marketing agency or price, ship- 

ping or other trade regulation; and an outside 

purchaser is entitled with equal freedom to 
purchase and export. 
And at page 213:— 

The reaches of trade may extend to aspects 

of manufacture. In Attorney-General for 

Ontario y. Attorney-General for the Dominion 

et al, supra, the Judicial Committee dealt with 

the question whether the Province could pro- 
hibit the manufacture within the Province of 
intoxicating liquor, to which the answer was 
given that, in the absence of conflicting legis- 
lation of Parliament there would be jurisdic- 
tion to that effect if it were shown that the 
manufacture was carried on under circum- 
stances and conditions as to make its pro- 
hibition a merely local matter in the Province. 

It would follow that under the circum- 
stances recited in the preamble to the 
Statute, and in that estimable report of 
Mr. Justice Clyne, any restriction or pro- 
hibition in the Statute or Order should 
be deemed to be a merely local matter, 
directed to the health of the inhabitants 
of the Province, or under Order No. 5, 
to the health of the inhabitants within an 
area of production in the Province. 

It is contended that Statute and Order 
are invalid as imposing an indirect tax. 
Section 41 of the Statute and also Order 5 
provide for a rateable distribution of the 
accounting values amongst the producers 
in proportion to their respective deliveries 
In 
substance the Statute and Order create a 
pool among the producers supplying qual- 
ifying milk to the local market and such 
a pool is intra vires of the Province, 


Reference re Farm Products Marketing 


Act, supra, per Rand, J., at page 214, 
However, it is 


out by means of an indirect tax which is 
imposed upon the vendors, or alterna- 
tively upon the producers and by reason 
of such indirect tax, the Statute and Order 
are ultra vires of the Province. That 
requires a review of the method by which 
the Milk Board operates. 

The Milk Board for each month in 
advance fixes the accounting value of the 
qualifying milk delivered by a producer 
to a vendor during the coming month. 
That accounting value is for each of three 
classes, (1) for qualifying milk used by a 
vendor for sale in fresh fluid form in any 
part of the Province, (2) for surplus quali- 
fying milk used in the Province for 
manufacturing, and (3) for surplus quali- 
fying milk used in the Province for other 
purposes, as set out in Order 5, section 15. 
The accounting value of the surplus milk 
(Classes 2 and 3) is based on “current 
market yields” (Statute, section 41 (i) 
because it must be sold at a price which 
would permit it to be used in the manu- 
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facturing of products which could be sold 
competitively on the open market. After 
the end of each month the Milk Board 
computes the total quantity of qualifying 
milk delivered during that month and the 
total amount of the accounting values 
therefor, whether used in the fluid market 
or otherwise, and that total amount of 
the qualifying milk delivered in that 
month divided into the total accounting 
values therefor determines the sum which 
is taken as the “ producer’s price,” that 
is the price to be paid by each vendor to 
his producers for the fluid milk delivered 
by them during that month. 


Mr. Justice Clyne, in his report (pp. 
140, 141) explains this process by assum- 
ing $5 for each hundredweight to be the 
accounting value for the milk used for 
sale on the fluid market and $3 for the 
surplus milk, that is the qualifying milk 
sold for manufacturing or other purposes, 
and by dividing the quantity assumed 
delivered into the total accounting values 
there was obtained $4.20 as the average 
accounting value for each hundredweight; 
that average accounting value there taken 
at $4.20 is the producer’s price. Each 
vendor (dealer) would know in advance 
that for each hundredweight sold by him 
for use on the fluid market he must 
account at the rate of $5 and for the 
surplus, that is milk sold by him for 
manufacturing or other purposes, he must 
account at the rate of $3; those are his 
costs. Each vendor would, on those as- 
sumed facts, pay off his producers at the 
producer’s price of $4.20; that is the price 
which each producer would receive for his 
qualifying milk for that month. It must 
follow that the total of the accounting 
values from all the vendors will equal the 
total payments of the producer’s price 
made by all the vendors. 

It is contended, however, that there is 
an indirect tax for the reason that the 
liability of a vendor to pay the accounting 
value of the milk sold by him may exceed 
the amount payable to his producers com- 
puted at the producer’s price; that excess 
the vendor must pay to the Milk Board; 
therefore, it is contended that the obliga- 
tion to pay that excess is an indirect tax. 
That contention is not well founded. 


Every vendor must come within two 
possible positions :— 


(1) A vendor may have sold all his 
milk on the fluid market, and, 
therefore, on the accounting values 
taken by way of illustration his 
accounting value would be $5 per 
hundredweight, and that vendor, 
by paying his producers at the pro- 
ducer’s price of $4.20 per hun- 
dredweight, would have in hand a 
balance of $0.80 per hundred- 
weight. That balance in hand the 
vendor would pay to the Milk 
Board. The Board would pass that 
payment on to other vendors who, 
having undersold on the fluid mar- 
ket, would need that additional 
sum to permit their paying the 
producer’s price. 


On the other hand, a vendor may 
have sold all his qualifying milk 
on the manufacturing market, and, 
therefore, his accounting value 
would be $3 per hundredweight 
and his paying the producer’s price 
of $4.20 would overpay that ven- 
dor’s accounting value and would 
leave him with a deficiency of 
$1.20 per hundredweight, that is 
the excess of the producer’s price 
over that vendor’s accounting 
value. That vendor’s deficiency is 


(Z 
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paid to him by the Milk Board out 
of the moneys received from other 
vendors who have oversold their 
producer’s share of the fluid 
market. 


In both events the accounting value 
fixes the cost of the milk to the vendors. 
The accounting value is merely the cost 
price to the vendor of the qualifying milk 
purchased by him. As it is the cost price 
to the vendor of the milk purchased by 
him it is not a tax; it is quite distinguish- 
able from that compulsory taking which 
denotes a tax, as was stated in Lower 
Mainland Dairy Products Committee v. 
Crystal Dairy Ltd. (1933) A.C. 168 at 
pages 174 and 175. Further, if those 
vendors who oversell the fluid-milk mar- 
ket and pay to the Board the amount that 
their accounting value exceeds the aver- 
age price are thereby deemed to be pay- 
ing a tax, then the cost price to such 
vendors must be the accounting value less 
the tax payment, for they pay nothing 
beyond the accounting value. That would 
mean there are two cost prices; namely, 
the accounting value less the alleged tax 
for those vendors who oversell the fluid 
milk market, and, secondly, the account- 
ing value for other vendors. The Statute 
and Order do not permit that construc- 
tion; under the Statute and Order the 
accounting value is the cost for every 
vendor. 

As to the producer, there is no tax. 
The producer knows that under the 
Statute and Order he has the right to 
receive the producer’s price to be com- 
puted after the end of the month at the 
average accounting value of all the quali- 
fying milk supplied to the vendors during 
that month. The producer will not know 
the exact amount due him by his vendor 
until after the average accounting value 
will have been computed by the Milk 
Board after the end of the month, but in 
any event the producer will know in ad- 
vance the method by which the producer’s 
price will be computed and his contract 
with the vendor by force of the Statute 
and Order must be deemed to contain a 
term fixing the price at the producer’s 
price to be computed by that method. 
That contract determines what the pro- 
ducer has the right to receive. Hence, 
assuming that all milk delivered by a 
producer has been sold on the fluid mar- 
ket, then the vendor must account there- 
for at the accounting value, say, $5 per 
hundredweight, but the producer will re- 
ceive the producer’s price here assumed 
to be $4.20. The difference of $0.80 per 
hundredweight is not taken from that pro- 
ducer as he, at no time, had the right to 
receive it. The producer sold to his ven- 
dor at the producer’s price, assumed at 
$4.20, and to receive that amount is the 
producer’s right. Hence there has been 
nothing taken from the producer even in 
the event that all the milk delivered by 
him has been resold by his vendor upon 
the fluid market, and as there has been 
nothing taken from the producer there 
has been no compulsory levy, which is the 
essential of a tax. 

For those reasons the case at Bar is 
distinguishable from those cases in which 
there has been held to be tax. In Lower 
Mainland Dairy Products Committee vy. 
Crystal Dairy Ltd., supra, a portion of the 
returns to which the farmer was entitled 
under his contract of sale was compulsor- 
ily taken in order to effect the adjustment 
with other like producers and that was 
held to be an indirect taxe and ultar vires 
of the Province. Lord Thankerton, at 
page 174, said: — 


. . . the substantive provision of the Act of 
1929 is to transfer compulsorily a portion of 
the returns obtained by the traders in the 
fluid milk market to the traders in the manu- 
factured products market; . . 
And at page 177:— 

The tax here is imposed on the proceeds of 
particular transactions. Their Lordships are 
of opinion that both the levies here are 
indirect taxes. 


In Lower Mainland etc. Committee v. 
Turner's Dairy Ltd. (1941) S.C.R. 573, 
the order enacted by a Provincial Board 
was held invalid as imposing an indirect 
tax; there Duff, C.J., at page 576, said: — 

There was sufficient evidence to support the 
view that the purpose and effect of the im- 
pugned orders was to enable the Board .. . 
to equalize prices as between producers . . 
and to accomplish this by abstracting from the 
proceeds of the sales of the former class in 
the fluid milk market a sufficient part of the 
returns from the sale of their milk to enable 
the Board, by handing that part over to the 
other producers, to bring the several rates of 
return for the two classes into a state of 
equality. 

In the case at Bar there has been no 
such taking from the producer of any 
returns to which he had the right. There 
has been no taking from a vendor, as his 
cost price of milk as contemplated by 
him at the time of his purchase has not 
been increased and therefore there has 
been no levy imposed. 


It is further contended that the licence 
fees authorized by section 41 (b) of the 
Statute and preamble, and also the fee 
of $1 under sections 10 and 12 of the 
Order, were indirect taxes and ultra vires 
of the Province and of the Milk Board. 
On the other hand, it is contended that 
these are charges for services and there- 
fore not taxes. The Milk Board has the 
expense of setting up the market, of deter- 
mining what producers are qualified, of 
the licensing of producers and vendors, 
and of seeing that those accounts are kept 
which are incidental to the operation of 
the pool. There is nothing to indicate 
that the licence fees do exceed or were 
intended to exceed a reasonable charge. 
for these services. A charge for the ser- 
vices rendered cannot be a tax: A.G. 
for Canada v. The Registrar of Titles, 
B.C.C.A. (1934) 3 W.W.R. 165, Martin, 
J.A., at page 169, McPhillips, J.A., at 
page 172, Macdonald, J.A., at page 176; 
Reference re Farm Products Marketing 
Act, supra, the Chief Justice at page 207, 
Rand, J., at page 219, Locke, J., at page 
235, Fauteux, J., at pages’ 253 and 261. 
In Shannon y. Lower Mainland Dairy 
Products Board, supra, Lord Atkin, at 
page 721, said:— 

If regulation of trade within the Province has 

to be held valid, the ordinary method of 

regulating trade, i.e., by a system of licences 
must also be admissible. A _ licence itself 
merely involves a permission to trade subject 

to compliance with specified conditions. A 

licence fee, though usual, does not appear to 

be essential. But, if licences are granted, it 
appears to be no objection that fees should be 
charged in order either to defray the costs of 
administering the local regulation or to in- 
crease the general funds of the Province, or 
for both purposes. The object would appear 
to be in such a case to. raise a revenue for 
either local or Provincial purposes. 

And at page 722:— 

It cannot, as their Lorships think, be an 

objection to a licence plus a fee that it is 

directed both to the regulation of trade and 
to the provision of revenue. 


In the circumstances of this case it is 
not necessary to determine what limits 
are placed upon the Legislature in impos- 
ing licence fees. Section 41 (b) is not to 
be held ultra vires merely because the 
licence fee may be in varying amounts: 
Reference re Farm Products Marketing 
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Act, supra, Rand, J., at page 218, Locke, | vailing, among which must be noted the 


J., at page 236, Fauteux, J., at page 260. 
In the case at Bar the licence fees are not 
used to equalize the returns, hence that 
difficulty which arose in the Reference re 
Farm Products Marketing Act, supra, 
does not here arise. 

The answers to the questions submitted 
are: To question one, the “ Milk Industry 
Act” is intra vires of the Legislative 
Assembly; to question two, Order 5 is 
intra vires of the Milk Board. 


F. A. SHEPPARD, J.A. 
Vancouver, B.C., February I1th, 1959. 


Reasons for Judgment of the Honourable 
Mr. Justice Coady 


This is a reference under the “ Consti- 
tutional Questions Determination Act” 
for the opinion of the Court upon the 
following questions :— 

1. Is the “ Milk Industry Act,” chapter 
28 of the Statutes of British Colum- 
bia, 1956, in its pith and substance 
a Statute to regulate the production, 
distribution, and marketing of milk 
and manufactured milk products 
within British Columbia and within 
the competence of the Legislative 
Assembly of British. Columbia to 
enact, or is it in its pith and sub- 
stance a taxing Statute to impose 
indirect taxation and ultra vires of 
the Legislative Assembly, and if it is 
ultra vires, in what particular or par- 
ticulars and to what extent? 

2. Is Order 5 of the Milk Board under 
the said Act, dated the 18th day of 
January, 1957, intra vires of the said 
Milk Board, and if not, in what par- 
ticular or particulars and to what 
extent? 

A brief review of the background will 
help to disclose what the Legislature had 
in mind in enacting the Statute and will 
assist in determining the pith and sub- 
stance of the legislation. 

On September 3rd, 1954, a Royal Com- 
mission under the “ Public Inquiries Act ” 
of the Province of British Columbia was 
issued to Mr. Justice Clyne (as he then 
was) as sole Commissioner to inquire 
whether the existing Orders of the Milk 
Board as to the prices of milk set by the 
Board were being paid, and if not the 
reason for the violation of the Board’s 
Orders, and generally to inquire into any 
other matters relating to the production, 
marketing, and distribution of milk in 
the Province that, in his opinion, it was 
in the public interest to inquire into. 
By Order in Council of the same date 
and as supplemental to the said Commis- 
sion, the Commissioner was authorized to 
make such recommendations as he might 
think proper. 

The Commissioner, pursuant to the 
commission directed to him and the Order 
in Council, after an exhaustive inquiry 
which included the taking of a great 
volume of evidence, much of it from 
experts in the field, made a most com- 
prehensive and extremely able and yalu- 
able report relating to the dairy industry 
in the Province and made recommenda- 
tions with respect thereto, including 
recommendations relating to legislation 
which, in his opinion, ought to be enacted 
in an attempt to remedy the conditions 
disclosed. 

The Commissioner found that the Or- 
ders of the Board were not being obeyed 
and assigned the reasons therefor. He 
found that the industry was in a most 
unsatisfactory condition and gave par- 
ticulars thereof. He assigned reasons for 
the chaotic conditions that he found pre- 


feeling of discontent and resentment 
among the farmers arising from the in- 
equality of receipts obtained by them 
from milk sold owing to the inequitable 
division of the fluid market. In addition 
to many other recommendations made by 
him, he recommended legislation which 
would, in his view, help to remedy the 
existing evils and avoid the defects of 
prior legislation dealing with the milk 
industry, which legislation or orders made 
thereunder had been held to be ultra 
vires. In making these latter recommen- 
dations, which he discusses in some detail, 
he was not unaware of the unsuccessful 
legislative endeavours in the past by 
which it was sought to relieve the eco- 
nomic plight of the producers in the dairy 
industry and at the same time to protect 
the interests of the public. The Com- 
missioner made it abundantly clear that 
the situation was one of some urgency and 
pointed out the necessity for prompt 
remedial legislation. 

The recommendations made by the 
Commissioner were implemented by the 
Legislature by the enactment of the pres- 
ent “ Milk Industry Act,” on the validity 
of which, and Order 5 made thereunder, 
this Court is now asked for an opinion. 
The preamble to the Act furnishes in 
some detail the background of the present 
legislation and the purpose, object, and 
intent of the Legislature. I refer only to 
a part of this preamble, reading as fol- 
lows:— 

And whereas accordingly the Government, 
on the third day of September, 1954, appoint- 
ed the Honourable Mr. Justice J. V. Clyne 
as a sole Commissioner to inquire into the 
failure of primary producers to receive prices 
fixed by the Milk Board of British Columbia 
existing under the ‘‘ Public Utilities Act” of 
British Columbia for whole milk supplied for 
whole-milk requirements and into the failure 
of certain dealers, co-operatives, associations, 
or agencies to comply with orders of the said 
Milk Board, and to inquire into other matters 
in relation to the production, marketing, and 
distribution of whole milk: 

And whereas the said Commissioner made 
a searching and thorough investigation, from 
the time of his said appointment until the 
date of his said report, into all matters per- 
taining to the production, sale, delivery, and 
marketing of milk from the said areas: 

And whereas, on the seventeenth day of 
October, 1955, the said Commissioner made 
his report, containing findings and recom- 
mendations in connection with the said mat- 
ters, to His Honour the Lieutenant-Governor 
in Council: 

And whereas the Legislative Assembly of 
British Columbia has considered the contents 
of the said report and is of the opinion:— 

(a) That it is necessary to consolidate the 

present legislation dealing with milk 
and to enact further measures in rela- 
tion thereto to safeguard the public 
health: 
That all milk for human consumption 
in fluid form must, in respect of quali- 
ties of safety and cleanliness, meet a 
common standard: 
That at the present time the total 
volume of such milk available for the 
fluid market greatly exceeds the demand 
therefor, but that in the foreseeable 
future, owing to increases in population 
and the limited area in which milk can 
be produced, the demand for such fluid 
milk may exceed the possible supply 
thereof: 

(d) That the price of milk of such standard 
for consumption on the fluid market in 
British Columbia is affected only by 
local supply and demand, whereas the 
price for milk for manufacturing pur- 
poses is fixed by world market con- 
ditions in respect of the manufactured 
product: 

(e) That, in order to ensure to the consum- 
ing public of British Columbia a con- 
tinuity of supply of safe and clean fresh 


(d) 


(c) 


fluid milk meeting such standard, it is 
necessary that a premium be offered to 
producers thereof, but because of mar- 
ket conditions aforesaid the price which 
all producers shall receive for the total 
volume of such milk must be con- 
ditioned by the price paid for the sur- 
plus supply which is sold at the world 
market price, resulting in a return to 
the producers of a blended price of all 
milk produced by them: 

That in this Province the history of 
production and distribution of milk for 
consumption in fluid form shows an 
inequality in bargaining strength as to 
price between producers and distribu- 
ters, and that the fixing of prices to be 
paid to producers for such milk is 
therefore necessary: 

That, for the foregoing reasons and for 
other reasons referred to in the said 
report, it is essential that prices which 
the producer shall receive for all milk 
which he has produced under con- 
ditions qualifying it for the fluid mar- 
ket be fixed at a level which will 
ensure an adequate but not an excessive 
supply of milk qualified for the fluid 
market. 

Part I of the Act contains the pro- 
visions relating to the production of milk 
which are directed in the main to ensure 
a good, clean, safe supply of milk for the 
public. Part II relates to the pasteuriza- 
tion, processing, and manufacturing of 
dairy products. Part III relates to the 
provisions for marketing. 

The attack on the legislation is con- 
fined to Part III of the Statute. The other 
provisions of the Statute, as counsel op- 
posing the legislation have explained, are 
desirable provisions and are not ques- 
tioned. 

It seems clear the Statute is enacted to 
provide for the regulation of a local in- 
dustry and is designed to provide for 
stability in the industry and equality of 
treatment among producers as one class 
and the vendors or distributers as another 
class, and to provide for the maintenance 
of a supply of good, clean, fresh milk for 
the public use. 

The law seems to be well settled that 
the regulation of a local industry within 
the Province is within the exclusive legis- 
lative competence of the Provincial Legis- 
lature: Shannon et al. v. Lower Main- 
land Dairy Products Board and The 
Natural Products Marketing (B.C.) Act, 
1936 (1938) A.C. 708; Attorney-General 
for British Columbia y. Attorney-General 
for Canada (1937) A.C. 377; Home Oil 
Distributors Ltd. v. A.G. of British Co- 
lumbia (1940) S.C.R. 444. That, how- 
ever, does not determine the validity of 
the legislation, for it may be found upon 
investigation that the means adopted may 
transcend the legislative jurisdiction of 
the Province and infringe upon the juris- 
diction of the Dominion Parliament. 
While it is not to be presumed that a 
Provincial Legislature intends to exceed 
its legislative jurisdiction, the Court may, 
on what it considers to be the proper 
construction to be given to the enactment, 
determine that the Legislature has gone 
beyond its authority. 

The Act is designed to ensure that all 
producers of an equal standard quality of 
milk shall be paid a standard or uniform 
price for the product irrespective of 
whether the milk is sold in the fluid 
market or the manufacturing market. In 
effect it provides for market control and 
equalization among producers no matter 
in what market their product is sold. If 
the prices in both markets were the same 
no regulation with respect to marketing 
would perhaps be necessary. It is be- 
cause the fluid-market price is higher than 
the manufacturing-market price that regu- 
lation becomes necessary in order that all 
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producers of milk of a qualifying stand- 
ard shall receive an equal price for the 
equal product sold. It is to accomplish 
this that the plan of market control is 
provided to secure apportionment of the 
market and equalization of returns. It is 
equalization in the sense that every pro- 
ducer of “ qualifying milk” as defined in 
the Act receives an equal price for an 
equal product. That is the sense in which 
equalization is used in the report of the 
Commissioner. That is the sense in which 
equalization is intended in the Statute. 

With these general observations as to 
the purpose of and the necessity for the 
legislation, the first question to be con- 
sidered is the “pith and substance” of 
the Statute. The cases relating to the 
“pith and substance” of a Statute are 
numerous. I refer only to the following: 
Reference re The Employment and Social 
Insurance Act (1936) S.C.R. 427; A.G. 
for Canada v. A.G. for Ontario (1937) 
A.C. 355; Bank of Toronto y. Lambe 
(1887) 12 A.C. 575; Gallagher v. Lynn 
(1937) A.C. 863; Shannon v. Lower Main- 
land Dairy Products (1938) A.C. 708; 
Reference re Farm Products Marketing 
Act-1957) S.C.R. 198. Extracts from a 
number of the cases have been cited by 
my brother Sidney Smith, whose reasons 
for judgment I have had the advantage 
of reading, and I do not therefore propose 
to enlarge upon these. 


It should be observed in passing, how- 
ever, that if an Act in its pith and sub- 
stance is within the legislative competence 
of the Provincial Legislature, the Act is 
not to be held invalid merely because it 
incidentally affects matters which are out- 
side the authorized field: Gallagher vy. 
Lynn, supra; the Shannon case; Bank of 
Toronto vy. Lambe (1887) 12 A.C. 575; 
A.G. for Manitoba v. Manitoba Licence 
Holders’ Association (1902) A.C. 73. 

The “ pith and substance ” of a Statute 
is to be determined, as indicated in the 
cases above cited and others, by consid- 
eration of a number of circumstances or 
factors. These various factors may be 
summarized as follows:— 


(1) Is the Act one which relates to the 
regulation of a local industry? 

(2) What was the purpose and intent 
of the Legislature? 

(3) What were the evils sought to be 

remedied by the legislation? 

(4) Are the means adopted to secure 

this end within the legislative com- 

petence of the Legislature? 

What is the true nature and char- 

acter of the Act? 


Then, too, consideration must be given 
to the preamble of the Act as providing 
the key to the legislation, likewise must 
‘be considered the legislative history and 
surrounding circumstances, the existing 
state of the law and the purpose of the 
legislation and the object to be accom- 
plished. The report of the Commissioner 
and the circumstances that gave rise to 
the inquiry made by him are matters of 
particular consideration in the present 
case when considering the pith and sub- 
stance of the Statute. It should be ob- 
served, too, that the legislation must be 
considered in its entirety, and, further- 
more, that there is a presumption in 
favour of validity. Measured by these 
considerations and tests it appears to me, 
in answer to the first question, that the 
Act in its pith and substance is not a 
taxing Statute but a Statute to regulate 
the production, distribution, and market- 
ing of milk and manufactured milk prod- 
ucts within British Columbia and within 
the competence of the Legislative Assem- 


bly. 


(5) 


The second question involves the valid- 
ity of Order 5 of the Board, It was agreed 
by counsel that the validity of the Order 
is for the present to be restricted to the 
consideration of whether or not it in- 
volves indirect taxation, 


While the Act under Part III provides 
generally for controlling and regulating 
the marketing of milk, it does not pro- 
vide in any detail the machinery by which 
this is to be effectuated. That is left 
largely to the Board, to which power is 
granted by section 41 to make orders in 
relation thereto. 


Section 41 authorizes the Board to 
make orders for carrying out the pro- 
visions of the Act. The powers to be 
thus exercised by the Board are neces- 
sarily very wide. Those most relied upon 
as forming the basis of Order 5 are con- 
tained in section 41, subsections (h) to (q). 
These subsections may be summarized as 
authorizing the fixing of minimum values 
at which vendors shall account to pro- 
ducers; fixing the blended price which 
shall be paid to all producers, taking into 
account the quantity of milk sold in the 
fluid and manufacturing market; appor- 
tioning the quantity of milk sold in the 
fluid market among the producers; order- 
ing that the proceeds of all milk qualify- 
ing for the fluid market in each area of 
production and sold in both markets to 
be pro-rated among all producers so that 
each producer shall receive his propor- 
tionate share of the total proceeds; estab- 
lishing and adopting a formula for the 
purpose of fixing of prices in each area of 
production; directing accounts to be fur- 


nished by vendors to producers and the: 


information to be disclosed in the said 
accounts; designating from time to time 
the vendor to whom or through whom a 
producer shall market his milk; and re- 
quiring every vendor to accept milk from 
such producers or other vendors as the 
Board may determine. 


Section 24 of Order 5 provides as fol- 
lows:— 


For the purposes of milk regulation con-. 


templated by the Act:— 

(a) Each producer shall market his qualify- 
ing milk in each class in the same pro- 
portion that the total sales by all 
vendors of qualifying milk in each class 


bears to the total volume of qualifying. 
milk received by them from all pro- 


ducers in each area of production. For 
the purpose of avoiding the unnecessary 
cost to vendors, producers, or con- 
sumers resulting from the movement 
of qualifying milk pursuant to the fore- 
going provisions of this section, and in 
lieu of requiring vendors to transfer to 
other vendors such quantity of qualify- 
ing milk in any class received by them 
from their producers as will ensure that 
each vendor shall market the same pro- 
portion of the volume of each class of 
qualifying milk, the producer price 
resulting from the computations men- 
tioned in sections 19, 20, 22, 23, and 
25 hereof is fixed as one price for 
qualifying milk so that each vendor will 
pay to each producer the same price 
for qualifying milk: 

As in complying with the order for 
payment of the said price some vendors 
may be required to pay to producers 
more and other vendors may be re- 
quired to pay to producers less than 
the total value of the volume of quali- 
fying milk received by them as com- 
puted in section 18 hereof:— 

(i) On or before the fifteenth day 
after the end of the month during 
which the milk was received, every 
vendor shall pay to the Board the 
amount by which the value of milk 
received by him as calculated under 
section 18 hereof is greater than the 


amount which he must pay to pro- 
ducers in complying with sections 19, 
20, 22, 23, and 25 hereof: , 

(ii) On or before the seventeenth 
day after the end of the month during 
which the milk was received, the Board 
shall pay to every vendor the amount 
by which the value of milk received by 
him as calculated under section 18 
hereof is less than the amount which he 
must pay to producers in complying 
with sections 19, 20, 22, 23, and 25 
hereof. 

In determining whether or not any ele- 
ment of indirect taxation is involved 
under the scheme or plan set out in Order 
5, some further and more detailed refer- 
ence must be made to the said plan or 
scheme adopted by the Board. 

In fixing the producer price a premium 
or bonus is attached to the value assigned 
by the Board to milk for the fluid market. 
Likewise, a value or price is assigned by 
the Board to milk for the manufacturing 
market. The producer’s price is then de- 
termined from these two values and will 
depend on the percentage of milk sold in 
each market. ‘The value assigned to milk 
for the fluid market is determined by a 
plan referred to in the Commissioner’s 
report and in the Act as “formula pric- 
ing.” This formula value is arrived at 
more or less arbitrarily. There are many 
factors to be considered in arriving at this 
value. These need not be examined as 
the plan of “formula pricing” is not 
under attack. It should be added that 
this premium or bonus included in the 
formula value assigned to milk for the 
fluid market is designed to encourage 
farmers, who are assured of a uniform 
price and equalization in the market, to 
incur the expense required to provide the 
facilities which the Board by regulation 
requires in order to ensure a consistent 
supply of “qualifying milk” for the 
public use. 

So far as the producer is concerned, 
I can find no element of taxation involved 
under Order 5. There is no levy imposed 
on him and there is nothing taken from 
him that is his or to which he is entitled. 

The next step is to consider whether 
there is any element of indirect tax in- 
volved in Order 5 as affecting the vendors 
of milk. The attack on Order 5, it should 
be observed, was made largely on behalf 
of the vendors and vendor-producers. The 
submission is that in the plan outlined in 
Order 5, which requires vendors to make 
payments or contributions to equalize re- 
turns as among vendors, is indirect taxa- 
tion. 


By the Act and by the Order, the 
qualifying milk of all producers is in 
effect pooled, though that term is not 
used in the Act or in the Order. While 
the vendor and producer make their own 
contract for the milk supplied, the price 
which the vendor must pay to the pro- 
ducer is fixed by the Board. This price 
does not depend on the market in which 
the vendor sells the milk. When the 
return is made to the Board by each 
vendor, which must be done on or before 
the 8th day of each month, showing the 
total sales made by him in each market 
during the preceding month, the producer 
price is then determined. The amount 
which the producers as a class or group 
are entitled to receive for milk sold by 
the vendors is the total amount calculated 
on the formula price fixed by the Board 
covering sales in the fluid market and 
the price fixed for sales in the manufac- 
turing market. The producer price is 
then found by dividing the total value of 
all milk sold by the vendors in both mar- 
kets, calculated on the values fixed by the 
Board, and dividing this total by the 
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volume of milk sold measured in hun- 
dredweights. It may be found on the 
returns made by the vendors that a ven- 
dor has sold a greater or less percentage 
in the fluid market than the percentage 
of the fluid market bears to the total 
sales. The consequence is that one ven- 
dor may have a surplus on hand after 
paying the producer price to his producer 
and another vendor may show a deficit. 
The vendor who has oversold his per- 
centage in the fluid market will show a 
surplus, and the vendor who has under- 
sold his percentage in the fluid market 
will show a deficit. 

The vendor who has sold too high a 
percentage of milk in the fluid market 
must then adjust the account with those 
who sold too low a percentage in that 
market. If all distributers sold the same 
percentage of milk in the fluid and manu- 
facturing markets, there would be no 
need for any adjustment of accounts. 
The Board has power under the Statute to 
control and allocate the market as be- 
tween vendors (section 41, subsection (q)). 
The vendors who confine their sales large- 
ly to the fluid market could be required 
under the Statute to take such additional 
milk from other producers or other ven- 
dors as the Board may determine, which 
milk they obviously would have to sell in 
the manufacturing market, thus reducing 
their percentage of sales in the fluid mar- 
ket. To require the vendor to take addi- 
tional milk in order to equalize his sales 
with other vendors between the fluid and 
the manufacturing market would mean 
the transportation of milk from, in some 
cases, considerable distances, which would 
involve the added cost of transportation. 
Instead of adopting that cumbersome 
method of equalizing returns between 
vendors so that each sold only his proper 
percentage in each market, a system of 
accounting or book-keeping is employed 
to work out the equalization. In this 
balancing of accounts, section 24 (b) (i) of 
Order 5 provides that “ every vendor must 
pay to the Board the amount by which 
the value of milk received by him as 
calculated under section 18 hereof is 
greater than the amount he must pay to 
the producers.” Then in turn as to this 
amount, whatever it may be, section 24 
(ii) provides that “ the Board shall pay to 
every vendor the amount by which the 
value of milk received by him as calcu- 
lated under section 18 hereof is less than 
the amount which he must pay to pro- 
ducers.” 

If it were possible to estimate in ad- 
vance the total production of milk in a 
given area and the total percentage re- 
quired to satisfy the needs of the fluid 
market, it would be possible for the 
Board to fix the percentage of milk to be 
sold by each vendor in the fluid market 
and in the manufacturing market. If 
this could be done in advance, there 
would be no necessity to make any adjust- 
ment between vendors such as is required 
at the present time since each vendor 
would have made the same percentage of 
sales in each market. The Board is the 
authority under the Act to apportion or 
allot the market percentages as among 
vendors. No tax is imposed on and no 
injustice is then done to the vendor who 
sells more than he is by law entitled to 
sell in the fluid market and consequently 
finds himself in the position that he must 
make this payment to the Board to 
adjust the deficiencies which are shown 
in the accounts of the vendors who sell 
less than their percentage in the fluid 
market. 
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The control of the market which the 
Board is entitled to exercise is intended 
to prevent any vendor from enjoying 
more than his proportionate share of the 
fluid market. This control can be exer- 
cised by requiring the vendor to handle 
additional milk, thus leaving him in the 
position of having no surplus after paying 
his producer the producer price fixed by 
the Board. Or it may be done by not 
interfering with his supply of milk, and 
this may result in his selling more than 
his percentage in the fluid market, and if 
he does, then calling on him to pay over 
the surplus in order to equalize returns 
with other vendors. ‘There is no element 
of tax involved in whichever procedure is 
followed. 

This balancing of accounts between 
vendors is an essential part of the system 
of equalization among producers and is 
a condition attached to the licensing of 
the vendors who are authorized to make 
distribution of what is in effect a pooled 
product. This in no way affects the price 
at which the vendor may sell in the fluid 
market. That is subject to open competi- 
tion between vendors. When a vendor is 
thus called upon for payment, the amount 
he is required to contribute is not some- 
thing which belongs to him or to which 
he is entitled but represents an amount 
that is owing by him to the Board arising 
from the sale by him of a higher per- 
centage in the fluid market than that to 
which he is by law entitled and payment 
of which must be made by him to equal- 
ize returns with other vendors. It is not 
a levy in the nature of a tax. It is not, 
in my view, something that will or can 
enter into or have a tendency to enter 
into and affect the price which the vendor 
will seek to obtain for his commodity. 

But it is contended most strongly that 
this equalization and adjustment between 
vendors contains all the elements of indi- 
rect taxation found to exist in the prior 
legislation which was held ultra vires in 
Lower Mainland Dairy Products Sales 
Adjustment Committee y. Crystal Dairy 
Ltd. (1933) A.C. 168, Lower Mainland 
Dairy Products Board et al. v. Turner’s 
Dairy Limited et al. (1941) S.C.R. 573, 
and Lawson vy. Interior Tree Fruit and 
Vegetable Committee of Direction (1931) 
S'G:R: 357. ‘These cases, it seems to me, 
are distinguishable. In the Crystal Dairy 
case the legislation attacked was legisla- 
tion that was designed to bring about 
equalization by forcing the farmers or 
producers who sold their milk on the 
fluid market to make returns to the Board 
showing the amount of their sales and to 
pay to the Board a levy upon their total 
sales in a sum sufficient to compensate 
other farmers who sold in the manufac- 
turing market at a lower price, and thus 
equalize the returns between the pro- 
ducers selling in the fluid market and 
those selling in the manufacturing mar- 
ket. This was held to be indirect taxa- 
tion inasmuch as it was taking from one 
group moneys which they had already 
received and handing these over to an- 
other group. In the Turner case it was 
the orders of the Board made under the 
“Natural Products Marketing Act” that 
were involved. This Act itself had been 
declared intra vires of the Province in the 
Shannon case. The Board there by order 
required vendors to make payment to the 
Board of all proceeds from the sale of 
milk, and then, after deducting certain 
expenses, paid the proceeds to the pro- 
ducers so that each producer received the 
same price no matter in what market his 
milk was sold. The result was that the 
producer whose milk was sold in the 
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fluid market was required to pay a part 
of the money to which he was entitled, 
and which was withheld from him by the 
Board, to those whose product was sold 
in the manufacturing market. It was 
held that this was a sham or colourable 
device designed to avoid the result of the 
Crystal Dairy case and was ultra vires of 
the Board as involving indirect taxation. 
The legislation in the Lawson case was 
held ultra vires, not as being indirect 
taxation, but as being an interference with 
trade and commerce, an interference with 
the exclusive jurisdiction of the Dominion 
Parliament. Duff, /. (as he then was), in 
that case expressed the view that the sys- 
tem of licensing in effect was indirect 
taxation and that the legislation was ultra 
vires for that additional reason, but the 
observations of that learned Judge in that 
case must be read with what was said by 
the Privy Council in the Shannon case. 
The legislation under review in the Cry- 
stal Dairy case and the Orders under 
review in the Turner case were not de- 
clared ultra vires for the reason that they 
were designed to provide for equalization 
among producers. It was the means 
adopted to bring about equalization that 
constituted indirect taxation and rendered 
the legislation ultra vires. 

Here the scheme or plan devised to 
provide for market contro! and equaliza- 
tion among vendors bears no similarity 
to the schemes or plans that were found 
to be ultra vires in the Crystal Dairy and 
Turner cases. 


Since strong opposition is advanced by 
counsel on behalf of the producer-vendor 
against this legislation and Order 5 of the 
Board, some reference to the position of 
that group must be made. 


The producer-vendor is the producer 
who distributes only the milk which he 
himself produces. This may be done by 
him carrying on business as vendor in his 
Own name or in the name of a company 
which he controls. His sales are for the 
most part, if not exclusively, in the more 
profitable fluid market. This legislation, 
involving as it does market control and 
equalization of returns to the producer, 
may appear to him unjust and unfair. 
But we are not concerned with that 
aspect of the matter, for, as said by 
Davis, J., in Home Oil Distributors Ltd. 
Vil ARG. fOrmBG. supra, . we are 
not concerned with whether the legisla- 
tion appears to us to be commercially 
fair and reasonable or not. The sole 
question is whether the Provincial Legis- 
lature had authority to enact such legis- 
lation.” 


_ The producer-vendor, it seems to me, 
Is, aS a producer, in the same position as 
the producer who sells his product to an 
independent vendor. He is likewise as 
a vendor in the same position as the 
vendor who is not a producer. As a 
producer he is entitled to the same pro- 
ducer price fixed by the Board as other 
producers, and as a vendor he is subject 
to the same conditions as other vendors. 
If he sells more than his percentage in 
the fluid market, he is subject to the 
adjustment of accounts as other vendors 
who do likewise. He occupies no fa- 
voured position. He is licensed by the 
Board in both capacities, as a producer 
and asa vendor. There is no element of 
tax involved. He could be required by 
the Board as a vendor to accept milk from 
other districts, which he would of neces- 
sity have to sell in the manufacturing 
market, thus reducing his percentage of 
sales in the fluid market. 
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Finally, I would refer to the decision 
of the Supreme Court of Canada in Ref- 
erence re Farm Products Marketing Act, 
supra, Section 3 (1) (J) of that Act, there 
under consideration, provides in effect a 
scheme or plan of marketing that involves 
essentially the same elements found in 
the present Act relating to market con- 
trol and equalization of returns. That 
section was held intra vires. 

I am of the opinion, therefore, that 
Order 5 is intra vires as involving no 
element of indirect tax, and I would 
answer the second question accordingly. 
The question whether the Order may pos- 
sibly infringe upon the jurisdiction of the 
Dominion Parliament in relation to trade 
and commerce has been reserved for 
further argument if that becomes neces- 


sary. 
J. M. COADY, J.A. 
Vancouver, B.C., February 11th, 1959. 


Reasons for Judgment of the Honourable 
Mr. Justice Sidney Smith 


We are directed by Order in Council 
to determine certain questions concerning 
the constitutional validity of the “ Milk 
Industry Act” of this Province (1956, 
chapter 28) and of General Order No. 5 
of the Milk Board passed under the pro- 
visions of this Act. 


The said Act was enacted following 
upon a report by Mr. Justice Clyne (as 
he then was), who was appointed a 
Royal Commissioner on September 3rd, 
1954, for the purpose of inquiring into 
all matters concerning the production, 
distributing, and marketing of milk in 
the Province. I should say at once, with 
deference, that his report, dated October 
17th, 1955, is an exhaustive study of the 
utmost value and will take its leading 
place amongst the historic documents on 
milk production in British Columbia. 

The Commissioner found the milk in- 
dustry in a chaotic state, almost in a 

breakdown state, for reasons which need 
not be particularized here. He set before 
him the objective of ensuring to the pub- 
lic of British Columbia a constant supply 
of clean, fresh, safe milk and of ensuring 
to the farmer-producer a fixed price upon 
the sale of his milk—a price that would 
enable him to produce the milk under 
the most sanitary conditions and at the 
same time provide a reasonable income 
for his labour. He found that the pro- 
duction of such standard milk under such 
conditions throughout the year would in- 
volve extra costs to the farmer and would 
therefore justify a premium (or, in other 
words, compensation) price for his milk. 
To this end he recommended the produc- 
tion of one grade of milk which qualified 
for the fluid market, one fixed price for 
such milk, but no fixing of price to the 
consumer. In other words, the middle- 
man, that is the dairyman to whom the 
farmer sells his milk, could in his turn 
sell the milk at whatever price he could 
obtain, whether wholesale (that is, to 
corporations, hotels, stores, etc.) or re- 
tail from door to door or in stores. 
This would provide competition amongst 
the dairies for customers, while leaving 
the farmer the security of a fixed price 
for his production. The Act was passed 
to implement these recommendations. In 
my opinion it has done so, though not 
necessarily all of them not here men- 
tioned. 

Part I of the Act sets out the neces- 
sary statutory requirements relating to 

the production of milk and the classifica- 
tion and inspection of dairy-farms. Part 
II deals generally with the licensing of 


milk testers and graders, the inspection 
of dairies, and other like establishments. 
These two Parts form the basis of the 
price-fixing control exercised. Part III 
contains the provision relating to mar- 
keting, the creation of the Milk Board, 
the areas of milk production, and the 
powers of the Board. On January 18th, 
1957, the Board passed General Order 
No. 5, dealing with milk qualifying for 
the fluid market, setting out the formula 
for fixing the value of such milk and a 
system of market-wide pricing. 


The express questions for our de- 
termination set out in the Order in Coun- 
cil are these: — 


1. Is the “ Milk Industry Act,” chap- 
ter 28 of the Statutes of British 
Columbia, 1956, in its pith and sub- 
stance a statute to regulate the pro- 
duction, distribution, and marketing 
of milk and manufactured milk 
products within British Columbia 
and within the competence of the 
Legislative Assembly of British Co- 
lumbia and within the competence 
of the Legislative Assembly of Brit- 
ish Columbia to enact, or is it in 
its pith and substance a taxing stat- 
ute to impose indirect taxation and 
ultra vires of the said Legislative 
Assembly, and if it is ultra vires in 
what particular or particulars and: 
to what extent? 


2. Is Order No. 5 of the Milk Board 
under the said Act, dated the 18th 
day of January, 1957, intra vires of. 
the said Milk Board, and if not in 
what particular or particulars and 
to what extent? 


The first inquiry must be to the pith 
and substance of the Act. This is to be 
ascertained by reference to the authori- 
ties. Notice should first be taken to the 
reference re the Employment and Social 
Insurance Act (1936), S.C.R: 427, and 
this excerpt from the judgment of Mr. 
Justice Rinfret at pages 452 to 454:— 

The critical question is whether or not the 
Statute is, in its substance, an exercise of those 
powers to raise money by taxation and to 
make laws for the disposal of the public 
property. 

At the outset, let us remember the remark 
of Lord Coke (4 Inst. 330) that the preamble 
of a statute is ‘“‘ the key to open the minds of 
the makers of the Act and the mischiefs which 
they intended to remedy.” 

The recitals of the preamble have already 
been referred to. They mention the Treaty 
of Versailles and the promise of the signa- 
tories to endeavour to secure and maintain 
fair and humane conditions of labour for 
industrial wage earners. They indicate the 
desirability of discharging certain obligations 
to Canadian labour. They invoke the im- 
portance for the peace, order and good goy- 
ernment of Canada to provide for a national 
employment service, for insurance against 
unemployment and for other forms of social 
insurance. They allege the necessity of main- 
taining on equitable terms interprovincial and 
international trade. They mention the pur- 
pose of creating a national fund, out of 
which benefits to unemployed persons through- 
out Canada will be payable, and of providing 
for the levy of contributions from employers 
and workers for the maintaining of this fund 
and for contribution thereto by the Dominion. 

With deference, it seems to me that these 
recitals clearly indicate that the Parliament 
of Canada intended primarily to legislate with 
regard to employment service, to unemploy- 
ment insurance, and to health matters; that it 
was not concerned with the public debt and 
property or with the raising of money by 
taxation; and that the provisions for levying 
contributions for the creation of the national 
fund were nothing more than provisions to 
enable the carrying out of the true and only 
purposes of the legislataion. The Act is one 
dealing with and regulating employment ser- 


vice and unemployment insurance. The con- 

tributions (or the taxes, if we are to call them 

sO) are mere incidents of the regulation. 

It is hardly necessary to repeat that, when 
investigating whether an Act was competently 
passed by Parliament, the Courts must ascer- 
tain the ‘‘ true nature and character ’”’ of the 
enactment, its ‘‘ pith and substance,” and the 
legislation must be ‘‘scrutinized in its 
entirety’ for the purpose of determining 
within which of the categories of subject mat- 
ters mentioned in sections 91 and 92 the 
legislation falls (Citizens Insurance Co. vy. 
Parsons (1881) 7 A.C. 96; Union Colliery 
Company y. Bryden (1899) A.C. 580; Great 
West Saddlery Company v. The King (1921) 
2 A.C. 91, at 117; Reciprocal Insurers case 
(1924) A.C. 328, at page 337; Toronto Elec- 
tric Commissioners y. Snider (1925) A.C. 396, 
at 407). 

In my humble view, the subject-matter of 
the Act is employment service and social 
insurance, not public debt and property or 
taxation. The object of the Act, the end 
sought to be accomplished by it, is a scheme 
for employment service and unemployment 
insurance; the contributions levied from the 
employers and employees are only incidents of 
the proposed scheme, and, in fact, merely 
means of carrying it into effect. The Act does 
not possess the character of a taxing statute, 
but it is legislation intending to do precisely 
what the title says: to establish an employ- 
ment insurance commission, to provide for a 
national employment service, for insurance 
against unemployment, for aid to unemployed 
persons, or other forms of social insurance 
and security and for purposes related thereto. 

It being well understood and, in fact, con- 
ceded that these are subject-matters falling 
within the legislative authority of the proy- 
inces, the Dominion Parliament may not, 
under pretext of the exercise of the power to 
deal with its property, or to raise money by 
taxation, indirectly accomplish the ends sought 
for in this legislation. If it were otherwise, 
the Dominion Parliament, under colour of the 
taxing power, would be permitted to invade 
almost any of the fields exclusively reserved 
by the Constitution to the legislatures in each 
province. 

This was affirmed in Attorney-General for 
Canada yy. Attorney-General for Ontario 
(1937) A.C. 355 and 367. 

I now turn to the preamble of the Milk 
Act for the “key.” There the recitals 
set out that there has been uncertainty as 
to whether producers of milk receive a 
reasonable return therefor, and there 
have been lacking the incentives neces- 
sary to ensure to consumers a continuity 
of supply of safe, clean milk in fluid 
form; that in consequence Mr. Justice 
Clyne was appointed sole Commissioner 
to inquire into these and into all matters 
pertaining to the production, sale, deliv- 
ery, and marketing of milk in British 
Columbia; that the Legislative Assembly 
of British Columbia considered the con- 
tents of the Commissioner’s report and 
was of opinion inter alia:— 

(a) That it is necessary to consolidate the 
present legislation dealing with milk and 
to enact further measures in relation 
thereto to safeguard the public health: 

(b) That all milk for human consumption in 
fluid form must, in respect of qualities of 
safety and cleanliness, meet a common 
standard: 

That at the present time the total volume 
of such milk available for the fluid market 
greatly exceeds the demand therefor, but 
that in the forseeable future, owing to 
increases in population and the limited 
area in which milk can be produced, the 
demand for such fluid milk may exceed 
the possible supply thereof: 

That the price of milk of such standard 
for consumption on the fluid market in 
British Columbia is affected only by local 
supply and demand, whereas the price for 
milk for manufacturing purposes is fixed 
by world market conditions in respect of 
the manufactured product: 

That, in order to ensure to the consuming 
public of British Columbia a continuity of 
supply of safe and clean fresh fluid milk 
meeting such standard, it is necessary that 


(c) 


(d) 


(e) 


{ 
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a premium be offered to producers 
thereof, but because of market conditions 
aforesaid the price which all producers 
shall receive for the total volume of such 
milk must be conditioned by the price 
paid for the surplus supply which is sold 
at the world market price, resulting in a 
return to the producers of a blended pr.ce 
for all milk produced by them. 


And then I turn to the Commissioner’s 
report and this paragraph:— 

The continued control of a minimum price 

to the producer is fully justified in this area. 


Milk is an essential food commodity, It is 
necessary in the public interest that there 
should be at all times a steady, adequate 


supply of clean, fresh, safe milk to the metro- 
politan community. Milk, unlike most other 
foods, is a bulky and highly perishable prod- 
uct. It must be sold promptly, and the 
farmer has no time to bargain with the dis- 
tributer. It has been shown, not only in this 
area but in many other parts of the cont nent, 
that the farmer is not able to bargain effec- 
tively with the distributer, even through co- 
Operatives as strong as the Fraser Valley Milk 
Producers’ Association. It is in the public 
interest that, in the case of an essential food 
commodity such as milk, the producer should 
receive a guaranteed minimum price in order 
to maintain the supply in quantity to sat sfy 
the needs of the community and in quality to 
comply with proper health standards. 
There are many authorities on “ pith 
and substance,” and excerpts from a few 
may be noted:— 


The division of legislative powers Federal 
and Provincial cannot be separated into air- 
tight compartments more particularly with the 
growing complexity of modern business rela- 
tions. In Attorney-General of Manitoba y. 
Manitoba Licence Holders’ Association (1902) 
A.C. 73, the Act in question (The Manitoba 
Liquor Act of 1900) was held valid because it 
was of a merely local nature although in its 
operation it affected Dominion revenue and 
incidentally business operations outside the 
Province. The Act interfered to some extent 
with the interprovincial export and import 
trade in liquor. To quote Lord Macnaghten 
at page 79:— 

“. . in the opinion of this tribunal mat- 
ters which are ‘substantially of local or of 
private interest’ in a Province—matters which 
are of a local or private nature ‘from a Pro- 
vincial point of view,’ to use expressions to be 
found in the judgment—are not excluded from 
the category of ‘matters of a merely local or 
private nature,’ because legislation dealing 
with them, however carefully it may be 
framed, may or must have an effect outside 
the limits of the Province, and may or must 
interfere with the sources of Dominion 
revenue and the industrial pursuits of persons 
licensed under Dominion statutes to carry on 
particular trades.’’ (Rex v. Wong Kit (1929) 
40 B.C.R. 512 at p. 524, quoting A.G. for 
Manitoba v. Manitoba Licence Holders’ Asso- 
ciation (1902) A.C. 73.) 


So it is that I conceive it to be my right and 
duty to examine every word of a statute in its 
context, and I use context in its widest sense 
which I have already indicated as includ ng 
not only other enacting provisions of the same 
statute, but its preamble, the existing state of 
the law, other statutes in pari materia, and 
the mischief which I can, by those and other 
legitimate means discern that the statute was 
intended to remedy. (A.G. v. H.R.H. Prince 
Augustus (1957) 1 All E.R. 49, per Viscount 
Simon, p. 53.) 


When there is a preamble, it is generally in 
its recitals that the mischief to be remedied 
and the scope of the Act are described. It is, 
therefore, clearly permissible to have recourse 
to it as an aid to construing the enacting pro- 
visions. Per Lord Norman, ibid, page 57. 


The suggestion that the power might be 
abused so as to amount to a practical confis- 
cation of property does not warrant the impo- 
sition by the Courts of any limit upon the 
absolute power of legislation conferred. The 
supreme legislative power in relation to any 
subject-matter is always capable of abuse, but 
it is not to be assumed that it will be improp- 
erly used; if it is, the only remedy is an 
appeal to those by whom the Legislature is 
elected. 
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There is a presumption in favour of the 
constitutional validity of an Act passed by the 
Legislature, which presumption stands until 
the contrary is shown, (A.G. for Canada vy. 
A.G. for Ontario (1898) A.C. 700, Lord 
Herschell, p. 713.) 


People who are trusted with the great power 
of making laws for property and civil rights 
may well be trusted to levy taxes. There are 
obvious reasons for confining their power to 
direct taxes and licences, because the power of 
indirect taxation would be felt all over the 
Dominion. But whatever power falls within 
the legitimate meaning of classes 2 and 9, is, 
in their Lordships’ judgment, what the Impe- 
rial Parliament intended to give; and to place 
a limit on it because the power may be used 
unwisely, as all powers may, would be an er- 
ror, and would lead to insuperable difficulties 
in the construction of the Federation Act. 


The appellant invokes that principle to sup- 
port the conclusion that the Federation Act 
must be so construed as to allow no power to 
the provincial legislatures under section 92, 
which may by possibility, and if exercised in 
some extravagant way, interfere with the ob- 
jects of the Dominion in exercising their pow- 
ers under section 91. It is quite impossible to 
argue from the one case to the other. Their 
Lordships have to construe the express words 
of an Act of Parliament which makes an elab- 
orate distribution of the whole field of legis- 
lative authority between two legislative bodies, 
and at the same time provides for the feder- 
ated provinces a carefully balanced constitu- 
tion, under which no one of the parts can pass 
laws for itself except under the control of the 
whole acting through the Governor-General. 
And the question they have to answer is 
whether the one body or the other has power 
to make a given law. If they find that on the 
due construction of the Act a legislative power 
falls within section 92, it would be quite wrong 
of them to deny its existence because by some 
possibility it may be abused, or may limit the 
range which otherwise would be open to the 
Dominion parliament. (Bank of Toronto v. 
Lambe (1887) 12 A.C. 575 at pp. 586 
and 587.) 

The legislative history and surrounding con- 
ditions are to be considered (per O’Halloran, 
J.A., in Turner’s Dairy Ltd. v. Lower Main- 
land Products Board 56 B.C.R. 103 at p. 144). 


From the foregoing I conclude that 
the “ Milk Industry Act” in its pith and 
substance is a Statute governing market 
regulations and in no way imposes direct 
taxation. It was enacted in the public 
interest to ensure a constant supply of 
clean, safe, fresh milk. 


With respect to Order 5, it should be 
noted that the question is the same, 
namely, whether the pith and substance 
of the Order is market regulation or 
whether it is a measure to provide for 
indirect taxation. 


Under the Act and regulations there is 
only one grade of milk, namely, milk 
that qualifies for the fluid market. But 
owing to there being a great surplus of 
milk after the fluid market is satisfied, it 
becomes necessary to classify on the 
basis of utilization. This is provided for 
in General Order No. 5 thus:— 

15. Qualifying milk shall be classified at the 
premises of the vendor where it is received 


from the producer on the basis of utilization 
as follows:— 


(a) Class I milk shall be all qualifying milk 
to be utilized by a vendor for sale in 
fresh fluid form to:— 

(i) Wholesale or retail customers in 
any part of the Province: 

(ii) Other vendors in any part of the 
Province: 


Class II milk shall be all qualifying 
milk sold in the Province to a vendor 
and surplus to his fluid requirements 
and utilized in the Province for the 
manufacture of canned evaporated milk 
or for the manufacture of concentrated 
fresh fluid milk: 


Class III milk shall be all qualifying 
milk sold in the Province to a vendor 
and surplus to his fluid requirements 


(b) 


(c) 
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and utilized in the Province for any 
purpose other than those set forth in 
subsections (a) and (b) of this section. 

The other purpose mentioned in sub- 
section (c) comprises milk powder, ice- 
cream, and so forth. . 

Section 24 (b) of Order 5 provides 
for an apportionment of the market 
amongst all producers equitably. The 
Commissioner deals with this apportion- 
ment under the heading of “ Methods of 
Equalization ” at page XII in this way: 

7. It is recommended that equalization be 

accomplished by what is termed market-wide 
equalization according to the method described 
in the report under that heading. This method 
has been found to work successfully in mar- 
kets under control of Federal orders in the 
United States and also in markets which come 
under State control, such as New York. It 
involves a simple arithmetical calculation 
whereby the volume and yalue of all milk of 
identical quality received by all distributers 
from all qualified producers in the area and 
sold for fluid consumption during any one 
period is related to the yolume and value of 
milk of the same identical quality from the 
same producers which, because of surplus, is 
sold by all distributers for the purpose of 
manufacture. The result is translated into 
terms of one producer price for all milk of 
the same quality, and all qualified producers 
receive the same price for the same quantity 
of milk of the same quality, thus avoiding the 
inequity of multiple pricing, which has long 
been a feature of this market. 

The only criticism I have of this pas- 
sage is the word “simple.” I have not 
found it simple. But I think I under- 
stand the formula well enough to say 
that it has been embodied in the regula- 
tions so that each consumer obtains a 
fair share of the market (fluid and manu- 
factured) under the three class headings. 
The principle stands for the protection 
of the consuming public so that they may 
have a continuity of supply of safe, 
clean milk for the purposes stated in the 
preamble of the Act. This is market 
regulation and cannot in my view be 
regarded as indirect taxation. 


Section 24 (a) of the Order recog- 
nizes that there are two markets—one 
for fluid milk and the other for manu- 
factured milk. 


In order that the producers of qualify- 
ing milk, which, as appears from the 
Commissioner’s report and from the Act 
and from Order 5, is one standard uni- 
form product, may share equally the 
premium (or compensation) which is to 
be paid for this high-quality product, 
section 24 provides that the producers 
shall market that qualifying milk in each 
class of utilization as defined in section 
15 in the provisions herein set out. This 
would entail the physical movement of 
milk. In order to obviate the necessity 
and expense of such physical transfer, 
section 24 furnishes a system of book- 
keeping and accounting which accom- 
plishes this same object on a market- 
wide basis. 

The case of the producer-vendor would 
seem to present a special situation, but 
actually his position is not different from 
the others. It must be remembered that 
the producer-vendor has a dual capacity 
—he is both a producer and a vendor, 
and by section 44 is subject to all 
duties and entitled to all rights imposed 
and conferred upon both. He has two 
licences—a producer’s and a vendor’s. 

A producer-vendor whose entire milk 
production is sold on the fluid market 
is not, in his capacity as a producer, 
complying with the first sentence of sec- 
tion 24 (a) because he is not marketing 
his fluid milk in the proportion of the 
fluid class as he should. The Board could 
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compel this producer-vendor, in his ca- 
pacity as producer, to deliver to another 
vendor (section 41 (q) of the Act) the 
proportion of his production of qualify- 
ing milk which should be sold on the 
manufactured market. This, too, would 
entail the physical transfer of milk, and 
so the same object is accomplished in 
another way, namely, by the accounting 
method. The producer-vendor, in his 
capacity as vendor, is required to account 
to himself, in his capacity as producer, 
for all the qualifying milk received on 
the same basis as every other vendor. He 
has under-discharged his liability as a 
vendor, in the same way that Dealer B, 
referred to at page 141 of the Commis- 
sioner’s report, has under-discharged his 
liability, and so to balance accounts of 
the total amounts due to all producers 
(see Commissioner’s report, pp. 138 and 
139), of which he in his capacity as a 
producer is one, he must, in his capacity 
as vendor, make a payment to the Board. 
The position may be stated in another 
way. This same producer-vendor, in his 
capacity as vendor, sells 100 per cent of 
his receipts of qualifying milk on the fluid 
market. Under section 41 (q) the Board 
could require him, in his capacity as 
vendor, to accept delivery of additional 
qualifying milk from other producers, 
and this milk he would have to sell on 
the manufactured market. When he had 
sold all the milk he received from him- 
self in his capacity as producer, plus the 
additional milk he was required, in his 
capacity as vendor, to accept from other 
producers, he would account as do Deal- 
ers A and B referred to in the Commis- 
sioner’s report. In either case, nothing 
is taken away from or given to anybody. 
As a producer, he is obliged to market in 
the proportions provided in section 24 
and is entitled to be paid the one fixed 
price for his qualifying milk. This is what 
he gets—no more, no less. As a vendor he 
is liable to account to the supplying pro- 
ducers of qualifying milk for the single 
fixed Board price. If he handles only 
the milk of one producer—himself—and 
sells it all on the fluid market, he under- 
discharges his liability and so must make 
a payment to the Board. This payment 
is not a taking away from him in his 
capacity of vendor anything to which he 
is entitled. He has not handled sufficient 
milk. He should be handling more and 
selling some on the manufactured mar- 
ket. The position with respect to the 
producer-vendor shows that this is not 
a tax and that what is done is an ap- 
portionment of the market—the account- 
ing by the vendor to the producer, and 
the producer-vendor combination being 
merely a matter of machinery to bring 
this about. 

Apart from this, it must be noted that 
the validity of the Act cannot be made 
to depend on its application in particular 
circumstances. The broad, general ten- 
dencies of the Act must be looked to. 
Bank of Toronto v. Lambe (1887) 12 
A.C. 575, per Lord Hobhouse, at page 
582:— 

The legislature cannot possibly have meant to 

give a power of taxation valid or invalid ac- 

cording to its actual results in particular cases. 

It must have contemplated some tangible di- 

viding line referable to and ascertainable by 

the general tendencies of the tax and the com- 
mon understanding of men as to those ten- 
dencies. 

See also Attorney-General for British 
Columbia v. Canadian Pacific Railway 
Company (1927) A.C. 934 at 938:— 

Validity in accordance with such tendencies, 

and not according to results in isolated or 
merely particular instances, must be the test. 


The question of validity could not be made to 
impose on the Courts the duty of separating 
out individual instances in which the tax might 
operate directly from those to which the gen- 
eral purview of the taxation applies. An ex- 
haustive partition would be an impracticable 
task. The principle of construction as 
established is satisfied if this is practicable, 
and does not for its application depend on 
the special circumstances of individual cases. 
In my opinion both the Act and Order 
No. 5 are intra vires. Those who argued 
to the contrary relied in the main on 
two authorities, namely, Lower Mainland 
Dairy Products Board vy. Turner’s Dairy 
Limited (1941) S.C.R. 573, and Lower 
Mainland Dairy Products Sales Adjust- 
ment Committee v. Crystal Dairy Lim- 
ited (1933) A.C. 168. 


These and many other authorities were 
considered by the learned Commissioner, 
and I cannot do better than adopt the 
language of his findings (p. 148) :— 

It should therefore be made clear in any 
subsequent Act that in the public interest it 
is the intention of the Legislature to fix a 
price to be paid to producers for milk of the 
same quality. There is nothing in the Turner 
case which suggests that such price-fixing 
power is unconstitutional. There is nothing 
in the Turner case which suggests that a Pro- 
vincial legislature may not direct the pooling 
of the proceeds of sale of milk of the same 
quality by licensed producers if such pooling 
is in the interest of the consuming public 
within the Province. In the proposed plan of 
market-wide equalization there is nothing ab- 
stracted from the proceeds of the sales of one 
class and handed over to producers of another 
class. Again it must be pointed out that un- 
der the proposed plan there are not two classes 
of producers—one who is selling his milk in 
the fluid market and the other in the less ad- 
vantageous manufacturing market. There is 
only one class of producer—that is to say, the 
producer of Grade A milk—who complies with 
all government regulations in the production 
of his milk and thus becomes entitled to the 
government-fixed price irrespective of whether 
a distributer is ultimately able to sell the milk 
for fluid consumption or for purpose of manu- 
facture. The producer receives the govern- 
ment-fixed price for milk of Grade A quality 
and is not concerned with its disposition by 
the distributer. According to the au 
thorities, no tax element arises where the 
amount involved is a fee for services rendered 
or payment for value received. In the case o: 
the fluid premium it has been seen that it has 
been earned by the farmer by continuity of 
supply and by the providing of facilities to 
produce milk of Grade A quality. In paying 
a price which includes the fluid premium, the 
consumer is receiving value by way of quality 
which the farmer would not be able to supply 
if it were not for the government-regulated 
price. The fluid premium is not a tax, but an 
element in the fixing of a price. Even if some 
tax element were involved, the proposed leg- 
islation is clearly distinguishable from the 
Statutes under consideration in the Crystal 
and Turner cases, for in its pith and substance 
it relates not to the imposition of a tax, but 
to the regulation of a local industry for the 
maintenance of a safe supply of milk to the 
public, according to a practice which has been 
found to be successful in many other parts of 
the continent. 

As I have said, I consider both Act 
and Order intra vires of the Legislative 
Assembly on the basis of the first ques- 
tion submitted to us. We have reserved 
for further argument, if necessary, any 
question which may arise of a possible 
infringement on the jurisdiction of the 
Dominion Parliament over the regula- 
tion of trade and commerce. 


SIDNEY SMITH, J.A. 
Vancouver, B.C. February 11, 1959. 
mh26—2323 


MUNICIPAL BY-LAWS 


THE CORPORATION OF THE TOWN- 
SHIP OF CHILLIWHACK 








“ Highway Expropriation By-law 
ING: SLR 82 





A By-law to Authorize the Expropriation 
of Land for the Purpose of Widen- 
ing a Highway. 


WHEREAS the Municipal Council of 
The Corporation of the Township of 
Chilliwhack has found it necessary to 
widen Young Road South between the 
Canadian National Railways right-of-way 
and Chilliwack Central Road by acquir- 
ing a strip fourteen feet wide on the east 
side of the said road: 

Therefore, pursuant to the provisions 
of section 511 of the “ Municipal Act,” 
the Municipal Council of The Corpora- 
tion of the Township of Chilliwhack 
enacts as follows:— 

1. For the purpose of widening Young 
Road South, The Corporation of the 
Township of Chilliwhack may enter into 
possession of and use and does hereby 
expropriate for road purposes the land 
which is described as follows: All and 
singular those certain parcels or tracts of 
land and premises situate, lying, and 
being in the Municipality of Chilliwhack, 
Province of British Columbia, and which 
are more particularly described as fol- 
lows :— 

(a) All that portion of the South Half 

of Lot 7 of Lot 3 of Block 1 of 
District Lot 341, Group 2, accord- 
ing to plan deposited No. 8130, 
New Westminster District, lying to 
the west of a line drawn parallel 
to and at a right-angular distance 
of 14.0 feet from the west bound- 
ary of said South Half of Lot 7, 
containing 0.018 of an acre, more 
or less: 
All that portion of a 0.25-acre 
portion of Lot 3, Block 1, District 
Lot 341, Group 2, according to 
reference plan deposited No. 7913, 
New Westminster District, lying 
to the west of a line drawn paral- 
lel to and at a right-angular dis- 
tance of 14.0 feet from the west 
boundary of said 0.25-acre por- 
tion, containing 0.022 of an acre, 
more or less; and 


All that portion of Parcel G of 
Lot 5 of Lot 3, Block 1, District 
Lot 341, Group 2, according to ref- 
erence plan deposited No. 12583, 
New Westminster District, lying to 
the west of a line drawn parallel 
to and at a right-angular distance 
of 14.0 feet from the west bound- 
ary of said Parcel G of Lot 5, 
containing 0.021 of an acre, more 
or less; 

as shown outlined in red on plan attached. 

2. This by-law shall take effect on the 
date of its adoption. 

3. This by-law may be cited for all 
purposes as the “Township of Chilli- 
whack Highway Expropriation By-law 
No. 3, 1958.” 

Passed in open Council this 22nd day 
of December, 1958. 


Reconsidered and adopted this 5th day 
of January, 1959. 


W. T. RICHARDSON, 
Reeve. 


J. A. MULFORD, 
Clerk. 


(d) 


(c) 
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DEPARTMENT OF HEALTH 
AND WELFARE 


NOTICE OF APPLICATION FOR 
CHANGE OF NAME 


NOTICE is hereby given that an appli- 
cation will be made to the Director of 
Vital Statistics for a change of name, pur- 
suant to the provisions of the “ Change of 
Name Act,” by me, Pauline Antoskiw, 
of 2805 (new number 6381) Dufferin 
Street, South Burnaby, in the Province of 
British Columbia, as follows:— 

To change my name from 
Antoskiw to Paulie Mandryk. 


Dated this 19th day of March, 1959, 
mh26—1138 P. ANTOSKIW. 


CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 13th day 
of March, 1959, at the hour of 11.40 
o’clock in the forenoon, the following 
changes of name were effected under the 
provisions of the “Change of Name Act” 
of British Columbia:— 

Name changed from Solomon Allen 
Good. 

Name 
Marsden. 

Domiciled at Kitwancool Indian Re- 


Pauline 


changed to Solomon Allen 


serve, Kitwanga, in the Province of 
British Columbia. 
Name of wife: Kathleen Good 


changed to Kathleen Marsden. 

Names of children: Donna Mae Good 
changed to Donna Mae Marsden; Alvin 
Clifford Good changed to Alvin Clifford 
Marsden; Thelma Gloria Good changed 
to Thelma Gloria Marsden; Solomon 
Victor Good changed to Solomon Victor 
Marsden; Pansy Irene Good changed to 
Pansy Irene Marsden; Raymond Edgar 
Good changed to Raymond Edgar Mars- 
den; Rosie Sandra Good changed to 
Rosie Sandra Marsden; and Barry Mar- 
vin Good changed to Barry Marvin 
Marsden. 

Given under my hand at Victoria, B.C., 
this 16th day of March, 1959. 


J. H. DOUGHTY, 
mh26—2325 Director of Vital Statistics. 


“MARRIAGE ACT” 


NOTICE is hereby given that the regis- 
trations under the “ Marriage Act ” of the 
following ministers to solemnize marriages 
in the Province of British Columbia have 
been cancelled:— 
BARBER, REV. P. A. 

Box 1294, Haney. 

Pentecostal Assemblies 

Cert. No. 4096. 

Cancelled February 24th, 1959. 

BUCK IREVeD: 
450 Kingsway, Vancouver. 
International Church of the Foursquare 
Gospel. Cert. No. 5801. 

Cancelled March 13th, 1959. 
DAVENPORT, REV. R. 

Cumberland. 

Anglican Church of Canada. 

5678. 

Cancelled March 12th, 1959. 
pE CHAMPLAIN, REV. J. C. 

R.C.A.F. Station, Comox. 

R.C.A.F. Chaplaincy (R.C.). Cert. No. 

6488. 

Cancelled February 26th, 1959. 
FRIESEN, REV. W. T. 

Vanderhoof. 

Sommerfelder Mennonite Church. 

Cert. No. 4782. 
Cancelled March 19th, 1959. 


of Canada. 


Cert. No. 


GULBRANSEN, REV. G. 
Westerose, Alberta. 
Pentecostal Assemblies 

Cert. No. 5629. ; 
Cancelled February 24th, 1959. 

HARNAPP, REV. H. L 
Courtenay. 
Lutheran Church 

Cert. No. 6622. 
Cancelled February 24th, 1959. 
KLASSEN, REV. J. D. 
Burns Lake. 


.of Canada. 


(Missouri Synod). 


Sommerfelder Mennonite Church. 
Cert. No. 5917. 
Cancelled March 19th, 1959. 
McKILLOP, REV. J. W. 
Box 101, Chilliwack. 
Pentecostal Assemblies of Canada. 


Cert. No. 2278. 
Cancelled February 24th, 1959. 
Dated at Victoria, B.C., this 24th day 
of March, 1959. 


PERCY W. WESTON, 
Acting Director of Vital Statistics. 
mh26—2340 


“MARRIAGE ACT” 


THE following is a supplementary list 
of ministers and clergymen who, since the 
publication of the list appearing in The 
British Columbia Gazette of February 
26th, 1959, have been registered under 
the “Marriage Act as authorized to 
solemnize marriages in the Province of 
British Columbia:— 

AUSTIN, REV. CANON F. C. 

106 Seventh Avenue South, Port Al- 

berni. 

Anglican Church of Canada. Cert. No. 

7065. 
BOWDEN, REV. M. K. 

Ucluelet. 

Pentecostal Assemblies. 
BYSKAL, REV. E. 

Dawson Creek. 

Faith Temple, Independent Church of 

Victoria. Cert. No. 7062. 


CORBEHDE PREV. ike CG. 


Gent. Nos 705d. 


Miller Bay Indian Hospital, Prince 
Rupert. 

Anglican Church of Canada. Cert. No. 
7059. 


CREIGHTON, REV. H. 
812 Stanley Street, Nelson. 
Faith Temple, Independent Church of 
Victoria. Cert. No. 7063. 
GODDERIS, REV. F. M. 
813 Ward Street, Nelson. 
Roman Catholic. Cert. No. 7071. 
GRIFFIN, REV. D. J. 
11267 Second Avenue, Port Hammond. 
Faith Temple, Independent Church of 
Victoria. Cert. No. 7064. 
LANGERUD, REV. B. 
Box 488, Fort St. John. 
Faith Temple, Independent Church of 
Victoria. Cert. No. 7061. 
MARTIN, REV. E. S. 
10308 Tenth Street, Dawson Creek. 
Pentecostal Assemblies of Canada. 
Cert. No. 7056. 
MAYS, REV. K. 
804 Fourteenth Avenue, Vancouver. 
Church of God of Prophecy. Cert. No. 
7067. 
SHALE RE Ve emAt 
3152 Canfield Crescent, North Vancou- 
ver. 
Pentecostal Assemblies 
Cert. No. 7058. 
WICKS, RBV. OR: 
General Delivery, Barriere. 


Convention of Regular Baptists. 
No. 7066. 


of Canada. 


Cert. 


WILLIAMS, REV. T. C. 
198 West Hastings Street, Vancouver. 
Anglican Church of Canada. Cert. No. 
7068. 
TEMPORARY REGISI RATIONS 
LORIMER, BRIGADIER W. W. 
1961 One Hundred and Second Ave- 
nue, Edmonton, Alberta. 
The Salvation Army. Cert. No. 7069. 
Valid May 9th, 1959, to May 16th, 
1959. 
MacDONALD, REV. L. A. 
3880 Pandora Street, North Burnaby. 
Roman Catholic. Cert. No. 7060. 
Valid April 4th, 1959. 
RHIND, REV. GLEN A. 
Box 322, Empress, Alberta. 


Pentecostal Assemblies of Canada. 
Cert. No. 7070. 
Valid May 16th, 1959, to May 23rd, 
1959. 
Dated at Victoria, B.C., this 24th day 
of March, 1959. 


PERCY W. WESTON, 
Acting Director of Vital Statistics. 
mh26—2339 








DEPARTMENT OF LANDS 
AND FORESTS 


NOTICE OF CANCELLATION 
OF RESERVE 


NOTICE is hereby given that, pursuant 
to Order in Council No. 424, approved 
March 6th, 1959, the reserve on Lot 104, 
Victoria District, known as D’Arcy Island, 
established pursuant to Order in Council 
No. 718, approved June 18th, 1932, is 


cancelled. 
E..W. BASSELL, 
Deputy Minister of Lands. 
Department of Lands and Forests, 
Victoria, B.C., March 6th, 1959. 
mh26—2309 


NOTICE OF CANCELLATION 
OF RESERVE 


NOTICE is hereby given that, pursuant 
to Order in Council No. 217, approved 
February 6th, 1959, the reserve estab- 
lished pursuant to Order in Council No. 
283, approved February 6th, 1951, is 
cancelled in so far as it relates to Lot 
1703, Peace River District. 








E. W. BASSE EI; 
Deputy Minister of Lands. 
Department of Lands and Forests, 
Victoria, B.C., February 6th, 1959. 
mh26—2327 


NOTICE OF CANCELLATION 
GF, RESERVE 


NOTICE is hereby given that, pursuant 
to Order in Council No. 425, approved 
March 6th, 1959, the reserves established 
pursuant to Order in Council No. 621, 
approved May 9th, 1939, covering the 
South-east Quarter of Lot 1631 and the 
South-west Quarter of Lot 1263, Range 
5, Coast District, and Order in Council 
No. 972, approved July 18th, 1939, cov- 
ering the North-east Quarter of Lot 1631 
and the North-west Quarter of Lot 1263, 
Range 5, Coast District, situated in the 
vicinity of Stuart Lake, are cancelled. 


B.-W. ‘BASSETT: 
Deputy Minister of Lands. 
Department of Lands and Forests, 
Victoria, B.C., March 6th, 1959. 
mh26—2326 
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DEPARTMENT OF LANDS 
AND FORESTS 


TIMBER SALE X79467 


THERE will be offered for sale at pub- 
lic auction at 1.30 p.m. on Monday, 
April 13th, 1959, in the office of the 
District Forester, Wancouver, B.C., the 
Licence X79467, to cut 311,000 cubic 
feet of fir, hemlock, cedar, and balsam 
on an area situated on Big Silver Creek, 
Harrison Lake, New Westminster Land 
District. 

Two years will be allowed for removal 
of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 

Further particulars may be obtained 
from the Deputy Minister of Forests, Vic- 
toria, B.C.; the District Forester, Marine 
Building, Vancouver, 1, B.C.; or the 
Forest Ranger, Box 55, Harrison Hot 
Springs, B.C. mh26—2306 


TIMBER SALE X79929 


THERE will be offered for sale at pub- 
lic auction, at 2 p.m. on Friday, April 
3rd, 1959, in the office of the Forest 
Ranger, Houston, B.C., the Licence 
X79929, to cut 178,000 cubic feet of 
lodgepole pine, spruce, balsam, and other 
species on an area situated approximately 
one-half mile east of McBride Lake. 

Two years will be allowed for removal 
of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 

Further particulars may be obtained 
from the District Forester, Prince Rupert, 
B.C., or the Forest Ranger, Houston, B.C. 

mh26—2306 


TIMBER SALE X79190 


THERE will be offered for sale at pub- 
lic auction, at 11 a.m. on Friday, April 
10th, 1959, in the office of the Forest 
Ranger, Telkwa, B.C., the Licence 
X79190, to cut 154,000 cubic feet of 
spruce, lodgepole pine, and other species 
on an area situated 9 miles north-east of 
Telkwa. 

Two years will be allowed for removal 
of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 


Further particulars may be obtained 
from the District Forester, Prince Rupert, 
B.C., or the Forest Ranger, Telkwa, B.C. 

mh26—2306 





TIMBER SALE X79196 


THERE will be offered for sale at pub- 
lic auction, at 11 a.m. on Friday, April 
10th, 1959, in the office of the Forest 
Ranger, Smithers, B.C., the Licence 
X79196, to cut 330,000 cubic feet of 
spruce, balsam, lodgepole pine, and other 
species on an area situated 9 miles west 
of Doughty Station. 

Three years will be allowed for removal 
of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 


Further particulars may be obtained 
from the District Forester, Prince Rupert, 
B.C., or the Forest Ranger, Smithers, 
B.C, mh26—2306 


DEPARTMENT OF LANDS 
AND FORESTS 


TIMBER SALE X79500 


THERE will be offered for sale at pub- 
lic auction, at 11 a.m. on Friday, April 
10th, 1959, in the office of the District 
Forester, Prince Rupert, B.C., the Licence 
X79500, to cut 245,000 cubic feet of 
hemlock, balsam, spruce, cedar, and other 
species On an area situated on both sides 
of Chief Mathews Bay, Gardner Canal. 

Two years will be allowed for removal 
of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 

Further particulars may be obtained 
from the District Forester, Prince Rupert, 
B.C., or the Forest Ranger, Prince Rupert, 
BEG: mh26—2306 


TIMBER SALE X80042 


THERE will be offered for sale at pub- 
lic auction, at 9.30 a.m. on Monday, 
April 13th, 1959, in the office of the 
District Forester, Vancouver, B.C., the 
Licence X80042, to cut 62,000 cubic feet 
of standing and felled fir, hemlock, and 
cedar on an area situated north of Thorn- 
borough Channel, New Westminster Land 
District. 

Two years will be allowed for removal 
of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 

Further particulars may be obtained 
from the Deputy Minister of Forests, Vic- 
toria, B.C.; the District Forester, Marine 
Building, Vancouver, 1, B.C.; or the 
Forest Ranger, Sechelt, B.C. 

mh26—2306 


TIMBER SALE X80458 


THERE will be offered for sale at pub- 
lic auction, at 10.30 a.m. (local time) on 
Monday, April 13th, 1959, in the office 
of the Forest Ranger, Fernie, B.C., the 
Licence X80458, to cut 200,200 cedar 
fence-posts on an area situated near Sul- 
phur Creek, Kootenay Land District. 

Six years will be allowed for removal 
of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 

Further particulars may be obtained 
from the District Forester, Nelson, B.C., 
or the Forest Ranger, Fernie, B.C. 

mh26—2306 


TIMBER SALE X78580 


THERE will be offered for sale at pub- 
lic auction, at 11 a.m. on Friday, April 
17th, 1959, in the office of the Forest 
Ranger, Alexis Creek, B.C., the Licence 
X78580, to cut 194,000 cubic feet of fir 
and other species on an area situated 1% 
miles north of Section 21, Township 49, 
Cariboo Land District, 3% miles south 
of Meldrum Creek. 

Three years will be allowed for removal 
of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 

Further particulars may be obtained 
from the District Forester, Kamloops, 
B.C., or the Forest Ranger, Alexis Creek, 
BC, mh26—2306 


DEPARTMENT OF LANDS 
AND FORESTS 


TIMBER SALE X80170 


THERE will be offered for sale at pub- 
lic auction, at 2 p.m. on Monday, April 
13th, 1959, in the office of the District 
Forester, Vancouver, B.C., the Licence 
X80170, to cut 41,000 cubic feet of fir on 
an area situated on Texada Island, Texada 
Land District. 

Two years will be allowed for removal 
of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 

Further particulars may be obtained 
from the Deputy Minister of Forests, Vic- 
toria, B.C.; the District Forester, Marine 
Building, Vancouver 1, B.C., or the For- 
est Ranger, Madeira Park, B.C. 

mh26—2306 


TIMBER SALE X80103 


THERE will be offered for sale at pub- 
lic auction, at 2.30 p.m. on Monday, 
April 13th, 1959, in the office of the 
District Forester, Vancouver, B.C., the 
Licence X80103, to cut 35,000 cubic feet 
of fir on an area situated on Texada Is- 
land, Texada Land District. 

Three years will be allowed for removal 
of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 

Further particulars may be obtained 
from the Deputy Minister of Forests, Vic- 
toria, B.C.; the District Forester, Marine 
Building, Vancouver 1, B.C., or the For- 
est Ranger, Madeira Park, B.C. 

mh26—2306 


TIMBER SALE X71222 


THERE will be offered for sale at pub- 
lic auction, at 11 a.m. on Friday, April 
10th, 1959, in the office of the Forest 
Ranger, 100 Mile House, B.C., the Li- 
cence X71222, to cut 80,000 cubic feet of 
fir, spruce, lodgepole pine, and other 
species on an area situated approximately 
3 miles south of Buffalo Creek P.O., 
south and east of Lot 100A, Lillooet Land 
District. 

Three years will be allowed for removal 
of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 

Further particulars may be obtained 
from the District Forester, Kamloops, 
B.C., or the Forest Ranger, 100 Mile 
House, B.C. mh26—2306 


TIMBER SALE X68606 


THERE will be offered for sale at pub- 
lic auction, at 10.30 a.m. (local time) on 
Monday, April 13th, 1959, in the office 
of the Forest Ranger, Creston, B.C., the 
Licence X68606, to cut 89,000 cubic feet 
of yellow pine, larch, fir, and other spe- 
cies On an area situated east of Lot 
11121, Kootenay Land District. 

Five years will be allowed for removal 
of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 

Further particulars may be obtained 
from the District Forester, Nelson, B.C., 
or the Forest Ranger, Creston, B.C. 

mh26—2306 
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DEPARTMENT OF LANDS 
AND FORESTS 


TIMBER SALE X77838 


THERE will be offered for sale at pub- 
lic auction, at 11 a.m. on Friday, April 
10th, 1959, in the office of the Forest 
Ranger, Fort St. James, B.C., the Licence 
X77838, to cut 370,000 cubic feet of 
spruce, lodgepole pine, fir, and other spe- 
cies On an area situated south of Stuart 
Lake in the vicinity of Lot 3629s, Range 
5, Coast District. 

Three years will be allowed for removal 
of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 


Further particulars may be obtained 
from the District Forester, 1600 Third 
Avenue, Prince George, B.C., or the For- 
est Ranger, Fort St. James, B.C. 

mh26—2306 


TIMBER SALE X80451 


THERE will be offered for sale at pub- 
lic auction, at 11 a.m. on Friday, April 
10th, 1959, in the office of the Forest 
Ranger, Fort Fraser, B.C., the Licence 
X80451, to cut 184,000 cubic feet of 
lodgepole pine and balsam on an area 
situated 41% miles north-west of Glen- 
annan, Range 5, Coast District. 

Three years will be allowed for removal 
of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 

Further particulars may be obtained 
from the District Forester, 1600 Third 
Avenue, Prince George, B.C., or the For- 
est Ranger, Fort Fraser, B.C. 

mh26—2306 


TIMBER SALE X79904 


THERE will be offered for sale at pub- 
lic auction, at 11 a.m. on Friday, April 
10th, 1959, in the office of the Forest 
Ranger, Enderby, B.C., the Licence 
X79904, to cut 238,000 cubic feet of 
white pine, lodgepole pine, and yellow 
pine on an area situated on Lots 2748, 
4378, 4379, and 5091, Osoyoos Division 
of Yale District, and adjacent to vacant 
Crown land, Lossy Creek, Trinity Valley. 

Four years will be allowed for removal 
of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 

Further particulars may be obtained 
from the District Forester, Kamloops, 
B.C., or the Forest Ranger, Enderby, 
Be mh26—2306 


RUPERT DISTRICT 


NOTICE is hereby given that the under- 
mentioned tracts of land, situated in the 
above-named district, have been surveyed, 
and that plans of the same can be seen 
at the Department of Lands and Forests, 
Victoria, and at the office of the Govern- 
ment Agent, Alberni: — 

Lot 2102.— Alaska Pine and Cellulose 
Ltd. — Application to Lease, dated 
December 28th, 1956. 


Lot 2103. — Alaska Pine and Cellulose 
Ltd. — Application to Lease, dated 
June 4th, 1957. 


Lot 2105.— Alaska Pine and Cellulose 
Ltd. — Application to Lease, dated 
September 18th, 1957. 

Persons considering their rights adverse- 
ly affected by the above surveys Must fur- 
nish a statement of their contention to 
the Minister of Lands and Forests within 
thirty days from the date of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands and Forests, 
Victoria, B.C., March 26th, 1959. 
ap 16—2343 


TIMBER SALE X79597 


THERE will be offered for sale at pub- 
lic auction, at 10 a.m. on June Ist, 1959, 
in the office of the District Forester, Van- 
couver, B.C., the Licence X79597, to cut 
2,225,000 cubic feet of balsam, hemlock, 
cypress, and cedar on an area situated on 
vacant Crown land, Stawamus_ River, 
New Westminster Land District. 

Seven years will be allowed for removal 
of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 

Further particulars may be obtained 

| from the Deputy Minister of Forests, Vic- 
toria, B.C.; the District Forester, Marine 
Building, Vancouver 1, B.C.; or the For- 
est Ranger, Box 20, Squamish P.O., B.C. 

mh26—2306 


TIMBER SALE X73955 


THERE will be offered for sale at pub- 
lic auction, at 11 a.m. on June Ist, 1959, 
in the office of the District Forester, Van- 
couver, B:C., the Licence X73955, .to 
cut 4,830,000 cubic feet of hemlock, 
cedar, balsam, fir, and cypress on an area 
situated on Crown land on Tretheway 
Creek, Harrison Lake, New Westminster 
Land District. 

Ten years will be allowed for removal 
of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 

Further particulars may be obtained 
from the Deputy Minister of Forests, Vic- 
toria, B.C.; the District Forester, Marine 
Building, Vancouver 1, B.C.; or the For- 
est Ranger, Box 55, Harrison Hot Springs, 
Bee: mh26—2306 


NOTICE OF HEARING 


TAKE NOTICE that, in my capacity 
as Minister of Lands and Forests, I will 
hold a hearing at the Parliament Build- 
ings in the City of Victoria, B.C., on 
Tuesday, April 21st, 1959, at 9.30 o’clock 
in the forenoon, for the purpose of hear- 
ing the proposals, counter-proposals, or 
objections relative to the proposal of the 
Canadian Forest Products Company to 
apply for a tree-farm licence in the Nimp- 
kish River area, as advertised beginning 
the 22nd day of May, 1958. 

All persons supporting or protesting 
this proposed tree-farm licence are re- 
quested to submit fifteen copies of a brief 
or summary of the evidence they wish to 
present before me, addressed to my office 
in the Parliament Buildings, Victoria, 
rae on or before the 15th day of April, 
1959. 


Dated at Victoria, B.C., this 12th day 
of March, 1959. 


RAY WILLISTON, 
Minister of Lands and Forests. 
ap9—2321 


DEPARTMENT OF LANDS 
AND FORESTS 


TIMBER SALE X80647 

THERE will be offered for sale at pub- 
lic auction, at 11 a.m. on May 8th, 1959, 
in the office of the District Forester, 
Prince George, B.C., the Licence X80647, 
to cut 626,000 cubic feet of spruce, bal- 
sam, and other species On an area situated 
on vacant Crown land south of Dome 
Creek, Cariboo Land District. 

Two years will be allowed for removal 
of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 

Further particulars may be obtained 
from the Deputy Minister of Forests, Vic- 
toria, B.C.; the District Forester, Prince 
George, B.C.; or the Forest Ranger, 
Penny, B.C. mh26—2306 


TIMBER SALE X80670 


THERE will be offered for sale at pub- 
lic auction, at 10.30 a.m. on June Ist, 
1959, in the office of the District Forester, 
Vancouver, B.C., the Licence X80670, to 
cut 2,326,000 cubic feet of hemlock, fir, 
cedar, balsam, white pine, and cypress on 
an area situated on Crown land in three 
separate blocks, Siwash Creek, Yale Land 
District. 

Ten years will be allowed for removal 
of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 


Further particulars may be obtained 
from the Deputy Minister of Forests, Vic- 
toria, B.C.; the District Forester, Marine 
Building, Vancouver 1, B.C.; or the For- 
est Ranger, Hope, B.C. mh26—2306 








TIMBER SALE X75573 


THERE will be offered for sale at pub- 
lic auction, at 11 a.m. on Friday, April 
10th, 1959, in the office of the For- 
est Ranger, Clinton, B.C., the Licence 
X75573, to cut 146,000 cubic feet of fir, 
yellow pine, lodgepole pine, and other 
species on an area situated east of Chasm, 
adjacent to Lot 1656, Lillooet Land Dis- 
trict. 

Three years will be allowed for removal 
of timber. 


Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 


Further particulars may be obtained 
from the District Forester, Kamloops, 
B.C., or the Forest Ranger, Clinton, B.C. 

mh26—2306 





TIMBER SALE X64919 


_ THERE will be offered for sale at pub- 
lic auction, at 2.30 p.m. on May 4th, 
1959, in the office of the District Forest- 
er, Vancouver, B.C., the Licence X64919, 
to cut 955,000 cubic feet of hemlock, fir, 
balsam, cedar, cypress, and white pine on 
an area situated on parts of Sections 30, 
31, and 32, Township 8, Range 25, west 
of the 6th meridian, Gilt Creek, Yale 
Land District. 


Five years will be allowed for removal 
of timber. 


Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 
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Further particulars may be obtained 
from the Deputy Minister of Forests, Vic- 
toria, B.C.; the District Forester, Marine 
Building, Vancouver 1, B.C.; or the For- 
est Ranger, Box 6, Hope, B.C. 

mh26—2306 


TIMBER SALE X77387 


THERE will be offered for sale at pub- 
lic auction, at 11 a.m. on May 8th, 1959, 
in the office of the Forest Ranger, Mer- 
ritt, B.C., the Licence X77387, to cut 
712,000 cubic feet of fir, spruce, lodge- 
pole pine, and other species on an area 
situated on Lot 4563 and part of Lot 4441 
and vacant Crown land, Kirby and Clap- 
perton Creeks, Kamloops Division of 
Yale District. 

Four years will be allowed for removal 
of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 

Further particulars may be obtained 
from the Deputy Minister of Forests, Vic- 
toria, B.C.; the District Forester, Kam- 
loops, B.C.; or the Forest Ranger, Mer- 
ritt, B.C. mh26—2306 





TIMBER SALE X79317 


THERE will be offered for sale at pub- 
lic auction, at 11 a.m. on May 8th, 1959, 
in the office of the Forest Ranger, Lum- 
by, B.C., the Licence X79317, to cut 
663,000 cubic feet of fir, white pine, 
larch, spruce, cedar, hemlock, balsam, 
and other species, and 89,200 lineal feet 
of cedar poles and piling on an area situ- 
ated on Crown land on Mabel Lake, 
Osoyoos Division of Yale District and 
Kamloops Division of Yale District. 

Five years will be allowed for removal 
of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 

Further particulars may be obtained 
from the Deputy Minister of Forests, Vic- 
toria, B.C.; the District Forester, Kam- 
loops, B.C.; or the Forest Ranger, Lum- 
by, B.C. mh26—2306 


TIMBER SALE X69011 


THERE will be offered for sale at pub- 
lic auction, at 11 a.m. on May 25th, 1959, 
in the office of the District Forester, Van- 
couver, B.C., the Licence X69011, to cut 
23,925,000 cubic feet of hemlock, fir, 
balsam, cedar, white pine, spruce, cypress, 
cottonwood, and other species on an area 
situate on Crown land on Scuzzy Creek, 
Fraser Canyon, Yale Land District. 

Twenty years will be allowed for re- 
moval of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 

Further particulars may be obtained 
from the Deputy Minister of Forests, Vic- 
toria, B.C.; the District Forester, Marine 
Building, Vancouver 1, B.C.; or the For- 
est Ranger, Box 6, Hope, B.C. 

mh26—2306 


TIMBER SALE X79415 


THERE will be offered for sale at pub- 
lic auction, at 10.30 a.m. (local time) on 
June Ist, 1959, in the office of the Forest 
Ranger, Revelstoke, B.C., the Licence 
X79415, to cut 5,026,000 cubic feet of 
hemlock, cedar, spruce, fir, balsam, and 
other species on an area situated on 





Crown land on Columbia River at Co- 
lumbia Crossing, Kootenay Land District. 

Five years will be allowed for removal 
of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 

Further particulars may be obtained 
from the Deputy Minister of Forests, Vic- 
toria, B.C.; the District Forester, Nelson, 
B.C.; or the Forest Ranger, Revelstoke, 
BC, mh26—2306 


TIMBER SALE X80457 


THERE will be offered for sale at pub- 
lic auction, at 11.30 a.m. on May 4th, 
1959, in the office of the District Forester, 
Vancouver, B.C., the Licence X80457, to 
cut 590,000 cubic feet of cedar, hemlock, 
and balsam on an area situated on part 
of Special Timber Licences 10991P and 
10992P and vacant Crown land, Port 
Elizabeth, Range 1, Coast District. 

Three years will be allowed for removal 
of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 

Further particulars may be obtained 
from the Deputy Minister of Forests, Vic- 
toria, B.C.; the District Forester, Marine 
Building, Vancouver 1, B.C.; or the For- 
est Ranger, Minstrel Island, B.C. 

mh26—2306 


NEW WESTMINSTER DISTRICT 


NOTICE is hereby given that the under- 
mentioned tracts of land, situated in the 
above-named district, have been surveyed, 
and that plans of the same can be seen 
at the Department of Lands and Forests, 
Victoria, and at the office of the Govern- 
ment Agent, Vancouver:— 


Lot 6722, Gp. 1.— British Columbia 
Forest Products Ltd., Application to 
Lease, dated December 14th, 1955. 

Lot 6726, Gp. 1.—Stradiotti Bros. Ltd., 
Application to Lease. 

Persons considering their rights adverse- 
ly affected by the above surveys must fur- 
nish a statement of their contention to 
the Minister of Lands and Forests within 
thirty days from the date of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands and Forests, 
Victoria, B.C., March 26th, 1959. 
ap 16—2343 


PEACE RIVER DISTRICT 


NOTICE is hereby given that the under- 
mentioned tracts of land, situated in the 
above-named district, have been surveyed, 
and that plans of the same can be seen 
at the Department of Lands and Forests, 
Victoria, and at the office of the Govern- 
ment Agent, Pouce Coupe:— 

Lots 2037, 2038, and 2039.—B.C. Gov- 
ernment. 


Persons considering their rights adverse- 
ly affected by the above surveys must fur- 
nish a statement of their contention to 
the Minister of Lands and Forests within 
thirty days from the date of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands and Forests, 
Victoria, B.C., March 26th, 1959. 
ap 16—2343 


DEPARTMENT OF LANDS 
AND FORESTS 


CARIBOO DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands and Forests, 
Victoria, and at the office of the Govern- 
ment Agents, Williams Lake:— 

Lot 11714.—Frank Stubitsch, Application 
to Purchase, dated October 3rd, 1952. 


Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands and Forests within 
thirty days from the date of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands and Forests, 
Victoria, B.C., March 26th, 1959. 
ap 16—2343 


SIMILKAMEEN DIVISION OF YALE 
DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands and Forests, 
Victoria, and at the office of the Govern- 
ment Agent, Penticton:— 


Lot 4017 (S.).—Corporation of the City 
of Penticton, Application to Lease, 
dated July 23rd, 1956. 


Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands and Forests within 
thirty days from the date of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands and Forests, 
Victoria, B.C., March 26th, 1959, 
ap 16—2343 


LILLOOET DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands and Forests, 
Victoria, and at the office of the Govern- 
ment Agent, Clinton:— 

Lot 8230.—W. L. Langford, Application 
to Purchase, dated April 14th, 1955. 

Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands and Forests within 
thirty days from the date of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands and Forests, 
Victoria, B.C., March 26th, 1959. 
ap 16—2343 


YALE DIVISION OF YALE 
DISTRICT 


NOTICE is hereby given that the un- 
dermentioned tract of land, situated in 
the above-named district, has been sur- 
veyed, and that a plan of the same can be 
seen at the Department of Lands and 
Forests, Victoria, and at the office of the 
Government Agent, New Westminster:— 


Lot ape Columbia Electric Co. 
td. 
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Persons considering their rights ad- 
versely affected by the above survey must 
furnish a statement of their contention to 
the Minister of Lands and Forests within 
thirty days from the date of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands and Forests, 
Victoria, B.C., March Sth, 1959. 
mh26—2040 





CARIBOO DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands and Forests, 
Victoria, and at the office of the Govern- 
ment Agent, Prince George: — 


Lot 11988.—R. D. Darnell, Application 
to Purchase, dated June 27th, 1957. 


Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands and Forests within 
thirty days from the date of this notice. 


G. S. ANDREWS, 
Surveyor-General. 


Department of Lands and Forests, 
Victoria, B.C., March 26th, 1959. 
ap 16—2343 


COWICHAN DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands and Forests, 
Victoria :— 

Lot 303—A. B. Hunter, Application to 
Lease, dated May 28th, 1958. 


Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands and Forests within 
thirty days from the date of this notice. 


G. S. ANDREWS, 
Surveyor-General. 


Department of Lands and Forests, 
Victoria, B.C., March 26th, 1959. 
ap 16—2343 


KOOTENAY DISTRICT 


NOTICE is hereby given that the un- 
dermentioned tracts of land, situated in 
the above-named district, have been sur- 
veyed, and that plans of the same can be 
seen at the Department of Lands and 
Forests, Victoria, and at the office of the 
Government Agent, Nelson:— 


Lots 16250 and 16251.—British Colum- 
bia Telephone Co. Ltd. 


Persons considering their rights ad- 
versely affected by the above surveys must 
furnish a statement of their contention to 
the Minister of Lands and Forests within 
thirty days from the date of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands and Forests, 
Victoria, B.C., March 5th, 1959. 
mh26—2040 


LILLOOET DISTRICT 


NOTICE is hereby given that the un- 
dermentioned tracts of land, situated in 
the above-named district, have been sur- 
veyed, and that plans of the same can be 
seen at the Department of Lands and 
Forests, Victoria, and at the office of the 
Government Agent, Clinton:— 
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Lot 8155.—William Richard Perrey, Ap- 
plication to Purchase. 

Lot 8187.—Robert Wieduwilt, Applica- 
tion to Purchase, dated March 26th, 
1954, 

Persons considering their rights ad- 
versely affected by the above surveys must 
furnish a statement of their contention to 
the Minister of Lands and Forests within 
thirty days from the date of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands and Forests, 
Victoria, B.C., March 5th, 1959. 
mh26—2040 


CLAYOQUOT DISTRICT 


NOTICE is hereby given that the un- 
dermentioned tracts of land, situated in 
the above-named district, have been sur- 
veyed, and that plans of the same can be 
seen at the Department of Lands and 
Forests, Victoria, and at the office of the 
Government Agent Alberni: — 


Lots 1991 and 1992.—McMillan & Bloe- 
del Ltd., Applications to Purchase. 


Persons considering their rights ad- 
versely affected by the above surveys must 
furnish a statement of their contention to 
the Minister of Lands and Forests within 
thirty days from the date of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands and Forests, 
Victoria, B.C., March Sth, 1959. 
mh26—2040 


CARIBOO DISTRICT 


NOTICE is hereby given that the un- 
dermentioned tract of land, situated in 
the above-named district, has been sur- 
veyed, and that a plan of the same can be 
seen at the Department of Lands and 
Forests, Victoria, and at the office of the 
Government Agent, Quesnel:— 

Lot 12003.—Otto Siewert, Application to 
Purchase. 

Persons considering their rights ad- 
versely affected by the above survey must 
furnish a statement of their contention to 
the Minister of Lands and Forests within 
thirty days from the date of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands and Forests, 
Victoria, B.C., March Sth, 1959. 
mh26—2040 





KAMLOOPS DIVISION OF YALE 
DISTRICT 


NOTICE is hereby given that the un- 
dermentioned tract of land, situated in 
the above-named district, has been sur- 
veyed, and that a plan of the same can be 
seen at the Department of Lands and 
Forests, Victoria, and at the office of the 
Government Agent, Kamloops:— 


Lot 5843.—British Columbia Telephone 
Co. Ltd. 


Persons considering their rights ad- 
versely affected by the above survey must 
furnish a statement of their contention to 
the Minister of Lands and Forests within 
thirty days from the date of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands and Forests, 
Victoria, B.C., March 5th, 1959. 
mh26—2040 


1207 





DEPARTMENT OF LANDS 
AND FORESTS 


RANGE 3, COAST DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands and Forests, 
Victoria, and at the office of the Govern- 
ment Agent, Williams Lake: — 


Lot 1731.—D. B. Estes, Application to 
Purchase, dated September 7th, 1955. 


Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands and Forests within 
thirty days from the date of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands and Forests, 
Victoria, B.C., March 19th, 1959. 
ap9—2305 





CARIBOO DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands and Forests, 
Victoria, and at the office of the Govern- 
ment Agent, Quesnel:— 

Lot 12008.— Walter Evans, Application 
to Purchase. 

Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands and Forests within 
thirty days from the date of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands and Forests, 
Victoria, B.C., March 19th, 1959. 
ap9—2305 





RANGE 4, COAST DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands and Forests, 
Victoria, and at the office of the Govern- 
ment Agent, Prince Rupert:— 


Lot 3102.—Department of Public Works, 
Canada. 


Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands and Forests within 
thirty days from the date of this notice. 


G. S. ANDREWS, 
Suryeyor-General. 
Department of Lands and Forests, 
Victoria, B.C., March 19th, 1959. 
ap9—2305 


a 


PEACE RIVER DISTRICT 


NOTICE is hereby given that the under- 
mentioned tracts of land, situated in the 
above-named district, have been surveyed, 
and that plans of the same can be seen 
at the Department of Lands and Forests, 
Victoria, and at the office of the Govern- 
ment Agent, Pouce Coupe: — 


Lot 2040; S.E. %4. Sec. 23, Tp: 87, R. 20, 
W. of 6th M.; Fr. S.E. % Sec. 11 
and Fr. S. % ‘Sec. 12, Tp. 84, R. 21, 
W. of 6th M.—B.C. Government. 

Lot 2101.—Pacific Petroleums Ltd. 
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Persons considering their rights adverse- 
ly affected by the above surveys must fur- 
nish a statement of their contention to 
the Minister of Lands and Forests within 
thirty days from the date of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands and Forests, 
Victoria, B.C., March 19th, 1959. 
ap9—2305 


RUPERT DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands and Forests, 
Victoria, and at the office of the Govern- 
ment Agent, Alberni:— 


Lot 2104.— Alaska Pine and Cellulose 
Limited, Application to Lease, dated 
July 10th, 1957. 

Persons considering their rights ad- 
versely affected by the above survey must 
furnish a statement of their contention to 
the Minister of Lands and Forests within 
thirty days from the date of this notice. 


A. H. RALFS, 
Acting Surveyor-General. 
Department of Lands and Forests, 
Victoria, B.C., March 12th, 1959. 
ap2—2082 


COWICHAN DISTRICT 


NOTICE is hereby given that the un- 
dermentioned tracts of land, situated in 
the above-named district, have been sur- 
veyed, and that plans of the same can be 
seen at the Department of Lands and 
Forests, Victoria: — 

Lot 401.—W. T. Bomford, Application to 
Lease, dated September Sth, 1956. 

Lot 419.—British Columbia Forest Prod- 
ucts Ltd. 

Persons considering their rights ad- 
versely affected by the above surveys must 
furnish a statement of their contention to 
the Minister of Lands and Forests within 
thirty days from the date of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands and Forests, 


Victoria, B.C., March Sth, 1959. 
mh26—2040 


ae) Se 3 aes SS 
NEW WESTMINSTER DISTRICT 


NOTICE is hereby given that the un- 
dermentioned tract of land, situated in 
the above-named district, has been sur- 
veyed, and that a plan of the same can be 
seen at the Department of Lands and 
Forests, Victoria, and at the office of the 
Government Agent, Vancouver:— 


Lot 6772, Gp. 1.—B.C. Government. 


Persons considering their rights ad- 
versely affected by the above survey must 
furnish a statement of their contention to 
the Minister of Lands and Forests within 
thirty days from the date of this notice. 


G. S. ANDREWS, 
Surveyor-General. 


Department of Lands and Forests, 
Victoria, B.C., March Sth, 1959. 
mh26—2040 


— 
YALE DIVISION OF YALE 
DISTRICT 


NOTICE is hereby given that the un- 
dermentioned tract of land, situated in 
the above-named district, has been sur- 
veyed, and that a plan of the same can be 
seen at the Department of Lands and 





Forests, Victoria, and at the office of the 
Government Agent, Penticton:— 


Lot 1739.—F. E. Tunbridge, Application 
to Purchase, dated February 4th, 
1958. 


Persons considering their rights ad- 
versely affected by the above survey must 
furnish a statement of their contention to 
the Minister of Lands and Forests within 
thirty days from the date of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands and Forests, 
Victoria, B.C., March Sth, 1959. 
mh26—2040 


PEACE RIVER DISTRICT 


NOTICE is hereby given that the under- 
mentioned tracts of land, situated in the 
above-named district, have been surveyed, 
and that plans of the same can be seen 
at the Department of Lands and Forests, 
Victoria, and at the office of the Govern- 
ment Agent, Pouce Coupe:— 


Lots 1555 and 2048.—British Columbia 
Government. 


Persons considering their rights ad- 
versely affected by the above surveys 
must furnish a statement of their conten- 
tion to the Minister of Lands and Forests 
within thirty days from the date of this 
notice. 


A. H. RALFS, 
Acting Surveyor-General. 
Department of Lands and Forests, 
Victoria, B.C., March 12th, 1959. 
ap2—2082 


NEW WESTMINSTER DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands and Forests, 
Victoria, and at the office of the Govern- 
ment Agent, Vancouver:— 


Lot 6748, Gp. 1.—Centennial Holdings 
Limited, Application to Purchase. 
Persons considering their rights ad- 
versely affected by the above survey must 
furnish a statement of their contention to 
the Minister of Lands and Forests within 
thirty days from the date of this notice. 


A. H. RALFS, 
Acting Surveyor-General. 
Department of Lands and Forests, 
Victoria, B.C., March 12th, 1959. 
ap2—2082 


CARIBOO DISTRICT 


NOTICE is hereby given that the un- 
dermentioned tract of land, situated in 
the above-named district, has been sur- 
veyed, and that a plan of the same can be 
seen at the Department of Lands and 
Forests, Victoria, and at the office of the 
Government Agent, Prince George: — 
Lot 11961.—Herbert Evans, Home-site 

Lease. 

Persons considering their rights ad- 
versely affected by the above survey must 
furnish a statement of their contention to 
the Minister of Lands and Forests within 
thirty days from the date of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands and Forests, 
Victoria, B.C., March 5th, 1959. 
mh26—2040 
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